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INTRODUCTORY  NOTE. 


In  these  volumes  the  principal  scientific  writings  of  Joseph 
Henry  are  collected  for  the  first  time.  They  include  his 
contributions  to  various  societies  and  journals,  together  with 
notices  of  a  few  of  his  earlier  communications  which  were 
never  published  in  full.  These  productions,  extending  over  a 
long  and  busy  life,  are  naturally  grouped  under  two  periods: 
the  first  comprising  the  record  of  his  researches  from  1824 
to  184G  (a  period  of  23  years),  during  liis  professorial  career 
at  Albany  and  Princeton ;  the  second  that  of  his  scientific 
work  from  1847  to  1878  (a  period  of  32  years),  during  his 
directorship  of  the  Smithsonian  Institution  at  Washington. 

It  will  be  observed  that  Professor  Henry's  contributions 
to  science  were  given  to  the  world  from  time  to  time  through- 
out more  than  half  a  century,  and  published  in  widely  remote 
places.  Most  of  them  are  now  scarce,  many  are  practical!}' 
inaccessible,  hardly  any  individuals  and  few  public  libri^ries 
can  be  supposed  to  possess  them  all.  It  is  noteworthy,  and 
indeed  is  characteristic  of  their  author,  that  he  sedulously 
abstained  from  publishing  any  of  his  researches  of  the  later 
period  or  reproducing  any  of  the  earlier  ones — very  import- 
ant though  he  knew  them  to  be — through  the  inviting 
channel  of  the  "Smithsonian  Contributions,"  or  "Miscel- 
laneous Collections,"  or  in  any  way  at  the  expense  of  the 
Smithsonian  fund. 

It  has  seemed  to  the  Regents  of  the  Smithsonian  Insti- 
tution that  justice  to  the  scientific  name  and  memory  of 
their  distinguished  Secretary  who  made    the    Institution 
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what  it  is,  no  less  than  a  due  regard  to  the  history  of  physi- 
cal science  in  this  country,  and  the  interests  of  its  present 
votaries,  require  that  these  writings  should  now  be  collected 
and  made  available :  also  that  their  publication  and  distri- 
bution may  be  fittingly  undertaken  by  the  Smithsonian  In- 
stitution. Accordingly,  at  a  meeting  of  the  Regents,  held 
January  17,1883,  "Dr.  Maclean  having  called  the  attention 
of  the  Board  to  the  fact  that  the  sundry  papers  of  Professor 
Henry  on  scientific  subjects  had  not  been  published  in  the 
series  issued  by  the  Smithsonian  Institution,  it  was  Resolved, 
That  the  Secretary  be  requested  to  have  the  scientific  writ- 
ings of  Prof.  Joseph  Henry  collected  and  published."  At 
the  next  stated  meeting  of  the  Board,  held  January  16, 
1884,  Dr.  Asa  Gray,  Hon.  W.  L.  Wilson,  and  Prof.  S.  F.  Baird 
were  appointed  a  committee  to  supervise  the  publication  of 
Prof.  Henry's  writings. 

It  was  decided  by  them  to  include  in  this  collection  only 
the  published  writings  of  Prof.  Henry,  and  to  arrange  these 
chronologically.  A  departure  from  this  arrangement  has 
been  made  in  transferring  the  series  of  papers  detailing 
Henry's  extended  observations  on  the  phenomena  of  souu  d 
from  the  position  of  their  successive  dates  of  publication 
(1873  to  1877),  and  interpolating  them  between  papers  pub- 
lished in  1855.  This  has  been  done  for  the  purpose  of  equal- 
izing the  size  of  the  two  volumes.  The  second  volume  is 
thus  made  to  commence  with  the  series  of  Meteorological 
Essays,  which,  also  published  originally  in  successive  years 
(from  1855  to  1859),  are  here  presented  continuously.  These 
Essays,  although  of  a  more  popular  character  than  the  other 
writings  of  the  author,  contain  much  original  observation 
and  generalization,  and  therefore  well  deserve  a  place  in  this 
collection. 
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SCIENTIFIC  WRITINGS  OF  JOSEPH  HENRY. 


PART    I. 


Fbom   1824  TO   1846. 


(xi) 


SCIENTIFIC  PAPERS  AND  ABSTRACTS. 


CHEMICAL   AM)   MECHANICAL    EFFECTS   OF   STEAM, 

(Pn^cccdings  of  llio  All«aiiy  In>lituto,  voL  i,  j>.  IK).)* 

October  30,  1824. 

Josepli  Ilenrv  read  a  comiiuinication  on  the  ehemieal  and 
niechanieal  elFeets  of  steam,  with  experiments  ilesijj^mil  to 
ilhistrate  tlie  great  reduction  of  temperature  in  steam  of 
Ijigh  ehistieity  when  suddenly  expandeil. 


KEFKIGEKATION    BY   UAKEFAC'riON  OF   AIK. 

(Proceedings  (»f  iho  Albjiny  liisliliite,  v«»l.  I,  p.  :{'.».) 

March  2,  UCj. 

Joseph  Henry  read  a  eommunication  on  tlje  produetion  of 
cold  by  the  rarefaetion  of  air,  aeeomf  anicd  with  experiments. 

One  of  these  experiments  most  strikingly  iUustrated  tlie 
great  reduction  of  temperature  which  takis  place  on  the  sud- 
den rarefaction  of  condensed  air.  Haifa  pint  of  water  was 
poured  into  a  strong  copper  vessel,  of  a  globular  form,  and 
having  a  capacity  of  five  gallons — a  tubeof  onc-fourMi  of  an 
inch  in  calil)er,  with  a  number  of  holes  near  the  lower  end 


*[Tlio  **  Tninsactioiis  of  tlui  Allmny  Institute,"  vol.  i,  part  i,  is  ilateil  (»n 
page  :],  'Miino,  181*8."  Tlio  title  page  <»f  tlie  volume  leaii*  date  '«  18:50." 
Part  ii  of  &aino  volume  is  an  "  Appendix  "  of  74  (indej>endently  numl»ered) 
pages,  and  compri.ses  brief  abtitmets  of  proceedings;  liertr  cit<d  as  *'  Pro- 
ceedings "  for  conciseness.] 
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and  a  stop-cock  attached  to  the  other  extremity,  was  firmly 
screwed  into  the  neck  of  the  vessel;  the  lower  end  of  the 
tube  dipped  into  the  water,  but  a  number  of  the  holes  were 
above  the  surface  of  the  liquid,  so  that  a  jet  of  air  mingled 
with  water  might  be  thrown  from  the  fountain.  The  appa- 
ratus was  then  cliarged  with  condensed  air,  by  means  of  a 
powerful  condensing  pump,  until  the  pressure  was  estimated 
at  nine  atmospheres;  during  the  condensation  the  vessel 
became  sensibly  warm.  After  suffering  the  apparatus  to  cool 
down  to  the  temperature  of  the  room,  the  stop-cock  was 
opened;  the  air  rushed  out  with  great  violence,  carrying 
with  it  a  quantity  of  water,  which  was  instantly  converted 
into  snow;  after  a  few  seconds  the  tube  became  filled  with 
ice,  which  almost  entirely  stopped  the  current  of  air.  The 
neck  of  tlie  vessel  was  then  partially  unscrewed,  so  as  to  allow 
the  condensed  air  to  rush  out  around  the  sides  of  the  screw; 
in  this  state  the  temperature  of  the  whole  atmosphere  w-as 
so  much  reduced  as  to  freeze  the  remaining  water  in  the 
vessel ;  the  stop-cock  and  tube  at  the  same  time  became  so 
cold  that  the  fingers  adiiered  to  them,  in  the  same  manner 
that  they  are  sometimes  found  to  stick  to  tlie  latch  of  a  door 
on  an  intensely  cold  morning.  This  experiment  was  ex- 
hibited to  the  Institute  within  six  feet  of  a  large  stove,  and 
in  a  room  tlic  temperature  of  whicli  was  not  less  than  eighty  ' 
degrees  of  Fahrenheit's  thermometer. 


LECTURE  ON   FLAME. 

(Proceedings  of  the  Albany  Institute,  vol.  i,  p.  59.) 

March  21,  1827. 

Mr.  Joseph  Henry  delivered  a  lecture  on  flame,  accom 
panied  with  experiments. 
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ON    SOME    MODIFICATIONS    OF    TIIE    ELECTRO-MAGNETIC  APPA- 
RATUS. 

(Tmnsactions  of  ihc  Alkiny  In>titulOj  vol.  i,  pp.  22-24.) 

RfaJ  Octi'bcr  10,  1827. 

The  subject  of  electro-magnetism,  although  one  of  the  most 
interesting  branches  of  human  knowledge,  and  presenting 
at  this  time  the  most  fruitful  field  for  discovery,  is  perhaps- 
less  generally  understoo<i  in  this  country  than  almost  any 
other  department  of  natuml  science. 

Our  iK)pular  lecturers  have  not  availed  tliemselves  of  the 
many  interesting  and  novel  ex|x^riments  with  which  it  can 
so  liberally  supply  them  ;  and,  with  a  few  exceptions,  it  has 
not  as  yet  been  admitted  as  a  part  of  the  course  of  physical 
studies  pursued  in  our  higher  institutions  of  learning.  A 
principal  cause  of  this  inattention  to  a  subject  offering  so 
much  to  instruct  and  amuse  is  the  difficulty  and  expense 
which  formerly  attended  the  experiments — a  large  galvanic 
battery,  with  instrumentsof  very  delicate  workmanship,  being 
thought  indispensable.  But  this  bar  to  the  advancement  of 
electro-magnetism  no  longer  exists,  several  improvemeiits 
having  been  made  in  the  princii)lesand  arrangement  of  the 
apparatus,  which  tend  considerably  to  simplify  il.^  construc- 
tion and  use.  Mr.  Sturgeon,  of  Woolwich,  who  has  been 
perhaps  the  most  successful  in  these  improvements,  has 
shown  that  a  strong  galvanic  power  is  not  essentially  neces- 
sary, even  to  exhibit  the  experiments  on  the  largest  scale. 
On  the  contrary,  he  has  i)roved  that  it  may  be  almost  in- 
definitely diminished,  provided  the  magnetic  force  be  j)ro- 
poiiionately  increased.  On  this  j)rinciple  he  has  constructed 
a  set  of  instruments,  with  large  magnets  and  small  galvanic; 
elements,  which,  from  their  size  and  the  facility  of  their 
operations,  are  well  calculated  either  for  the  private  study 
or  the  public  lecture  room.* 

Mr.  Sturgeon's  suite  of  apparatus,  though  suj)erior  to  any 
other,  as  far  as  it  goes,  does  not  however  form  a  complete 
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set;  as  indeed  it  is  plain  that  his  principle  of  strong  magnets 
cannot  be  introduced  into  every  article  required,  and  par- 
ticularly into  those  intended  to  exhibit  the  action  of  the 
earth's  magnetism  on  a  galvanic  current,  or  the  operation 
of  two  conjunctive  wires  on  each  other.  To  form  therefore 
a  set  of  instruments,  on  a  largo  scale,  that  will  illustrate  all 
the  facts  belonging  to  this  science,  with  the  least  expense  of 
galvanism,  evidently  requires  some  additional  modification 
of  the  apparatus,  and  particularly  in  those  cases  in  which 
powerful  magnets  cannot  be  applied.  And  such  a  modifica- 
tion appears  to  me  to  be  obviously  pointed  out  in  the  con- 
struction of  Prof.  Schweiggcr*s  Galvanic  Multiplier:*  the 
principles  of  this  instrument  being  directly  applicable  to  all 
the  experiments  in  whicli  Mr.  Sturgeon's  improvement  fails 
to  be  useful;  and  to  those  only  can  it  be  successfully  applied. 
The  following  description  of  -the  figures  in  Pkitc  If  will 
render  my  meaning  sufliciently  clear. 

Fig.  1,  is  an  apparatus  on  the  plan  of  the  Multiplier,  to 
show  the  deflection  of  a  large  magnetic  needle.  It  consists 
of  a  coil  of  wire,  A  B,  of  an  oblong  form,  about  ten  inches 
in  length  and  one  and  a  half  in  width,  with  a  small  galvanic 
element  attached  to  each  end ;  the  coil  is  formed  of  about 
twenty  turns  of  fine  copper  or  brass  wire,  wound  with  silk, 


Fly 


.2. 


to  prevent  cont^ict,  and  the  whole  bound  together  so  as  to 
have  the  appearance  of  a  single  wire.  The  attachment  of 
the  zinc  and  copper  is  more  plainly  shewn  in  Fig.  2,  which 


*Sco  Green's  Electro-Magnetism,  page  30. 

f  [The  figures,  copied  from  the  original  copper-plute  illustration,  arc  hero 
reproduced  in  the  text  for  facility  of  reference.] 
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represents  a  coil  of  only  two  turns  of  wire :  on  the  left  side 
of  the  figure  tlie  plates  are  solderwl  directly  to  the  ends  of 
the  wire  of  the  coil;  on  the  right,  the  plate  of  zinc  Z,  ia 
attached  to  the  part  of  tiic  wire  ending  with  copper  on  tho 
other  side,  while  the  plate  of  copper  on  the  riglit  corresponds 
to  the  zinc  on  the  left.  By  this  arrangement,  we  can  in- 
stantly reverse  the  direction  of  the  currents,  and  deflect  the 
needle  either  to  the  riglit  or  left,  hy  merely  holding  a  tumbler 
of  acidulated  water  so  as  to  immerse  one  or  the  other  of  tho 
double  plates  into  the  fluitl.  The  arrows  at  B,  formed  of 
two  pieces  of  card,  are  intended  to  show  the  direction  of  tho 
currents,  and  tliey  should  point  in  the  course  of  the  wires 
going  from  the  copper.  X  8,  is  the  needle,  about  nine  and 
a  half  inches  long,  made  by  binding  together  several  watch 
springs,  touched  separately,  so  as  to  form  a  compound  mag- 
net; at  the  ends  are  two  balls  of  pith,  to  show  tho  movement 
of  the  needle  more  plainly.  This  instrument  is  complete  in 
itself,  and  wo  receive  the  full  effect  of  the  instantaneous  im- 
mersion of  the  galvanic  element. 

Fig.  3,  represents  a  modification  of 
De  la  Rive's  ring  on  a  large  scale.  A  B, 
is  a  coil  about  nine  inches  by  six,  with 
a  small  cylinder  of  copper,  enclosing 
another  of  zinc,  without  bottoms,  sol- 
dered to  its  extremities,  which  end  at  c, 
the  whole  being  suspended  by  a  fibre  of 
raw  silk,  so  as  to  swing  freely  in  a  cup 
1  of  acidulated  water.  When  this  appa- 
ratus is  made  sufficiently  light,  it  inva- 
riably places  itself,  after  a  few  oscilla- 
tions, at  right  angles  to  the  magnetic 
meridian.  W  and  E,  arc  two  pieces  of 
card,  with  letters  on  them,tosliow  whieli 
side  of  the  coil  will  turn  to  the  east  or 
west:  they  may  be  iiropcrly  placed  by 
recollecting  that  tho  current  from  tho 
copper  to  the  zinc  has  a  tendency  to  circulate  in  a  direction 
contrary  to  that  of  the  sun. 
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Fig.  4,  is  designed  to  sliow  the 
action  of  two  conjunctive  wires  on 
eacli  other;  A  B,  is  a  thick  multi- 
plying coil,  with  galvanic  plates 
attacljed,  in  the  same  manner  as 
shown  in  Fig.  2  ;  c  cZ,  is  a  lighter 
coil,  with  a  double  cylinder,  pre- 
cisely similar  to  Fig.  3,  and  sus- 
pended within  the  other  by  a  fibre 
of  silk,  passing  through  a  glass 
tube,  ((/)  the  end  of  which  is  in- 
serted into  an  opening  (/>*)  in  the 
upj)er  side  of  A  B;  c/  are  two 
wires  supi)orting  the  glass  tube. 
Wljen  the  cylinder  </  and  the  plates 
<'  an*  j)laced  in  vessels  of  acidu- 
liiti'd  water,  the  inner  coil  will  im- 
fnrdiatrly  arrange  itself  so  that  the 
runrnts  in  both  coils  will  circulate 
Mm-  Hnine  way  :  if  the  vessel  be  re- 
niovid  from  ( 'jand  D  placed  in  the 
Huid,  Hm)  <'()il  cd  will  turn  half- 
,A';   ,tu>\  iti/tun  ft<ill<-,  with  Ihcj  currents  flowing  in 


-1830] 


WRITINGS  OF   JOSEPH   HENRY. 


the  same  direction.  Instead  of  the  cylinder,  a  separate  bat- 
tery of  greater  power  may  be  used,  by  suspending  the  inner 
coil,  as  shown  in  Fig.  9 ;  h  h  are  cups  with  mercury — the 
upper  wire  should  turn  on  a  fine  steel  point. 

Fig's  5  and  G,  are  front  and  side  views  of  a  modification 
of  an  instrument,  described  by  Mr.  Sturgeon.  It  consists  of 
a  dipping  needle,  surrounded  by  a  multiplying  coil,  turned 
edgewise,  but  in  all  other  respects  similar  to  that  of  Fig.  1. 
If,  when  the  needle  is  placed  in  the  magnetic  meridian,  and 
the  coil  in  the  plane  of  the  dip,  a  galvanic  current  be  passed 
through  it  in  a  direction  opposite  to  that  of  the  sun,  the 
north  end  of  the  needle  will  turn  up,  as  in  Fig.  7 ;  but  if  in 


the  contrary  direction,  it  will  turn  down,  as  Fig.  8.  If  the 
coil  be  placed  at  riglit  angles  to  the  dip,  as  shown  in  the 
dotted  line.  Fig.  6,  and  the  current  passed  in  theiirst  men- 
tioned direction,  the  needle  will  not  alter  its  position,  but 
will  be  more  firmly  fixed  in  it:  if  passed  in  the  contrary 
direction,  it  will  turn  half-way  round  and  dip  with  its  south 
end.  The  quadrant  q  permits  the  coil  to  be  readily  placed, 
either  in  the  plane  of  the  dip  or  at  right  angles  to  it. 
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TOPOGRAPHICAL  SKETCH  OF  THE  STATE  OF  NEW-YORK,  DE- 
SIGNED CHIEFLY  TO -SHOW  THE  GENERAL  ELEVATIONS  AND 
DEPRESSIONS   OF    ITS   SURFACE. 

(Transactions  of  the  Albany  Institute,  vol.  I,  pp.  87-112.) 

Read  October  28,  1829. 

The  Topography  of  the  state  of  New- York,  viewed  either 
in  relation  to  that  of  the  continent  of  North  America  in 
general,  or  only  in  reference  to  the  space  included  within  its 
own  political  boundaries,  presents  many  interesting  and  pe- 
culiar features. 

The  two  great  lakes,  and  their  outlets,  forming  a  natural 
boundary  on  the  north  and  west;  the  continued  cliain  of 
water  communication  of  the  Hudson  and  Lake  Champlain, 
along  the  whole  eastern  section ;  the  connected  series  of 
smaller  lakes  in  the  interior,  togetlier  with  several  large 
streams  which-  rise  in  the  middle  of  the  state,  and  pass 
through  its  southern  boundary;  all  give  to  the  surface  of 
New- York  a  diversity  of  aspect,  and  a  facility,  of  internal 
navigation,  possessed  by  no  other  section  of  our  own  coun- 
try, and  perhaps  not  surpassed  by  any  of  equal  extent  on 
the  surface  of  the  globe. 

The  eastern  portion  of  the  United  States,  designated  by 
geographers  as  tlie  Atlantic  slope,  is  separated  from  the  cen- 
tral part,  or  the  great  valley  of  the  Mississippi,  by  a  marked 
natural  division,  consisting  of  a  continuous  swell  or  ridge  of 
land  extending  from  Alabama  to  the  south  shore  of  Lake 
Ontario.  This  ridge  is  the  true  water  shed  of  the  country,  and 
determines  the  course  of  the  rivers  falling  into  the  Atlantic 
on  the  one  side,  and  those  into  the  Mississippi  on  the  other. 
It  has  a  mean  height  of  about  3000  feet;  and  cannot  be 
crossed  at  any  point  south  of  the  state  of  New- York,  by  an 
elevation  of  less  than  two  thousand  feet  above  the  ocean. 
Upon  the  acclivities  of  this  ridge  are  based  an  indeterminate 
number  of  spurs,  hills,  and  collateral  subordinate  ridges, 
which  often  rise  to  a  much  greater  height  than  the  crest  of 
the  water  sited.  These  subordinate  ranges  are  not  continuous, 
but  arc  often  cut  through  by  the  Atlantic  rivers :  They  have, 
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however,  nearly  the  same  direction  as  the  main  ridge;  and  in 
passing  through  North-Carolina  and  Virginia,  assume  the 
form  of  four  principal  ranges,  nearly  parallel  to  each  other. 
The  three  westernmost  of  these  mingle  togettier  in  the  north- 
ern part  of  Pennsylvania,  and  form  a  mountain  cliain,  which 
diverges  to  the  east  from  the  great  water  shed,  and  in  pass- 
ing through  the  state  of  New- York,  occupies  the  space  be- 
tween Seneca  lake  and  the  Hudson  river.  At  first  sight,  it 
appears  to  terminate  at  the  valley  of  the  Mohawk;  but  it 
soon  rises  again  on  the  north  side  of  the  river,  and  forms 
the  mountain  district  between  Ontario  and  Champlain ;  is 
afterwards  cut  through  by  the  valley  of  the  latter,  and  then 
passes  on  towards  the  sources  of  the  (Connecticut.  The  re- 
maining ridge  of  the  four  parallel  ones  continues  separate 
from  the  others,  and  suddenly  turns  to  the  east  in  Pennsyl- 
vania,  crosses  the  state  of  New-Jersey,  and  is  deeply  cut 
through  by  the  Hudson  at  West-Point,  where  it  forms  the 
highlands  of  that  river.  It  afterwards  passes  to  the  north  in 
nearly  a  straight  line,  and  forms  the  dividing  ridge  between 
the  waters  of  the  Hudson  and  those  of  the  Connecticut :  at 
the  sources  of  the  latter,  it  mingles  with  the  other  mountain 
chain,  and  they  then  together  pass  on  to  the  northeast,  and 
may  be  traced  even  to  the -coast  of  Labrador.  The  opening 
between  these  ridges  forms  a  long,  deei),  and  narrow  valley, 
in  which  is  situated  the  part  of  the  Hudson  river  between 
West-Point  and  Glen's  Falls,  and  the  whole  of  Lake  Cham- 
plain.  South  of  til  is  state,  the  several  collateral  ridges  are 
cut  through  by  the  Susquehanna,  the  Potomac,  and  several 
other  streams  of  less  magnitude,  which  rise  near  the  crest  of 
the  water  shed,  and  flow  with  a  rapid  descent  to  the  ocean. 
This  fact  has  been  stated  as  something  peculiar  in  the  to- 
pography of  our  country,  and  has  given  rise  to  the  fallacious 
hope  of  finding  practicable  canal  passes  through  the  river 
vallies  from  the  waters  of  the  Atlantic  to  those  of  the  Missis- 
sippi; but  the  water  shed,  in  its  uninterrupted  continuity, 
every  where  rises  as  an  insuperable  barrier,  and  the  lowest 
pass  yet  found  south  of  New- York  is  elevated  more  than  2000 
feet  above  the  ocean.    As  a  whole,  these  mountains  are  known 
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by  the  name  of  the  Appalachian  system ;  but  the  parallel 
ridges  are  perhaps  most  generally  referred  to  as  the  AUe- 
ganies;  and  these  again,  in  their  course,  have  received  dif- 
ferent local  names,  sucli  as  the  Blue  Ridge  in  Virginia,  the 
Catskill  in  New -York,  and .  the  White  Mountains  in  New- 
Hampshire.  From  the  above  sketch  of  the  great  mountain 
system  of  our  country,  the  .peculiar  topographical  features 
of  the  state  of  New -York  will  be  readily  understood. 

The  Appalachian  system  may  be  said  to  occupy  the  prin- 
cipal part  of  the  state;  and,  indeed,  through  the  whole 
district,  the  mountains  appear  to  be  only  partially  inter- 
rupted by  the  vallies  of  rivers,  or  depressed  by  the  basins  of 
lakes.  The  entire  surface  may  perhaps  bo  best  described  as 
an  elevated  tract  of  country,  with  indentations  in  various 
places  below  its  general  level.  The  most  important  depres- 
sions of  the  surface  are  the  great  basins  in  which  are  situated 
the  Lakes  Eric  and  Ontario,  and  the  long  narrow  valley 
which  contains  the  Hudson  river  and  Lake  Champlain. 
The  two  last  are  connected  with  each  other  by  a  valley  occu- 
pied by  the  Mohawk  river  and  the  Oneida  lake;  and  with 
it  may  be  considered  as  separating  the  whole  mountain  sys- 
tem of  this  state  into  three  principal  divisions.  The  first  of 
these,  and  the  largest  of  the  whole,  occupies  the  space  situ- 
ated south  of  the  Mohawk  river  and  the  Ontario  valley,  and 
between  the  Hudson  river  and  Lake  Erie.  The  second  is 
the  mountain  district  north  of  the  Mohawk,  and  between 
Lake  Champlain  and  the  east  end  of  Lake  Ontario.  The 
third  division  comprises  that  part  of  the  mountain  range 
on  the  east  side  of  the  Hudson  river  included  within  this 
state.  The  first  division  is  separated  into  two  parts,  by  the 
basins  of  Seneca  and  Cayuga  lakes,  and  by  an  elevated  val- 
ley extending  from  tlie  head  of  the  former  to  the  valley  of 
the  Chemung  or  Tioga  river,  at  Newtown. 

The  western  subdivision,  or  the  part  of  the  state  between 
Seneca  lake  and  Lake  Erie,  is  occupied  by  that  portion  of 
the  mountain  system  which  we  have  called  the  water  shed. 
This,  in  its  course  from  the  south,  in  Pennsylvania  and  New- 
York,  forms  a  high  table  land  of  about  two  thousand  feet  in 
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mean  elevation.  The  highest  part  of  it  comprises  the  sur- 
face of  the  counties  of  Steuben,  Allegany,  Cattaraugus  and 
Chautauqua;  and  a  little  to  the  north  of  these,  it  begins  to 
decline,  and  finally  descends,  by  three  principal  steps,  to  its 
terminations  on  the  south  shore  of  Lake  Ontario.  The  great 
elevation  and  geographical  importance  of  this  table,  may  be 
inferred  from  the  fact,  that  it  gives  rise  to  several  streams  of 
water,  which  find  th6  level  of  the  ocean  at  points  almost  as 
distant  as  the  extremities  of  the  continent.  The  head 
branches  of  the  Allegany,  of  the  Genesee,  and  of  the  Susque- 
hanna, are  all  found  inosculating  with  each  other  in  the 
county  of  Allegany;  while  their  waters  separately  mingle 
with  the  ocean  in  the  gulf  of  St.  Lawrence,  the  Chesapeake 
bay,  and  the  gulf  of  Mexico.  But  the  following  heights, 
from  actual  survey,  will  serve  to  give  a  more  definite  idea 
of  its  general  elevation. 

Chautauqua  lake,  the  largest*  sheet  of  water  on  tliis  table, 
and  the  most  elevated  of  its  size  in  the  United  States,  is  1291 
feet  above  the  level  of  the  ocean,  and  723  feet  higher  than 
Lake  Erie,  although  only  eight  miles  distant:  its  discharged 
waters  descend  to  the  ocean,  along  the  western  declivity  of 
the  water  shed,  through  the  Ohio  and  the  Mississippi  rivers. 
The  lowest  pass  to  the  east,  over  a  swell  of  land  near  Casa- 
daga  outlet  in  Chautauqua  county,  is  1720  feet  high;  and 
another  pass  in  the  same  swell  is  1972  feet.  The  lowest 
notch  in  the  height  of  land  between  Elm  and  Little  Valley 
creeks,  in  Cattaraugus  county,  is  1725  feet;  and  between 
Little  Valley  and  Big  Valley,  the  lowest  pass  is  2144  feet 
above  the  level  of  the  ocean.  Franklinville  has  an  elevation 
of  1580  feet,  and  Angelica  1428  feet,  although  both  are  situ- 
ated in  vallies.  This  height  of  land  extends  close  to  the 
shore  of  Lake  Erie,  as  it  may  be  seen  by  the  map,  that  one 
of  the  head  branches  of  the  Allegany,  a  tributary  of  the 
Ohio,  rises  within  four  or  five  miles  of  the  lake.  The  sur- 
face is  not  broken,  but  consists  of  large  swells  of  land,  with 
broad  shallow  vallies  intervening.    The  principal  indenta- 

*It  is  18  miles  long,  contains  16,000  square  acres,  and  discharges  2295 
cubic  feet  of  water  per  minute. — Whippo*s  Report 
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tion  of  the  surface,  is  the  valley  of  the  Genesee  river,  which 
may  be  considered  as  an  arm  of  the  Ontario  valley,  extend- 
ing into  the  state  of  Pennsylvania.  The  extreme  southern 
branches  of  this  river  rise  at  an  elevation  of  more  than  2500 
feet. 

The  space  between  Seneca  lake  and  the  Hudson,  and  south 
of  the  Mohawk,  is  occupied  by  the  mountain  chain  formed 
by  tlic  union  of  the  three  parallel  ridges  before  mentioned, 
as  mingling  in  Pennsylvania,  and  passing  through  New- 
York.  The  surface  is  much  more  uneven  than  that  of  the 
part  just  described,  and  presents  the  general  appearance  of 
a  number  of  ridges  in  a  north  and  south  direction.  The 
highest  of  these  is  the  Catskill  mountains,  which  bound  the 
valley  of  the  Hudson  on  the  west,  and  rise  in  some  places 
nearly  4000  feet  higher  than  the  level  of  the  ocean.  The 
Round  Top  is  3804,  and  the  High  Peak  is  3718  feet,  above 
the  level  of  the  tide  waters  of  the  Hudson.*  The  principal 
indentations  of  the  surface  of  this  subdivision  of  the  moun- 
tain part  of  the  state,  are  the  vallies  of  the  Susquehanna,  the 
Delaware,  and  their  several  branches.  By  a  reference  to  the 
map,  it  \\\\\  be  seen  that  the  Chemung  river,  the  main 
branch  of  the  Susquehanna,  and  the  Delaware  river,  when 
viewed  in  connexion  with  each  other,  present  an  almost  en- 
tire water  course,  extending  along  the  Pennsylvania  line, 
from  Painted  Post,  in  Steuben  county,  to  tlie  northwest  angle 
of  the  state  of  New-Jersey,  the  only  interruption  being  the 
Sf)ace  between  tlie  Delaware  and  the  Susquehanna.  The 
vallies  in  which  these  rivers  are  situated,  cross  the  moun- 
tains in  an  east  and  west  direction;  but  their  several  tribu- 
taries, viz.,  the  two  branches  of  the  Susquehanna,  the  Una- 
dilla  and  the  Chenango  rivers,  the  Owego  and  the  Cayuta 
creeks,  besides  several  smaller  streams,  descend  to  the  south, 
and  intersect  the  principal  vallies  in  a  remarkable  manner, 
nearly  at  right  angles  to  their  general  course.  These  streams 
all  rise  on  a  narrow  table  land,  which  is  situated  a  little 
south  of  the  line  of  the  Erie  canal,  and  may  be  traced  on  the 
map  as  forming  the  water  shed,  between  the  heads  of  streams 


*As  measured  by  Cupt.  Patridge, 
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flowing  to  the  north  and  the  south,  in  an  uninterrupted 
course,  from  the  Cat^kill  mountains  to  the  head  of  Seneca 
lake.  Along  the  summit  of  this  table  land,  are  a  number 
of  small,  but  highly  elevated  lakes,  which  give  a  peculiar 
character  to  this  region.  The  first  of  these,  from  the  east, 
and  the  largest  of  the  whole,  is  Otsego  lake,  the  outlet  of 
which  forms  the  Susquehanna  river.  It  is  a  beautiful  sheet 
of  water,  surrounded  by  high  hills;  is  nine  miles  in  length, 
thrcx)  in  breadth,  and  elevated  11^)3  feet  above  the  surface 
of  the  ocean.  The  next  is  Scliuyler's  lake,  which  also  gives 
a  branch  to  the  Susquelianna:  It  is  situated  a  few  miles  to 
the  west  of  Otsego  lake,  in  the  same  county;  its  exact  eleva- 
tion is  not  known,  but  it  cannot  l)e  less  tluin  1200  feet.  The 
other  lakes  worthy  of  notice  on  this  table  land,  are  Cazenovia, 
Skaneatelas  and  Owasco.  These  are  on  the  northern  de- 
clivity, and  discharge  their  waters  to  the  north:  they  are 
scarcely  as  much  elevated  as  the  two  just  mentioned;  the 
first  being  about  900  feet,  the  second  840,  and  the  last  070 
feet  above  the  level  of  the  ocean.  It  might  be  supposed,  by 
an  inspection  of  the  map,  that  Cayuga  and  Seneca  lakes  were 
also  highly  elevated  on  this  table  land;  but  this  is  not  the 
case,  as  the  former  is  only  387  and  the  latter  147  feet  above 
the  level  of  tide.  They  in  reality  occupy  two  long  narrow 
ravines,  w-hich  deeply  indent  the  surface  of  the  adjacent 
country,  and  are  separated  from  each  oth(.T  by  a  ridge  which 
rises  to  the  height  of  more  than  800  feet  above  Cayuga  lake. 
The  smaller  lakes  above  mentioned  are  situated  several  hun- 
dred feet  above  the  highest  level  of  the  Erie  canal,  and  form 
inexhaustible  reservoirs  to  sui)ply  it  with  water. 

It  may  be  here  remarked,  that  this  is  an  advantage  pos- 
sessed by  no  other  canal  route  in  this  country,  as  it  is  a 
curious  feature  in  the  i)hysical  geography  of  the  United 
States,  that  except  in  the  swami)s  along  the  southern  sea 
coast,  no  lake  is  to  be  found  east  of  the  Mississii)pi  and  south 
of  the  latitude  of  the  southern  boundary  of  New- York,  while 
almost  every  river  north  of  this  degree  issues  from  a  lake  or 
a  pond.* 

♦Gallatin's  Report. 
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Tho  following  tables  of  ascents  and  descents  will  serve  to 
give  a  correct  idea  of  the  general  configuration  of  the  sur- 
face of  the  whole  of  the  first  division  of  the  state,  or  that 
part  situated  between  the  Hudson  and  Lake  Erie. 

No.  1,  is  a  section  in  an  east  and  west  direction  from  the 
Hudson  to  Lake  Erie.  It  commences  at  the  level  of  tide  in 
the  river,  and  passes  over  the  several  ridges  to  the  village  of 
Bath,  in  Steuben  county,  and  then  crosses  the  high  table 
land  to  Lake  Erie. — No.  2,  also  begins  on  the  Hudson,  at 
Kingston  landing,  and  foltews  principally  the  valleys  of 
streams  along  the  Pennsylvania  line  to  Bath,  where  it  inter- 
sects with  No.  1. — Nos.  3,  4,  5,  0,  7,  8  and  9,  are  sections  at 
right  angles  to  Nos.  1  and  2.  The  five  last,  pass  from  points 
on  the  south  shore  of  Ontario  up  the  slope  of  the  great  de- 
pression which  contains  this  lake,  to  the  summit  of  the  table 
land,  and  then  down  the  valley  of  streams  to  the  Susque- 
hanna and  the  Allegany  rivers. — No.  3,  is  from  a  point  in 
the  valley  of  the  Mohawk,  and  passes  over  the  ridge  to  the 
head  waters  of  the  Susquehanna,  and  then  descends  this 
river  to  the  Pennsylvania  line. — No.  4,  extends  entirely 
across  the  state,  from  the  St.  Lawrence  to  the  Susquehanna 
river,  and  exhibits  the  deep  depression  of  the  Mohawk  valley 
below  the  level  of  the  ridges  on  each  side. 

The  several  distances  given  in  these  tables  are  in  most 
cases  straight  lines,  measured  from  point  to  i)()int  on  a  map, 
but  the  elevations  are  all  from  actual  surveys,  made  at  the 
exi)ense  of  the  state. 

The  elevations  in  table  No.  1,  between  the  Hudson  river 
and  Bath,  are  from  the  survey  of  William  Morell,  Esq.  Tlie 
remaining  elevations  of  this  table,  as  well  as  those  in  No.  2, 
are  from  the  personal  surve}'  of  the  writer  of  this  article. 
The  elevations  in  both  these  tables  were  taken  under  the 
direction  of  Messrs.  Hammond,  Morell  and  Pitcher,  as  com- 
missioners to  explore  the  route  of  a  state  road  through  the 
southern  tier  of  counties,  in  1825.  No.  3,  is  from  the  survey 
of  Dr.  William  Campbell  and  T)e  Witt  Clinton,  Jun.  The 
remaining  six  tables  were  taken  from  the  re])orts  and  maps 
of  Messrs.  Geddes,  Roberts,  Hutchinson,  Young  and  Whij)po, 
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engineers  employed  by  the  ctmal  commissioners  to  explore 
the  routes  of  15  proposed  canals,  in  1825. 

It  must  be  premised  with  regard  to  these  heights,  that  as 
they  are  points  on  routes  explored  for  roads  and  canals,  they 
are  the  elevations  of  the  lowest  passes  near  the  line  of  sur- 
vey, and  are  consequently  less  than  the  general  height  of 
the  several  ridges.  • 

No.  I. — Table  of  Ascents  and  Descents  across  the  Ridges  from  Catskilly  on 
the  Hudson^  to  the  Village  of  Bath^  in  Steuben  Countgy  and  thence  to 
Lake  Erie. 


Route. 


Prom  the  Hudson  river,  lit  Catskill,  to  Madi- 
son village 

Cairo 

Shinglckill  at  Cairo 

Catskill  mountain  summit 

Valley  of  the  Schoharie  at  Gilboa 

Head  waters  of  the  Delaware 

Delhi  on  the  Delaware 

Height  of  land  between  the  Delaware  and  Sus- 
quehanna  

Susquehanna  river  at  the  junction  of  the  01c- 

out  creek 

Unadilla  river  one  mile  above  its  junction 

with  the  Susquehanna 

Between  Unadilla  and  Chenanpjo 

Valley  of  the  Chenango  at  Oxfonl 

Between  Chenango  and  Ti(»ughnioga  or  Homer 

river 

Valley  of  the  Tioughnioga  at  the  junction  of 

the  Otsolic 

Between  Tioughnioga  and  Owcgo  creek 

Valley  of  the  Owego  at  Kichford 

Between  the  Owego  and  the  deep  valley  of 

Cayuga  lake 

Valley  of  the  Cayuga  lake  at  Ithaca 

Between  the  Cayuga  valley  and  the  Seneca 

inlet  at  Catharine  landing 


Catharine  landing 

Between  the  Sen(^ca  valley  and  Mud  creek,  a 

branch  i>f  the  Conhociton 

Valley  of  Mud  creek  one  mile  below  Mud  lake. 

Between  Mud  creek  and  Conhocton  ._. 

Conhocton  vaUey  at  the.  village  nf  Bath 

Between  Conhocton  and  Caniiteo 

Canisteo  valley  at  Arkport 

Between  the  Canisteo  and  Genesee 

Genesee  valley  at  Angelica 

Between  the  Genesee  valley  and  Oil  creek 


7 
0 
13 
10 
10 
18 


17 

5 
f) 
(> 

13 

() 

8 

4 

10 

11 
7 

\) 
4 
(> 
4 
/ 

0 

8 

10 

13 


4 

11 
11 
24 
34 
44 
02 

G7 

84 

80 

95 

101 

114 

120 
128 
135 

130 
140 

IGO 

107 


Feet. 


rises 
rises 
fiills 
rises 
falls 
rises 
falls 


22('> 
40 
1542 
742 
710 
502 


rises  759 

falls  1143 

falls      27 

rises  057 

falls  009 

rises  1 33 

falls  159 

rises  445 

falls  285 


rises 
falls 

rises 
falls 


275 
902 


849 
801 


184 
410 
370 
1912 
1170 
1880 
1884 

2143 

1000 

973 

1030 

901 

1094 

935 
1380 
1095 

1370 
408 

1257 
450 


170 

rises 

1188 

1044 

IHO 

falls 

528 

1110 

180 

rises 

403 

1579 

190 

falls 

4«9 

WM) 

197 

rises 

7*50 

J  840 

200 

falls 

040 

1 1 94 

214 

rises 

808 

2002 

224 

falls 

034 

1428 

237 

rises 

59 

1487 
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No.  I. — Table  of  Ascents  and  Descents^  tj*c. — Continued. 


Route. 


Oil  creek  valley,  a  tributary  of  the  Allegany.- 

Between  Oil  creek  and  Ellicottville 

Ellicottville,  on  a  tributary  of  the  Allecjany.. 

Between  Ellicottvifle  and  the  Conewango 

Conewango  valley  at  the  junction  of  Clear  creek, 
Between  Conewango  valley  and  Chautauque 

lake  . 

Chautauque  lake . ._. 

Between  Chautauque  and  Lake  Erie. 

Lake  Erie  at  Portland  harbor 


Miles. 

2 

239 

12 

251 

8 

259 

3 

262 

16 

277 

8 

285 

18 

303 

1 

301 

7 

311 

Feet. 


falls  39 

rises  696 

falls  630 

rises  621 

falls  885 

rises  716 

falls  675 

rises  61 

falls  787 


1448 
2144 
1514 
2135 
1250 

1966 

1291 

1352 

565 


No.  II. — Tabic  of  Ascents  ami  Descents  from  the  Hudson^  at  Kingston  Land- 
in*/,  to  Bath,  in  Steuben  County^  by  the  route  of  the  valleys  of  the  Rondout 
Crccky  the  Bcacer  Kilfj  ttie  east  branch  of  the  Delaware^  and  the  cast  and 
west  branches  of  the  Susquehanna. 


Route. 


Hudson  river,  at  the  junction  of  the  Rondout. 

to  Kingston  village 

Warwasing 

Sullivan  county  line  on  the  Rondout 

Hciirht  of  land  between  the  Rondout  and  Nev- 

orsink _. 

Nevornink  river 

Height  hi'twoon  the  Ncversink  and  ]5eav<'r  kill 
Junction  of  the  Beaver  kill  and  the  east  branch 

of  the  Delaware 

Junction  of  the  cast  and  west  branches  of  the 

Delaware 

Deposit  on  west  branch  of  th<*  Delaware 

Height  of  land  between  the  Delaware  and  the 

Sus<]uehanna 

Susquehanna  at  Windsor  _, 

Height  across  the  Great  Bend  of  the  Susque- 
hanna   .   -- 

Binghanipton  on  the  Sus(|uehanna 

Owego  on  the  Sus<]uehanna 

State  line  above  Tioga  Point ._ 

Newtown  on  the  Clieiuung  or  Tioga 

Painted  Post  at  the  junction  of  Tioga  and 

Conhocton 

Bath  on  the  Conhocton 


6 
4 

o 

\) 

18 

15 

13 

14 
17 


92 
9(1 

101 
110 
12S 
143 
15() 

170 
187 


Feet. 


rises  188 

rises  123 

rises  462 

rises  896 

falls  357 

rises  768 

falls  1062 

falls  96 

rises  82 

rises  684 

falls  775 


rises 

644 

1557 

falls 

721 

83r, 

falls 

32 

804 

falls 

19 

785 

rises 

51 

83(> 

rises 

106 

942 

rises 

148 

1090 

188 
311 
773 

1669 
1312 
2080 

1018 

922 
1004 

1688 
913 


NoTK. — The  mimbefH  in  the  first  column  of  figurcH  nro  the  distanoe;*  fronn  point  to 
P'»int— thoMO  in  the  scco'id,  arc  the  total  <iistnnco8.  The  third  column  of  tiKures  gives 
the  iiscontM  and  descontfi;  and  the  fourth,  the  elevations  of  the  several  points  above  the 
level  of  tide  water  in  the  Hudson. 
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The  last  six  stations  in  the  above  table,  or  those  from 
Biughamton  to  Bath  inclusive,  are  along  the  valley  of  the 
two  great  branches  of  the  Susquehanna.  The  elevations 
oj)})osite  these  stations  give  900  feet  as  the  mean  height  of 
the  bottom  of  this  valley,  but  the  mountains  on  each  side  rise 
from  five  hundred  to  a  thousand  feet  higher.  Those  moun- 
tains are  some  of  the  high  ridges  whose  elevations  are  given 
in  table  No.  1,  and  which  here  retain  about  the  same  eleva- 
tion. 


No.  III. — Tabu  of  Aac^nts  atul  Descents  from  the  valley  of  the  Mohawk^ 
throutjh  Otsego  LakCy  ami  down  the  valley  of  tfie  Susquehanna  to  the 
Pennsylvania  lin^:. 


Route. 


Fort  Plain,  on  Eric  canal 

Lake  Summit,  in  Sprinf^tield 

Head  of  Otsotfo  lake . 

Aloni?  ()t>5ego  lake  to  its  outlet 

Mouth  of  Oats  creek-- 

Crippen's  Ville,  at  the  dam 

Opposite  the  mouth  of  Charlotte  river.. 
Penn.sylvania  line 


Miles. 


0 

V2' 

7 
60 


HI.', 

4i 

51 
110 


Feet. 


rises 

falls 

level 

falls 

falls 

falls 

falls 


1048 
150 

12 
23 

80 
178 


304 
1352 
1103 
1103 
1181 
lir>8 
1078 

000 


No.  IV. — Table  of  Ascents  and  Descents  on  nearly  a  direct  line  fntm  O7- 
denshuryh,  on  the  St.  Lawrence,  to  Jiinyhamton,  o/i  the  Sns(/nehannUj 
by  the  way  of  the  llfttck  river ,  anil  across  the  ralh'y  of  the  Mohawk ; 
thence  to  the  head  ttf  the  Chenanyo  rirer;  and  down  the  stime  to  its  nmuth. 


lioute. 

Miles. 

Feet. 

Oj^denshuri^h,  on  the  St.  Lawrence 

220 

Indian  river,  near  the  villai^e  of  Antwerp 

««<»«- 

34 

rist\s 

450 

Black  river,  ahove  the  falls  at  the  vilhii^e  of 

Carthaije - -- 

14 

48 

rises 

234 

003 

Alonj;  the  vallev  of  JJlack  river  t<»  fool  of  Ilij^h 

falls,  near  m<)uth  of  Moosic  river  .., 

27 

75 

rises 

10 

703 

Summit  hetween  Black  river  and  the  Mohawk, 

near  Hoonville 

0 

84 

rises 

432 

1135 

Eri(!  canal  at  K<»me,  and  hii^hest  j)art  of  the 

Mohawk  and  Oneida  lake  vallev   

18 

102 

falls 

710 

425 

Head  of  Chcnani^.)  valley,  at  Ilamilton  vilhi'^e 

2(J 

128 

ri  s<'s 

730 

1155 

Aloni^  the  Chenantro  river  to  the  forks 

42 

170 

falls 

208 

047 

llin<*'hamton.  on  thi;  Susouehanna 

10 

180 

lull.; 

111 

83(i 

2 


18 


WRITINGS  OF   JOSEPH   HENRY. 


[1824- 


No.  V. — Table  of  Ascents  and  Descents  from  Lake  Ontario  along  the  Oswego 
River ^  through  the  Tally  LakeSj  and  down  the  Tioughnioga  River  to  the 
Susquehanna. 


Route. 


Lake  Ontario,  at  mouth  of  Oswego  river 

Outlet  of  Onondaga  Like 

Erie  canal  at  Syracuse 

Tully  lakes,  town  of  Tully 

Forks  of  the  streams  near  Homer  village 

Chenango  forks 

Junction  of  Chenango  and  Susquehanna,  at 
Binghamton 


Miles. 


7 
18 
12 
29 

10 


28 
36 


65 
94 

104 


Feet. 


rises  130 

rises  38 

rises  795 

falls  98 

falls  149 

falls  111 


231 
361 
399 
1194 
1096 
947 

836 


No.  VI. — Table  of  Ascents  and  Descents  from  Little  Sodus  Bny^  on  Ijake 
Ontario^  to  Owe.gOj  on  the  Susquehanim^  along  Cayuga  Lake  and  t/ie 
valley  of  Owe'go  Creek. 


Route. 


Little  Sodus  bay,  on  Lake  Ontario 

Montezuma,  on  the  Erie  canal 

Outlet  of  Cayuga  lake 

Along  the  lake  to  its  head 

Sum m it   between   Cayuga   lake   and   Owego 

creek 

Susquehanna,  at  Owogo 


Miles. 


6 
30 

6 
20 


31 
37 
73 

70 
99 


Feet. 


rises 
rises 
level 


49 

7 


rises    594 
falls    185 


231 
380 
387 
387 

981 
796 


The  elevation  of  Owego,  according  to  table  No.  2,  is  804 
feet,  which  differs  eight  feet  from  that  given  in  the  above 
table.  This  small  discrepancy  is  owing  to  the  circnmstance 
of  the  elevations  in  these  two  tables  being  the  results  of  sur- 
veys entirely  independent  of  each  other,  and  which  intersect 
at  Owego,  after  a  circuit  from  the  Hudson,  of  more  than  300 
miles.  Table  No.  2,  also  intersects  with  No.  4,  at  Bingham- 
ton, and  with  No.  7,  at  Newtowui.  At  the  former  place  the 
difference  was  onlv  the  fraction  of  a  foot,  and  at  the  latter 
less  than  two  feet.  These  facts  show  with  what  precision 
measurements  of  this  kind  can  be  made,  and  what  reliance 
may  be  placed  on  the  correctness  of  the  elevations  of  the 
several  points  given  in  these  tables. 
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No.  VII. — 7\ible  of  Ascriits  ami  Descents  from  Great  Sodus  Bay,  on  Ijnke 
Ontario^  along  Seneca  Lake  ami  the  route  of  tfic  Chemung  Canal  to  Ncio^ 
iown^  on  the  Chemung  or  west  branch  of  the  Susquehanna  River. 


Route. 

Miles. 

Feet. 

Lake  Ontario,  at  Great  Sodus  bay 

231 

Livons.  on  the  Erie  canal • 

15 
27 
01 
00 
79 

rises    170 
rises      40 
level 

rises    443 
falls      5^) 

401 

Outlet  of  Seneca  lake,  near  Geneva ..-.— 

12 

34 

8 

10 

447 

Aloncr  the  lake  to  its  bend  .  

447 

Summit  between  the  lake  and  Chemung  river. 
The  Chemunir  at  Newtown 

890 
837 

No.  VIII. — Table  of  Ascents  and  Descents  from  Lake  Ontario  along  the  vailey 
of  the  Genessce  Rirer,  to  the  mouth  of  Bfack  Creek  in  Allegany  County ^ 
and  thence  to  Olean,  nn  the  Allegany  Hirer,  along  Oil  and  Black  Creeks. 


Route. 


3Iouth  (if  Genessee  river 

Erie  canal,  at  Rochester 

Squaque  hill 

Gardow  flats ._ 

Head  of  the  Great  Falls  in  the  town  of  Nunda. 

Mouth  of  Black  creek 

Summit  level  ]>etween  Black  and  Oil  creeks*. 
Olean  on  the  Allepiny 


Miles. 

8 

29 

37 

0 

43 

8 

51 

10 

10 

13 

90 

Feet. 


.,- 

231 
50<> 

rises 

08 

574 

rises 

70 

050 

rises 

453 

1103 

rises 

102 

1205 

rises 

221 

1480 

falls 

78 

1408 

N<».  1^.— Table  of  Ascents  and  Descents  from  the  mouth  of  Oak  Orchard 
Creek,  on  Lake  Onfarin^  in  nearly  a  direct  line  to  Olean j  on  the  Allegany, 
by  the  route  of  Btitnria,  the  Tonnewanta  Creek,  Lime  Lake]  and  the 
valley  of  Ischua  Creek. 


• 

Route, 

Miles. 

Feet. 

Lake  Ontario,  at  the  mouth  of  Oak  Oi 
creek ^ 

rchard 

231 

Albion,  on  the  Erie  canal- . 

11 

18 
14 

27 

8 
25 
SO 

54 
08 

95 

rises 
ri.ses 
rises 

rises 
rises 

falls 

275 

377 

71 

520 
143 

214 

500 

Tcmnewanta  creek,  at  Butavia. 

883 

Attica.  alonjT  Tonnewanta  creek 

954 

Dividing  ridge  between  Ttinnewanta  and  Cat- 
tara"'us  creeks    w - .-- 

1480 

Lime  lakef 

Olean  Point,  on  the  Allegany,  along  the 
of  Ischua  and  Oil  creek 

vallev 

1023 
1409 

♦This  summit  is  a  mai*sh — the  discharged  waters  of  which  find  the  level 
of  the  ocean  in  the  Gulf  of  St.  Lawrence  and  the  Gulf  of  Mexico. 

f  This  lake,  according  to  Mr.  Roberts'  report,  is  1042  feet  above  tide.    Ac- 
cording to  the  same  report,  Beaver  lake,  in  the  town  of  China,  is  1704  feet. 
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It  is  evident  from  these  tables,  that  the  mountain  system 
occupies  the  entire  width  of  the  soutliern  part  of  the  state, 
between  the  Hudson  and  Lake  Erie.  The  section  given  in 
Table  No.  1,  exhibits  a  mean  elevation,  after  the  first  13 
miles  from  the  Hudson,  of  1400  feet,  and  presents  no  height 
less  than  935  feet,  except  at  its  extremities,  and  in  the  two 
places  where  the  survey  descends  into  the  deep  ravines  in 
which  are  situated  Cayuga  and  Seneca  lakes.  If  this  section 
had  passed  a  few  miles  to  the  south  of  the  head  of  Seneca 
lake,  the  lowest  point  would  have  been  890  feet,  whicli  is 
the  highest  part  of  the  bottom  of  a  valley  extending  from 
this  lake  to  the  Chemung  river.  The  mean  elevation  of  the 
several  ridges,  crossed  by  the  same  section,  is  1700  feet.  And 
as  tlieso  elevations  are  the  lowest  notches  near  the  line  of 
the  survey,  they  may  be  considered  as  being  but  little  higher 
tlian  the  general  elevation  of  the  surface  of  the  country. 

The  second  division  of  the  mountain  district  of  the  state, 
or  that  on  the  north  side  of  the  Mohawk  and  Oneida  valley, 
and  between  Lake  Ontario  and  Champlain,  has  not  been  as 
minutely  explored  l)y  topographical  surveys  for  roads  and 
canals,  as  the  division  we  have  already  described;  but  the 
surface  is  known  to  be  traversed,  in  a  northeast  direction, 
by  at  least  live  or  six  parallel  ridges.  The  position  of  the 
principal  one  of  these,  beginning  in  Oneida  county,  may  be 
traced  on  the  map,  between  tlie  heads  of  streams  flowing  to 
the  right  and  left  of  its  course  tlirough  the  middle  of  Herk- 
imer and  Hamilton  counties,  and  tlie  northern  part  of  Essex, 
near  the  sources  of  tlie  Hudson.  The  lowest  pass  across  this 
ridge,  between  the  valley  of  the  Black  river  and  the  head 
waters  of  the  Mohawk,  is  shown  in  table  No.  4,  and  is  ele- 
vated 1135  feet  above  the  level  of  tide  water.  The  lowest 
notch  between  West  Canada  creek  and  the  Black  river,  is 
elevated  1220  feet,  and  betwo^^n  Fish  creek  and  Salmon  river, 
near  where  the  ridge  commences,  the  pass  is  059*  feet  high. 
One  of  tlie  peiiLs  of  this  ridge,  called  the  White  Face,  rises 
to  the  height  of  2()S0  feet;  and  the  general  elevation  of  the 
country  in  the  middle  part  of  Hamilton  county,  has  been 

*  Judge  Geddcs'  rcj)ort. 
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estimated  at  from  1800  to  2000  feet  above  the  level  of  the 
ocean. 

The  mountains  of  this  section  are  often  described  as  an 
isolated  group,  entirely  disconnected  from  the  Appalacliian 
system,  which  is  generally  considered  as  terminating  in  New- 
York,  at  the  valley  of  the  Mohawk  river  and  Oneida  lake. 
But  when  we  view  their  relative  positions,  and  the  general 
direction  of  their  several  ridges,  we  must  at  once  be  con- 
vinced that  they  are,  with  all  the  other  mountains  in  this 
state,  only  a  part  of  the  great  chain  which  traverses  the 
United  States  from  Alabama  to  Maine.  Indeed,  the  exist- 
ence of  a  separate  mountain  group  in  any  part  of  our  na- 
tional territory,  has  been  reasonably  doubted ;  and,  strictly 
speaking,  such  a  phenomenon  is  perhaps  not  to  be  found  on 
the  surface  of  the  globe. 

The  third  division,  or  that  portion  of  the  state  on  the  east 
side  of  the  Hudson,  is  situated  principally  on  the  western 
acclivity  of  the  ridge  which  has  been  described  as  continu- 
ing distinct  from  the  other  subordinate  ridges  of  the  moun- 
tain system,  and  crossing  the  Hudson  In  the  vicinity  of 
West-Point,  forming  the  Highlands  of  the  river,  and  after- 
wards the  dividing  ridge  between  the  Hudson  and  the  Con- 
necticut. The  crest  of  this  ridge  passes  to  the  north,  on  the 
east  side  of  the  boundary  of  New- York,  in  New-England, 
and  has  a  mean  elevation  of  more  than  2000  feet.  One  of 
the  lowest  notches  yet  explored,  is  at  Washington  summit, 
in  Massachusetts,  on  the  route  of  the  contemplated  rail-way 
from  Boston  to  Albany,  and  is  elevated  1480  feet  above  the 
level  of  tide  water  in  Boston  harbor.  This  mountain  ranjrc 
is  known  by  various  names  in  different  parts  of  its  course: 
before  it  crosses  the  Hudson,  it  is  called  the  Blue  Ridge;  in 
Massachusetts  and  Connecticut,  the  Taghonnuc  Rjxnge;  and 
in  Vermont,  the  Green  Mountains.  But  as  it  lies  princi- 
pally without  this  state,  a  more  particular  description  would 
be  foreign  to  our  purpose. 

From  the  foregoing  sketch,  the  truth  of  our  remark  must 
be  evident,  that  the  whole  surface  of  the  state  of  New- York 
is  a  mountain  tract  of  country,  indented  in  several  places 
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below  its  general  level,  by  the  great  depressions,  in  which 
are  situated  the  waters  of  its  principal  lakes  and  rivers. 
The  most  important  depressions,  as  we  have  already  ob- 
served, are  the  basins  of  Lake  Erie  and  Ontario,  the  valley 
in  which  is  situated  the  Oneida  lake  and  the  Mohawk  river, 
and  that  which  contains  the  Hudson  river  and  Lake  Cham- 
plain.  The  basins  of  Lake  Erie  and  Ontario  are  only  parts 
of  the  immense  St.  Lawrence  basin,  which  contains  the  five 
great  western  lakes,  and  bounds  a  principal  part  of  the 
northern  frontier  of  the  Union.  As  this  interesting  depres- 
sion of  country  is  intimately  connected  with  the  topography 
of  this  state,  we  will  dwell  a  few  moments  on  some  of  its 
general  features.  Commencing  at  the  Gulf  of  St.  Lawrence 
it  extends  almost  to  the  head  waters  of  the  Mississippi,  a 
distance  of  nearly  1800  miles.  In  its  whole  depression  it  is 
comi)uted  to  contain  511,930  square  miles  of  surface,  72,930 
of  which  is  covered  with  water.  It  may  be  described  as  con- 
sisting of  three  great  but  unequal  divisions;  the  upper,  the 
middle,  and  the  lower  sub-basins.  The  first  of  these  is  in 
the  form  of  a  rhomb,  and  has  an  area  of  about  90,000  square 
miles,  more  than  one-fourth  of  which  is  occupied  by  the 
waters  of  Lake  Superior.  The  next,  or  middle  «ub-basin, 
occupies  a  quadrangular  area  of  at  least  100,000  square  miles, 
and  contains  the  three  central  lake.s,  viz:  Huron,  Michigan 
and  Erie,  in  its  lowest  depressions.  The  surface  of  the  lower 
sub-basin  has  an  area  of  about  200,000  square  miles,  and  is 
covered  in  part  by  the  waters  of  Lake  Ontario  and  St.  Law- 
rence river. 

Lakes  Michigan  and  Huron  are  immense  chasms,  the 
bottoms  of  which,  in  some  places,  sink  to  the  almost  incredi- 
ble depth  of  1000  feet  below  their  surface,  and  more  than 
300  feet  below  the  level  of  the  ocean.  This  is  an  interesting 
fact  in  the  physical  geogra[)hy  of  the  country;  as  these 
lakes  are  probably  the  lowest  depressions  on  the  continental 
surface  of  the  earth.  The  surface  of  Lake  Erie  is  elevated 
oG5  feet  above  the  level  of  the  Atlantic  ocean,  70  below  Lake 
Superior,  and  35  lower  than  the  general  level  of  Michigan 
and  Huron.     Its  bottom,  which  is  seldom  depressed  more 
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than  200  feet  below  its  surface,  is  composed  of  alluvial  de- 
posit, probably  washed  down  from  the  upper  lakes  by  the 
continued  action  of  a  rapid  current.  Lake  Ontario  is  ele- 
vated 231  feet  above  the  level  of  the  ocean :  its  mean  depth 
has  been  estimated  at  492  feet,  although,  in  the  middle, 
attempts  have  been  made  with  300  fathoms  without  strik- 
ing soundings.*  The  St.  Lawrence  river,  which  connects 
this  system  of  lakes  with  the  Atlantic  ocean,  is  the  second 
river  in  magnitude  in  America,  being  no  less  than  ninety 
miles  wide  at  its  mouth,  and  navigable  for  ships  of  the 
largest  size,  400  miles  from  the  ocean:  Its  whole  length, 
from  Lake  Ontario  to  its  mouth,  is  G92  miles.f 

The  following  table,  compiled  from  Darby's  Geographical 
View  of  the  United  States,  gives  in  a  connected  form,  the 
elevation  and  extent  of  the  several  waters  of  the  St.  Law- 
rence basin. 

No.  X. — Table  of  Elevation^  mean  Depths  Lengthy  Breadth  and  Area^  of  the 
several  collections  of  Water  in  the  great  St.  Lawrence  basin. 


Lake  Superior 

Lake  Huron . 

Lake  Michigan 

Lake  Erie 

Lake  Ontario .^ 

River  St.  Lawrence  and  smaller  lakes. 


Total  water  surface. 


o 

> 

• 

• 
rC3 

ion  ab< 
level. 

• 

to 

a 

.^    V 

os'd 

a 

a 

c 

08 

S 

1^ 

s 

P{ 

Feet. 

Feet 

Miles. 

Miles. 

C41 

900 

300 

80 

GOG 

900 

200 

95 

GOO 

900 

300 

60 

565 

120 

230 

85 

281 

492 
20 

180 

30 



Area. 


SVy.  utiles, 

.24,000 

19,000 

15,000 

8,080 

6,400 

1,600 


72,930 


The  several  slopes  of  the  St.  Lawrence  basin,  not  covered 
by  water,  have  been  estimated  to  be  sufficient  to  sustain  a 
population  of  thirty  millions  of  inhabitants.  But  the  most 
interesting  fact  connected  with  this  great  depression  is  the 
vast  quantity  of  fresh  water  contained  in  its  several  rescr- 


*  Dr.  Bigsby's  sketch  of  the  topography  of  Lake  Ontario. 
Mag.  and  Annals,  vol.  5,  page  4. 

t  Darby. 


Philosoph. 
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voirs.  From  the  data  furnished  by  the  above  table,  which 
may  be  considered  as  an  approximation  to  truth,  we  find 
that  the  whole  amount  of  water  is  10,500  cubic  miles ;  more 
than  one  half  of  the  fresh  water  on  the  surface  of  the  globe.* 

The  discharged  waters  of  the  upper  lakes,  in  passing  from 
the  middle  to  the  lower  sub-basin  of  the  St.  Lawrence,  are 
precipitated  over  the  great  falls  of  Niagara.  This  celebrated 
cataract  has  been  rendered  so  familiar  to  almost  every  person, 
by  the  pen  and  pencil  of  the  many  travellers  who  have 
visited  it,  that  a  formal  description,  in  this  sketch,  would  be 
entirely  unnecessary.  About  20*  miles  below  Lake  Erie  the 
Niagara  river  narrows,  and  the  rapids  commence :  these  are 
of  such  force  and  velocity,  that  their  noise,  agitation  and 
fury  constitute  an  object  of  as  much  curiosity  as  the  falls 
themselves.  On  the  very  brink  of  the  precipice,  is  situated 
Goat  island,  which  contains  about  eighty  acre<^,  and  extend- 
ing up  the  stream,  divides  the  watei's.  At  this  place  the 
Niagara  river,  nearly  half  a  mile  wide,  and  flowing  with  im- 
mense velocity,  is  precipitated  headlong  over  a  perpendicu- 
lar ledge  of  rocks,  into  an  almost  unfathomable  abyss  below. 
The  height  of  the  falls,  from  the  surface  of  the  water  above 
to  that  of  the  water  below,  is  151  feet  on  the  Canada  side, 
and  1G4  feet  on  the  American.  The  descent  of  the  country 
from  Lake  Erie  to  Ontario,  is  principally  by  a  step,  not  at 
the  falls,  but  at  Lewiston,  several  miles  below.  The  surface 
on  each  side  is  a  level  plain,  through  which  the  Niagara 
river  passes  below  the  falls,  in  a  deep  chasm,  nearly  a  mile 
wide,  with  almost  perfect  mural  sides.  In  viewing  the  posi- 
tion of  the  falls,  and  the  features  of  the  country  around,  it 
is  impossil)lc  not  to  be  impressed  with  the  idea,  that  this 
great  natural  race-way  has  been  formed  by  the  continued 
action  of  the  irresistible  current  of  the  Niagara,  and  that  the 
falls,  beginning  at  Lewiston,  in  the  course  of  ages  have  worn 
back  the  rocky  strata  to  their  present  site. 

The  distances  and  descents  along  the  Niagara  river,  from 
Lake  Eric  to  Lake  Ontario,  from  actual  survey,  on  the  Amer- 
ican side,  are  as  follows : 


*Scc  Edinburgh  Encycloj)"xliji,  Arlido  "  Pliyp.  Godg.,"  page  GU5. 
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Prom  Lake  Erie  to  the  head  of  the  rapids distance  20  miles,  full  15  feet. 

Thence  to  the  fulls 1  51 

The  falls. __ ..  1G4 

Fn)m  the  fulls  to  Lewiston,  at  the  mouth  of 

the  chasm 7  104 

Thence  to  Lake  Ontario 7  2 

Total _ 35  miles,  full  830  feet. 

The  annexed  table  of  elevations  and  distances,  through 
the  whole  extent  of  the  St.  Lawrence  basin,  in  connexion 
with  the  tabl(;s  already  given,  will  show  its  depression  below 
the  mountain  Surface  of  the  country. 


No.  XI. — TMe  of  AscniU  and  Dtsfancrs  through  the  St.  Lawrence  basirij 
from  tfw  Gulf  of  St.  Lamrcnce  io  the  western  angle  of  Lake  Superior. 


Route. 

• 

Miles. 

Feet. 

Up  St.  Lawrence  river  to 
water 

the 

head 

of  tide 

450 

(550 

825 

1105 

1405 

1785 

rises 
ri-ees 
rises 
rises 

level 

334 
31 
45 

Lake  Ontario  level 

200 
175 
340 
240 

380 

231 

Luke  Erie  level .. 

5(»5 

Luke  Huron  level _         .    .     . 

500 

Luke  Suj)erior  level 

Mouth  of  St.  Louis  river 
anurle  of  Lake  Suix^rior  _. 

into 

the 

wostrrn 

041 
041 

M^^.^      w*       ^^..    «v/      .^.    ..|     «,.    .         »       _^                                             .                    . 

The  slopes  of  the  lower  subdivision  of  the  St.  Lawrence 
basin,  which  descend  to  the  sliores  of  Lake  Ontario,  occupy 
a  considerable  portion  of  tlie  state  of  New -York.  Begin- 
ning near  the  eastern  extremity  of  Lake  Erie,  the  boundary 
or  edge  of  this  sub-basin  may  be  traced  on  the  map  along 
the  heads  of  streams  falling  into  Lake  Ontario,  through  the 
southern  part  of  the  counties  of  Erie  and  Genessee,  to  the 
valley  of  the  Genessee  river,  which  is  an  arm  of  the  St.  Law- 
rence basin,  stretcliing  up  into  the  high  lands  of  Pennsyl- 
vania. From  the  Genessee  river,  the  edge  of  the  basin 
curves  to  the  southeast  around  the  southern  extremities  of 
Seneca  and  Cayuga  lakes,  including  the  four  smaller  lakes 
which  lie  a  little  to  the  west  of  these.  The  deep  ravines  in 
which  are  situated  Seneca  and  Cayuga  lakes  may  also  bo 
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considered  as  arms  or  branches  of  the  principal  basin,  sepa- 
rated from  each  other  by  a  high  ridge.  From  the  head  of 
Cayuga  lake,  the  edge  of  the  basin  turns  suddenly  to  the 
north  along  the  lake,  and  passes  in  a  northeasterly  direction 
through  the  northern  part  of  Cortland  county,  a  little  south 
of  Skaneatcles  lake,  in  nearly  a  straight  line  to  the  Little 
Falls  on  the  Mohawk  river.  Here  it  suffers,  for  the  first 
time  in  the  course  that  we  have  described,  an  interruption, 
and  an  outlet  appears  to  have  been  forcibly  broken  through 
into  the  lower  valley  of  the  Mohawk,  by  some  tremendous 
convulsion  of  nature.  From  the  Little  Falls,  the  edge  of  the 
basin  may  be  traced  along  the  sources  of  the  Mohawk  river, 
Fish  creek  and  the  Salmon  river,  to  the  valley  of  the  Black 
river,  which  may  be  considered  a  branch  of  the  St.  Lawrence 
basin,  extending  back  almost  to  the  valley  of  the  Mohawk. 
From  the  Black  river  to  St.  Regis  the  remaining  part  of  the 
basin  in  this  state  is  the  narrow  slope  of  land  along  the  St. 
Lawrence  river,  and  the  several  valleys  through  which  de- 
scend the  Grass,  the  Racket,  and  the  St.  Regis  rivers. 

From  the  foregoing  description  of  the  southern  boundary 
of  the  lower  subdivision  of  the  St.  Lawrence  basin,  it  evi- 
dently comprises  the  richest  and  most  fertile  part  of  the 
state,  and  includes  the  minor  basins  of  the  Genessee  country, 
of  the  Oneida  lake,  and  the  valley  of  the  Mohawk  river  as 
far  east  as  the  Little  Falls.  It  is  also  evident  from  the  data 
before  given,  that  the  mean  elevation  of  the  high  land,  form- 
ing the  boundary  just  described,  must  be  at  least  1600  feet 
above  the  level  of  the  ocean.  On  the  north  side  of  the  lake 
in  Canada,*  the  edge  of  the  basin  probably  rises  to  nearly 
the  same  height,  and  as  the  bottom  of  Lake  Ontario,  in  the 
deepest  places,  sinks  900  feet  below  its  surfiice,  or  more  than 
600  feet  below  the  level  of  the  ocean,  it  follows  that  this  col- 
lection of  water  occupies  the  lower  part  of  an  immense  hol- 
low, the  deepest  depressions  of  which  are  more  than  two 
thousand  feet  below  the  general  level  of  the  surrounding 
mountain  surface.  As  this  hollow  is  situated  with  its  longer 
diameter  directly  across  the  mountain  system,  it  lays  bare  to 

*Sco  Bigsby's  Sketch. 
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the  view  on  its  southern  side  the  diCFerent  strata  of  rocks 
which  deeply  interlay  the  surface  of  the  country  to  the 
south,  and  presents  a  geological  section  in  this  state,  perhaps 
not  less  interesting  than  that  at  Paris,  London,  or  Rome. 

The  lowest  pass  from  the  ocean  into  the  St.  Lawrence 
basin  throughout  its  whole  extent,  except  the  bed  of  the  St. 
Lawrence  river,  is  through  the  valleys  of  the  Hudson  and 
Mohawk  rivers.  The  highest  part  of  this  pass  is  near  the 
Little  Falls,  and  is  elevated  only  425  feet  above  the  level  of 
tide  water. 

The  elevations  of  the  lowest  passes  to  the  south,  between 
the  waters  of  Lake  Ontario  and  those  of  the  Susquehanna 
and  the  Allegany  rivers,  are  given  in  tables  Nos.  5,  G,  7,  8 
and  9.  The  lowest  of  these  is  shown  in  table  No.  7,  where 
the  Seneca  lake  approaches  to  within  18  miles  of  the  Che- 
mung river,  and  is  separated  from  it  by  an  intervening  ele- 
vation of  443  feet  above  the  lake,  or  890  feet  above  the  ocean. 
The  pass  through  which  the  Ohio  caual  is  being  directed  is 
395  feet  above  the  level  of  the  lake.  But  the  lowest  pass  to 
the  south  from  any  of  the  western  lakes  is  that  between  the 
Chicago,  a  small  stream  emptying  into  the  southern  end  of 
Lake  Michigan,  and  the  river  Des  Plaines,  a  branch  of  the 
Illinois.  The  summit  is  here  only  17  feet  above  Lake 
Michigan,  or  about  017  feet  above  the  ocean.*  This  is  the 
most  surprising  and  important  hydrographical  feature  of 
our  country;  as,  comparatively  speaking,  it  here  requires 
but  a  slight  effort  of  art  to  give  a  new  outlet  to  the  upper 
lakes,  and  to  divert  a  portion  of  the  waters  of  Superior  and 
Michigan  from  their  present  channel  of  the  St.  Lawrence  to 
that  of  the  Mississippi.  Indeed,  two  of  the  plans  reported 
l^y  the  canal  commissioners  of  the  State  of  Illinois,  are  to 
cut  entirely  through  the  barrier,  and  to  supply  the  summit 
of  a  canal  through  this  pass  with  water  directly  from  Lake 
Michigan. 

From  the  elevations  of  the  several  notches  in  the  height  of 
land  that  surround  Lake  Ontario,  we  may  infer  the  curious 
fact,  that  if  a  narrow  barrier  of  sufficient  height  were  to  exist 

*  Report  of  the  Cunal  Commissioners  of  the  state  of  lUiuois,  1825. 
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across  the  St.  Lawrence  river  above  Quebec,  and  another  at 
the  Little  Falls  on  the  Mohawk,  Lake  Ontario  would  be 
on  the  level  of  Lake  Superior;  the  falls  of  Niagara  would 
disappear,  and  these  two  lakes  would  be  merged  in  one  im- 
mense inland  sea.  That  this  has  actually  been  the  state  of 
things  at  some  remote  period  in  the  history  of  our  globe,  is 
a  favorite  opinion  of  many;  and  indeed  the  appearance  of 
the  two  outlets,  particularly  that  at  the  Little  Falls,  and  tlie 
nature  of  the  surface  of  the  diflFerent  slopes  of  the  lower 
basin,  are  not  unfavorable  to  this  hypothesis.* 

No.  XII. — Table  of  Ascents  and  Distances  on  the  line  of  tfie  Erie  Canals 
through  the  Mohawk  valley^  from  the  mouth  of  the  river  to  Little  Falls, 
and  thence  along  t/ie  St.  Lawrence  basin  to  Lake  Erie. 


'Route. 

Miles. 

Feet. 

Mouth  of  the  Mohawk  to  Schenectady 

21 
79 
91 

160.J 
197 
261 

324 
364 

rises    226 
rises    142 
rises      67 
level 

falls      46 
rises    126 

rises      69 
level 

226 

Head  of  Little  Falls 

68 

12 

69] 

36j 

64 

63 
30 

368 

Beginning  of  the  long  level  of  Utica 

Along  that  level  to  its  end,  near  S3'racuse  

Montezuma,  at  the  Seneca  river 

426 
426 
380 

Beginning  of  Rochester  level 

Along  that  level  to  Lockport  and  Lake  Erie 

level 

Along  that  level  to  Lake  Erie 

606 

666 
666 

The  whole  length  of  the  canal,  from  Alhany 
to  Lake  Erie,  is  863  miles.     The  junction  of 
the  Hudson  and  Mohawk  is  nine  miles  above 
Albany. 

That  part  of  the  above  section  between  Utica  and  Lake 
Erie,  presents  a  remarkable  uniformity  of  elevation,  with 
only  one  intervening  depression  of  45  feet  at  the  Seneca 
river.  The  great  length  of  its  levels  is  also  a  striking  feature 
of  the  Erie  canal:  the  Utica  level  is  G9J  miles  long,  and  the 
Rochester  level  extends  a  distance  of  G3  miles.  These  facts, 
however,  are  both  readily  explained  from  a  consideration  of 
the  circumstance  that  the  canal  passes  from  the  Little  Falls 
to  Lake  Erie  along  the  slope  of  the  St.  Lawrence  basin,  the 
gradual  descent  of  which  to  the  north  is  highly  favorable  to 
the  graduation  of  a  line  to  the  most  uniform  elevation. 


*Appendix  to  Cuvicr's  Theory  of  the  Earth,  American  edit.,  page  332. 


-1830]  WRITINGS  OF  JOSEril   HENRY.  29 

Tho  following  are  the  elevations  of  the  principal  lakes  in 
this  state,  included  within  the  boundaries  of  the  lower  sub- 
basin  of  the  St.  Lawrence: 

Abovo  Lako  Ontario.    Above  tido  water. 

Crooked  lake  in  Yates  and  Steuben  counties--  487  718 

Canandaigua  lake 437  668 

Seneca  lake  at  Geneva 216  447 

Cayuga  lake 156  887 

Oneida  lako 144  '  875 

Cross  lake 139  870 

Onondaga  or  Salt  lake 130  861 

The  discharge  waters  of  all  these  reservoirs  pass  into  Lake  Ontario, 
through  the  Oswego  river.* 

After  the  lower  sub-basin  of  the  St.  Lawrence,  the  princi- 
pal depression  of  surface  connected  with  the  topography  of 
this  state,  is  that  containing  the  Hudson  river  and  Lake 
Champlain.  This  depression  is  a  long,  deep  and  narrow 
vale,  extending  through  the  country,  in  a  direct  line  from 
the  ocean  near  New- York,  to  the  valley  of  the  St.  Lawrence 
river,  a  distance  of  380  miles.  That  part  north  of  the  High- 
lands at  West-Point,  is  formed  by  an  opening  between  two 
of  the  Allegany  ranges;  and  is  bounded  on  the  one  side  by 
the  Catskill  ridges  and  the  mountains  on  the  north  side  of 
the  Mohawk,  and  on  the  other  by  the  range  which  we  have 
described  as  forming  the  separating  ridge  between  the  Hud- 
son and  the  Connecticut.  There  are  only  three  lateral  passes 
from  this  valley.  The  most  important  of  these  is  the  lower 
valley  of  the  Mohawk,  which  may  be  considered  as  an  arm 
of  th«  Hudson  and  Champlain  valley,  extending  back  as  far 
as  the  Little  Falls;  and  thus  forming  a  pass  from  the  Hud- 
son, through  the  Appalachian  mountains,  into  the  great  St- 
Lawrence  basin.  The  highest  part  of  this  pass,  as  we  have 
before  observed,  is  only  425  feet  above  tide  water.  The  next 
pass  is  the  valley  through  which  the  Delaware  and  Hudson 
canal  has  been  constructed.  It  extends  from  tlie  Hudson, 
near  the  village  of  Kingston,  to  the  Delaware  river;  and  is 
elevated  in  the  highest  part,  500  feet  above  the  level  of  the 
Hudson.    The  other  pass  is  also  between  the  same  rivers, 

*  It  is  a  curious  fact,  that  this  river  is  the  common  drain  of  15  lakes. 
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and  is  through  a  spacious  valley  bounded  by  the  Catskill 
ridge  on  the  one  side  and  the  mountains  forming  the  High- 
lands on  the  other.  The  elevation  of  the  summit  is  430  feet 
above  tlie  Hudson  and  207  above  the  Delaware. 

The  most  remarkable  and  peculiar  featuro  of  the  Hudson 
and  Champlain  valley,  is  its  great  and  uniform  depth  below 
the  general  level  of  the  surface  of  the  adjoining  country. 
The  highest  part  of  the  bottom  of  this  valley,  throughout  its 
whole  extent,  is  on  the  intervening  space  between  the  Hud- 
son and  Lake  Champlain,  and  is  elevated  only  147  feet 
above  the  level  of  tide  in  the  river,  and  54  feet  above  the 
surface  of  the  lake.  From  this  surprising  fact,  we  learn  that 
an  obstruction  in  the  channel  of  the  Hudson  at  the  entrance 
of  the  Highlands,  near  Newburgh,  of  only  150  feet  in  height, 
would  turn  the  current  of  the  river  to  the  north,  and  cause 
its  waters  to  descend  to  the  gulf  of  St.  Lawrence,  through 
the  outlet  of  Lake  Champlain  and  the  St.  Lawrence  river. 
The  appearance  of  the  mountain  pass  at  the  Highlands,  is 
highly  favorable  to  the  supposition,  that  the  Hudson  has  in 
reality  forced  its  way  through  this  impeding  barrier,  and 
thus  gained  a  more  direct  passage  to  the  ocean. 

It  has  been  justly  remarked  by  an  able  geographer,  that 
there  is  but  one  pass  on  the  earth  having  a  specific  resem- 
blance to  this  valley.  Scotland  is  divided  into  two  unequal 
sections,  by  what  is  well  expressed  by  the  term  glen,  signify- 
ing a  deep  vale  between  high  and  steej)  hills.  This  glen 
extends  from  the  Atlantic  ocean  to  the  German  sea,  a  dis- 
tance of  120  miles,  and  has  no  summit  higher  than  70  feet, 
although  bounded  on  each  side  by  high  mountains.  Each 
of  these  passes  is  occupied  by  lakes  and  rivers  which  follow 
the  general  direction  of  the  glen,  and  both  have  been  ren- 
dered navigable  by  means  of  canals  and  other  artificial  im- 
provements. 

Viewed  as  a  whole,  the  Hudson  and  Champlain  valley 
may  be  more  minutely  described  as  consisting  of  two  un- 
equal sub-basins:  the  one  containing  Lake  George,  Lake 
Champlain,  and  the  Chambly  river;  the  other,  the  Hudson 
river  below  Glen's  falls.     Lake  George  is  a  narrow  sheet  of 
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water,  lying  in  an  apparent  rend  in  the  adjacent  moun- 
tains; is  thirty-four  miles  long,  and  from  one  to  three  mile^ 
wide.  It  discharges  its  waters  into  Lake  Champlain,  through 
a  descent  of  nearly  200  feet.  Lake  Champlain,  which  forms 
the  most  important  part  of  the  upper  sub-basin,  is  109  miles 
long,  and  from  one-half  mile  to  twelve  miles  wide ;  its  dej)th 
nearly  corresponds  to  that  of  Huron  and  Michigan;  while 
its  surface  is  elevated  only  93  feet  above  the  level  of  tide 
water.  Surrounded  by  imposing  mountain  scenery,  the 
traveller  on  this  lake  imagines  himself  raised  to  Alpine 
heights,  and  can  scarcely  be  convinced  that  a  descent  of  less 
than  one  hundred  feet  would  depress  him  to  the  level  of  the 
ocean.  Lake  Champlain  is  connected  with  the  river  St. 
Lawrence  by  the  Chambly  river  on  the  north,  and  witli  the 
Hudson  river  on  the  south,  by  the  artificial  communication 
of  the  Champlain  canal.  The  intervening  distance  between 
the  Hudson  river  and  the  lake  is  only  22  miles;  but  the 
whole  length  of  the  canal,  from  its  junction  with  the  Erie 
canal,  is  G4  miles,  39  of  which  is  along  the  side  of  tlie  river. 
The  other  division  of  the  Hudson  and  Champlain  valley, 
is  the  deep  basin  of  the  Hudson ;  and  this  may  agaui  be 
described  as  consisting  of  two  subdivisions.  The  lirst  of 
these  includes  the  lower  valley  of  the  Mohawk,  and  the 
slopes  of  land  on  each  side  of  the  Hudson,  from  Glen's  falls 
to  the  entrance  of  the  Highlands  near  Newburgh.  The 
sandy  plain  between  Albany  and  Schenectady,  is  an  upper 
shelf  of  .the  lower  valley  of  the  Mohawk,  the  southern  bound- 
ary of  which  is  a  continuation  of  the  Catskill  mountains, 
and  is  seen  in  travelling  between  these  cities,  stretching 
along  the  horizon  in  a  northwesterly  direction  tow^ards  the 
Mohawk  river.  This  plain  has  a  mean  elevation  of  320 
feet,  and  suddenly  declines  into  the  valley  of  the  Hudson  by 
a  precipitous  step  nearly  parallel  to  the  river.  The  capitol 
at  Albany  is  built  on  the  very  edge  of  this  step;  and  the 
Mohaw^k,  in  passing  over  the  same  depression,  forms  the 
Cohoes  or  great  fall  of  the  river.  A  similar  shelf  exists  on 
each  side  of  the  Hudson,  from  Albany  down  to  the  High- 
lands.   The  country  rises  abruptly  from  tlie  river  to  upwards 
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of  two  hundred  feet,  and  then  sweeps  backwards  with  a 
very  gentle  rise  to  the  mountain  chain.  On  this  shelf  are 
situated  all  the  cities  and  villages  along  the  river,  with  the 
exception  of  Troy,  which  is  the  only  place  on  the  Hudson 
erected  on  the  alluvial  flat. 

The  lower  or  southern  sub-basin  of  the  Hudson,  is  a  sec- 
tion of  country  highly  interesting  to  the  political  geographer. 
It  includes  all  that  part  of  the  state  south  of  the  Highlands, 
(except  Long-Island,)  as  well  as  a  part  of  New-Jersey.  Its 
greatest  width  is  from  the  southern  sources  of  the  Raritan 
river,  to  the  eastern  head  of  Croton  river,  in  Putnam  county, 
a  distance  of  about  100  miles. 


No.  XIII. — Table  of  Ascents  arul  Dlstatices  through  i/ie  Hudson  ami  Cham- 
])lain  valley/ J  from  the  Ocean^  at  New-Vork^  to  the  St.  Lawrence  River, 


Route. 

Miles. 

Feet. 

New -York  to  the  mouth  of  the  Mohuwk 

164 
1G8 
185 

103 
205 
217 

327 
397 

rises 
rises 

rises 
rises 
fulls 

fulh 
fulls 

99 
18 

30 

54 

33 

55 

Level  ut  Stillwuter 

Level  ut  Fort  Miller 

Betfi lining  of  sunnnit  level  at  Fort  Edward, 

nearly  opposite  to  Glen's  Falls 

Along  that  level  to  Fort  Ann 

Luke  Chumnluin,  at  Whitehall 

14 
17 

8 
12 
12 

110 
70 

99 
117 

147 

147 

93 

Along  the  lake  to  its  outlet,  near  the  45°  of 
north  hit 

90 

Down  the  Chunihly  or  Sorel  river  to  its  junc- 
tion with  the  St.  Lawrence,  40  miles  above 
the  head  of  tide  water 

35 

The  Hudson  river,  which  occupies  so  important  a  part  of 
the  Hudson  and  Champlain  valley,  is  in  itself  one  of  the 
most  interesting  water  courses  on  the  surface  of  the  globe; 
and  as  a  navigable  inlet  to  the  vast  and  fertile  regions  of  the 
west,  demands  a  more  particular  notice  than  the  limit  of 
this  article  can  afford  to  any  other  river  in  the  state.  It  is 
formed  of  two  principal  branches:  the  Hudson  proper,  and 
the  Mohawk.  Each  of  these  deserves  particular  attention, 
as  contributing  to  supply  the  waters  of  our  northern  and 
western  canals. 


-1830]  WRITINGS  OF   JOSEPH   HENRY.  33 

The  Mohawk  rises  west  of  Oneida  hike,  flows  south  about 
twenty  miles,  and  then  suddenly  turns  to  the  southeast  at 
Rome,  where  it  falls  on  the  bottom  of  what  has  been  called 
the  upper  valley  of  the  Mohawk.  At  this  place,  in  high 
floods,  the  waters  of  the  river  divide:  one  part  passing 
down  the  channel  to  the  Hudson,  and  the  other  through 
Wood  creek  into  Oneida  hike,  and  thence  to  Lake  Ontario. 
From  Rome  to  the  foot  of  Little  Falls,  a  distance  of  37  miles, 
the  river  descends  07  feet.  Here  the  river  descends  through 
a  narrow  pass  to  the  lower  valley  of  the  Mohawk,  and  offers 
incontestible  evidence  of  having  forcibly  broken  its  way 
through  the  primitive  rocks:  the  ledges  on  each  side  bear 
striking  marks  of  the  action  of  water  at  a  height  of  more 
than  40  feet  above  the  present  level  of  the  stream.  The 
whole  fall  of  the  river,  from  Rome  to  its  mouth,  as  may  be 
seen  by  table  No.  5,  is  425  feet,  in  a  distance  of  IIG  miles: 
78  feet  of  this  descent  is  passed  by  the  cataract  of  the  Co- 
hoes,  one  mile  above  its  junction  with  the  Hudson. 

The  two  most  remote  branches  of  the  Hudson  proper,  have 
their  sources  in  the  marshy  regions  of  Hamilton  and  Essex 
counties.  These  united  with  each  other,  and  the  Sacandaga 
river,  form  a  stream  of  considerable  magnitude,  which  is 
fii^st  precipitated  over  a  ledge  of  rocks  called  the  (Jreat  falls, 
and  afterwards  down  (Jlens  falls  into  the  deep  valley  of  the 
Hudson  and  Chami>lain  basin.  The  length  of  what  may  be 
calle<l  the  upfxT  Hudson,  from  its  extreme  source  to  this 
place,  is  about  120  miles;  and  from  here  to  its  junction  with 
the  Mohawk  is  40  miles,  with  a  fall  of  147  feet. 

The  Hudson,  after  its  reception  of  the  Mohawk,  from  its 
peculiar  character,  has  been  defined  by  some  geographers  a,s 
a  long  narrow  bay.  The  periodical  rising  of  the  tides  to  the 
height  of  two  feet  at  Albany — the  great  volume  of  water, 
and  the  gentleness  of  the  current,  which,  under  ordinary 
circumstances,  is  reversed  by  the  a.scending  tide,  are  indeed 
the  several  characters  of  a  bay;  but  it  nevertheless  possesses 
all  the  distinctive  properties  of  a  river,  and  when  swelled 
by  the  spring  floods,  pours  a  rapid  and  immense  torrent  to 
the  ocean.  The  oscillation  of  the  tide  in  this  river,  is  an 
3 
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interesting  phenomenon.  It  is  not  caused,  as  in  the  main 
ocean,  by  the  direct  action  of  the  sun  and  moon,  but  is  pro- 
duced by  a  vast  wave,  propelled  by  the  force  of  the  Atlantic 
tide,  along  the  slightly  inclined  plane  of  the  bed  of  the  river. 
The  crest  of  this  wave  passes  through  the  whole  distance  of 
151  miles,  between  New-York  and  Troy,  in  from  seven  to 
nine  hours. 

The  comparative  importance  of  the  Hudson,  as  a  great 
commercial  inlet  to  the  western  territory  of  the  union,  may 
be  inferred  from  the  fact,  that  it  is  the  only  Atlantic  river, 
with  the  exception  of  the  St.  Lawrence,  that  has  not  its  nav- 
igation soon  interrupted  by  a  precipitate  descent  from  the 
mountain  chain.  At  the  Highlands  the  Hudson  penetrates 
the  primitive  rock,  and  admits  the  ocean  tide  one  hundred 
miles  to  the  interior  of  the  ridge,  at  whose  foot,  in  every 
other  Atlantic  river,  it  is  stopped.*  Its  tributary,  the  Mo- 
hawk, as  we  have  seen,  occupies  the  bottom  of  a  depression 
which  deeply  indents  the  remaining  ridges  of  the  Appala- 
chian mountains,  and  thus  connects  by  an  easy  pass  the 
valley  of  the  Hudson  with  the  basin  of  the  St.  Lawrence. 
Nature  has  thus  done  more  by  the  valleys  of  the  Hudson 
and  the  Mohawk,  and  that  to  the  south  of  Lake  Michigan, 
towards  uniting  the  waters  of  the  Atlantic  with  those  of  the 
Mississippi,  tlian  the  utmost  efforts  of  art  can  ever  hope  to 
accomplish  in  any  other  part  of  the  country. 

The  importance  of  tlicsc  jieculiar  topographical  features 
was  duly  ai)prcciated  by  the  j)rojcctors  of  our  canal  policy, 
and  the  Erie  and  Ghamplain  canal,  with  those  in  contem- 
plation for  uniting  the  former  with  the  waters  of  the  Susque- 
hanna and  Lake  Ontario,  fully  develope  the  natural  facilities 
for  internal  navigation  possessed  by  this  state. 

In  a  physical  point  of  view,  these  works  produce  changes 
which  it  could  scarcely  have  been  believed  that  the  power 
of  man  could  have  accomplished.  The  waters  of  the  Tioga 
river,  which  now  entirely  contribute  to  swell  the  volume  of 
the  Susquehanna,  by  the  construction  of  the  artificial  chan- 
nel of  the  Chemung  canal,  will  in  part  be  conducted  to 

♦Gallatin's  Report. 
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Seneca  lake,  and  thence  with  the  discharged  waters  of  this 
reservoir,  to  the  gulf  of  St.  Lawrence.  On  the  summit  level 
of  the  Champlain  canal,  the  waters  of  the  upper  Hudson  are 
turned  back  to  the  north,  and  instead  of  mingling,  as  form- 
erly, with  the  Atlantic  ocean  in  the  bay  of  New- York,  now 
mix  with  the  sea  in  the  straits  of  Bellisle. 


Note. — For  the  accompanying  plate  of  the  comparative 
elevation  of  the  principal  mountain  ridges  and  peaks  in  this 
stiitc,  wo  arc  indebted  to  the  politeness  of  David  H.  Burr, 
Esq.  It  forms  a  part  of  a  general  map  of  the  state,  which 
together  with  an  atlas  containing  a  map  and  statistical 
table  of  each  county  in  the  state,  has  just  been  published  by 
the  above  named  gentleman. 

This  work  is  an  important  acquisition  to  the  topographi- 
cal knowledge  of  our  state;  and  as  it  is  intimately  connected 
with  the  subject  of  the  preceding  article,  the  following  ex- 
tracts from  the  author's  preface  may  not  be  improper  in  this 
place.  "The  legislature  of  New- York,  in  1827,  upon  the 
recommendation  of  Governor  Clinton,  passed  an  act  direct- 
ing that  whenever  a  set  of  maps  was  compiled  on  this  plan, 
and  delivered  to  the  surveyor-general  and  comptroller,  they 
sliould  revise  and  correct  the  same;  and  that  when  tliey 
were  satisfied  with  their  accuracy,  should  publish  them  at 
the  expense  of  the  state.  The  legislature  at  the  same  and 
subse([uent  sessions,  made  liberal  a[)propriations  to  defray 
the  expenses,  at  tlic  same  time  giving  the  author  permission 
to  make  use  of  all  documents  deposited  in  any  of  the  public 
offices  of  the  state,  or  of  the  several  towns  and  counties, 
which  he  should  deem  necessary  in  the  completion  of  the 
work." 

**  During  its  progress,  the  surveyor-general  addressed  cir- 
culars to  the  supervisors  of  the  several  towns,  requiring  thorn 
to  furnish  surveys  of  the  same,  that  tlieir  boundaries  might 
be  correctly  described  in  the  revised  statutes.  The  informa- 
tion so  obtained  was  furnished  by  the  surveyor-general  to 
the  author,  and  has  been  used  in  the  present  work.     When 
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the  author  had  rendered  the  work  as  perfect  as  these  au- 
thorities and  his  own  personal  observations  enabled  him  to 
do,  it  was  delivered  to  the  surveyor-general  and  comptroller, 
for  revision  and  correction,  pursuant  to  the  act  before  men- 
tioned." 

"  Circulars  were  again  addressed  by  the  surveyor-general 
to  the  several  supervisors,  enclosing  maps  of  their  respective 
towns,  and  requesting  them  to  point  out  the  errors,  if  any, 
and  also  to  suggest  such  additions  as  might  be  necessary  to 
render  the  work  more  full  and  perfect.  These  circulars 
were  in  most  instances  returned  with  much  useful  informa- 
tion, which  enabled  the  surveyor-general,  with  hie  previous 
knowledge,  to  correct  such  errors  as  had  escaped  the  obser- 
vation of  the  author.  This  work,  therefore,  comprises  not 
alone  the  geographical  knowledge  of  a  single  individual, 
but  that  of  many,  and  those  the  best  informed  by  their  voca- 
tions of  any  in  the  state."* 

*Thi8  article  wiw  prepared  as  an  introduction  to  the  atlas  of  the  state  of 
New- York  published  by  David  H.   Burr.      The  section  of  mountains  is 
principally  from  my  own  survey.     (MS.  note  by  J.  U.) 

[Tlio  plate  showing  the  sectional  elevations  of  the  principal  mountains  in 
New  York,  (referred  to  in  the  preceding  page,)  has  been  omitted  in  the 
present  re-print.] 
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ON  THE  APPLICATION  OP  THE  PRINCIPLE  OP  THE  GALVANIC 
MULTIPLIER  TO  ELECTRO-MAGNETIC  APPARATUS,  AND  ALSO 
TO  THE  DEVELOPMENT  OP  GREAT  MAGNETIC  POWER  IN  SOPT 
IRON,  WITH  A  SMALL  GALVANIC  ELEMENT.* 

(Silliman's  American  Jour,  of  Science,  January,  1831,  vol.  xix,  pp.  400-408.) 

For  a  long  time  after  the  discovery  of  the  principal  facts 
in  electro-magnetism,  the  experiments  in  this  interesting 
department  of  science  could  be  repeated  only  by  those  who 
were  so  fortunate  as  to  possess  a  large  and  expensive  gal- 
vanic apparatus.  Mr.  Sturgeon,  of  Woolwich,  did  much  to- 
wards making  the  subject  more  generally  known,  by  show- 
ing that  when  powerful  magnets  are  used,  many  of  the 
most  interesting  experiments  can  be  performed  with  a  very 
small  galvanic  combination.  His  articles  of  apparatus,  con- 
structed on  this  principle,  are  of  a  much  larger  size,  and 
more  convenient,  than  any  before  used.  They  do  not,  how- 
ever, form  a  complete  set,  as  it  is  evident  that  strong  mag- 
nets cannot  be  applied  to  every  article  required,  and  partic- 
ularly to  those  intended  to  exhibit  the  action  of  terrestrial 
magnetism  on  a  galvanic  wire,  or  the  operation  of  two  gal- 
vanic wires  on  each  other. 

In  a  paper,  published  in  the  Transactions  of  the  Albany 
Institute,  June,  1828,  I  described  some  modifications  of  ap- 
paratus, intended  to  supplj''  this  deficiency  of  Mr.  Sturgeon, 
by  introducing  the  spiral  coil  on  the  principle  of  the  gal- 
vanic multiplier  of  Prof.  Schweigger,  and  this  I  think  is 
applicable  in  every  case  where  strong  magnets  cannot  be 
used.  The  coil  is  formed  by  covering  copper  wire,  from  -^^ 
to  tjV  ^f  ^^  '\nc\v  in  diameter,  with  silk ;  and  in  every  case, 
which  will  permit,  instead  of  using  a  single  conducting 
wire,  the  effect  is  multiplied  by  introducing  a  coil  of  this 
wire,  closely  turned  upon  itself.  This  will  be  readily  un- 
derstood by  an  example:  thus,  in  the  experiment  of  Am- 

*  The  term  galvanic  clement  is  used  in  this  paper  to  denote  a  single  pair 
of  galvanic  plates. 
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pere,  to  shew  the  action  of  terrestrial  magnetism  on  a  gal- 
vanic current,  instead  of  using  a  short  single  wire  suspended 
on  steel  points ;  60  feet  of  wire,  covered  with  silk,  are  coiled 
so  as  to  form  a  ring  of  about  20  inches  in  diameter,  the  sev- 
eral strands  of  which  are  bound  together  by  wrapping  a 
narrow  silk  ribbon  around  them.  The  copper  and  zinc  of 
a  pair  of  small  galvanic  plates  are  attached  to  the  ends  of 
the  coil,  and  the  whole  suspended  by  a  silk  fibre,  with  the 
galvanic-element  hanging  in  a  tumbler  of  diluted  acid. 
After  a  few  oscillations,  the  apparatus  never  fails  to  place 
itself  at  right  angles  to  the  magnetic  meridian.  This  article 
is  nothing  more  than  a  modification  of  De  la  Rive*s  ring  on 
a  larger  scale. 

Shortly  after  the  publication  mentioned,  several  other  ap- 
plications of  the  coil,  besides  those  described  in  that  paper, 
were  made  in  order  to  increase  the  size  of  electro- magnetic 
apparatus,  and  to  diminish  the  necessaiy  galvanic  power. 
The  most  interesting  of  these,  was  its  application  to  a  devel- 
opemcnt  of  magnetism  in  soft  iron,  much  more  extensively, 
than  to  my  knowledge  had  been  previously  effected  by  a 
small  galvanic  clement. 

A  round  piece  of  iron,  about  J  of  an  inch  in  diameter, 
was  bent  into  the  usual  form  of  a  horse-shoo,  and  instead  of 
loosely  coiling  around  it  a  few  feet  of  wire,  as  is  usually 
described,  it  was  tightly  wound  with  35  feet  of  wire,  cov- 
ered with  silk,  so  as  to  form  about  400  turns;  a  pair  of 
small  galvanic  plates,  which  could  be  dipped  into  a  tumbler 
of  diluted  acid,  was  soldered  to  the  ends  of  the  wire,  and 
the  whole  mounted  on  a  stand.  With  these  small  plates, 
the  horse-shoe  became  much  more  powerfully  magnetic, 
than  another  of  the  same  size,  and  wound  in  the  usual 
manner,  by  the  application  of  a  battery  composed  of  28 
plates  of  copper  and  zinc,  each  8  inches  square.  Another 
convenient  form  of  this  apparatus  was  contrived,  by  wind- 
ing a  straight  bar  of  iron  9  inches  long  with  35  feet  of  wire, 
and  supporting  it  horizontally  on  a  small  cup  of  copper 
containing  a  cylinder  of  zinc, — when  this  cup,  which  served 
the  double  purpose  of  a  stand  and  the  galvanic  element, 
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was  filled  with  dilute  acid,  the  bar  became  a  portable  electro- 
magnet. These  articles  were  exhibited  to  the  Institute  in 
March,  1829. 

The  idea  afterwards  occurred  to  me,  that  a  suflQcient  quan- 
tity of  galvanism  was  furnished  by  the  two  small  plates,  to 
develope,  by  means  of  the  coil,  a  much  greater  magnetic 
power  in  a  larger  piece  of  iron.  To  test  this,  a  cylindrical 
bar  of  iron,  h  an  inch  in  diameter,  and  about  10  inches 
long,  was  bent  into  the  form  of  a  horse-shoe,  and  wound 
with  30  feet  of  wire;  with  a  pair  of  plates  containing  only 
2 J  square  inches  of  zinc,  it  lifted  14  lbs.  avoirdupois.  At 
the  same  time,  a  very  material  improvement  in  the  forma- 
tion of  the  coil  suggested  itself  to  me,  on  reading  a  more 
detailed  account  of  Prof.  Schweigger's  galvanometer,  and 
which  was  also  tested  with  complete  success  upon  the  same 
horse-shoe;  it  consisted  in  using  several  strands  of  wire, 
each  covered  with  silk,  instead  of  one : — agreeably  to  this 
construction,  a  second  wire,  of  the  same  length  as  the  first, 
was  wound  over  it,  and  the  ends  soldered  to  the  zinc  and 
copper  in  such  a  manner  that  the  galvanic  current  might 
circulate  in  the  sam'e  direction  in  both,  or  in  other  words, 
that  the  two  wires  might  act  as  one;  the  effect  by  this  addi- 
tion was  doubled,  as  the  horse-shoe,  with  the  same  plates 
before  used,  now  supported  28  lbs. 

With  a  pair  of  plates  4  inches  by  6  inches,  it  lifted  39  lbs., 
or  more  than  50  times  its  own  weight. 

These  experiments  conclusively  proved  that  a  great  de- 
velopement  of  magnetism  could  be  effected  by  a  very  small 
galvanic  element,  and  also  that  the  power  of  the  coil  was 
materially  increased  by  multiplying  the  number  of  wires, 
without  increasing  the  length  of  each. 

The  multiplication  of  the  wires,  increases  the  power  in 
two  ways;  first,  by  conducting  a  greater  quantity  of  gal- 
vanism, and  secondly,  by  giving  it  a  more  proper  direction, 
for  since  the  action  of  a  galvanic  current  is  directly  at  right 
angles  to  the  axis  of  a  magnetic  needle,  by  using  several 
shorter  wires,  we  can  wind  one  on  each  inch  of  the  length 
of  the  bar  to  be  magnetized,  so  that  the  magnetism  of  each 
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inch  will  bo  developed,  by  a  separate  wire;  in  this  way  the 
luition  of  each  particular  coil  becomes  very  nearly  at  right 
angloH  to  the  axis  of  the  bar,  and  consequently,  the  effect  is 
tlui  greatest  possible.  This  principle  is  of  much  greater  im- 
[xjrtunco  when  large  bars  are  used.  The  advantage  of  a 
griiator  conducting  power  from  using  several  wires  might  in 
a  lass  degree  be  obtained  by  substituting  for  them  one  large 
wire  of  equal  sectional  area,  but  in  this  case  the  obliquity  of 
the  spiral  would  be  much  greater  and  consequently  the 
nmgnetic  action  less ;  besides  this,  the  effect  appears  to  de- 
pend in  Home  degree  on  the  number  of  turns  which  is  much 
int^iv^uHed  by  using  a  number  of  small  wires.* 

In  onh^r  to  determine  to  what  extent  the  coil  could  be 
uppliod  in  developing  magnetism  in  soft  iron;  and  also  to 
titirr.viniUi  if  possible,  the  most  proper  length  of  the  wires  to 
l/M  umil — 

A  huriuH  of  experiments  was  instituted  joinly  by  Dr. 
I^liilip  Tiin  lOyck  and  myself.  For  this  purpose  lOGO  feet 
in  IIMIm  uioro  than  j^  of  a  mile)  of  copper  wire  of  the  kind 
m\\r4  hid  I -wire,  .045  (y^^^)  of  an  inch  in  diameter,  were 
todhlcliMd  HMVumI  times  across  the  large  room  of  the  Acad- 

li}4'iwri input  \>  A  galvanic  current  from  a  single  pair  of 
phlM'-^  "f  «Jopp«r  antl  zinc  two  inches  square,  was  pa3sed 
(hl'HIwh  U»M  wliolij  length  of  the  wire,  and  the  effect  on  a 
MillVMMMMH«h«r  noted; — From  the  mean  of  several  observa- 
lifMc«,  IhM  dMllnolion  of  the  needle  was  15°. 

fikji  U  \  ({iirrMht  from  the  same  plates  was  passed  through 
IimII  (III*  mIimVm  iMligUi  (or  530  feet)  of  wire,  the  deflection  in 
llllx  IiimIhiihh  wmm  'M". 

\\\  M  ihlMli'liiMi  In  a  'l^rigonometrical  table,  it  will  be  seen 
lllill  iliH  HiillirMi  hMigMiitH  of  15°  and  21°  are  very  nearly  in 
Ilin  imIIm  m1  IIm»  m|iiare  roots  of  1  and  2,  or  of  the  relative 
hlllilllM  hI  Him  wlrim  ill  llieMo  two  experiments. 


'  Mi<n<Mll  •*HHill  WhHi  MniMlunf.  JiiiM'd  roriuiion  electricity  from  the  machine 
lliuh  I'lih  ImmM'  whM  ••!'  MfiMul  Mu'lloiiul  uroii;  the  sumo  is  probably  the  case 
llliiiMili  IM  II  Imhh  .|M«mi,  hi  «iilviMiUin. 
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The  length  of  the  wire  forming  the  galvanometer  may  be 
neglected,  as  it  was  only  8  feet  long.  This  result  agrees  re- 
markably with  the  law  discovered  by  Mr.  Ritchie  and  pub- 
lished in  the  last  No.  of  the  Journal  of  the  Royal  TnsiiiiUion 
of  Great  Britain. 

Exp.  3.  The  galvanometer  was  now  removed,  and' the 
whole  length  of  the  wire  attached  to  the  ends  of  the  wire  of 
a  small  soft  iron  horse-shoe,  J  of  an  inch  in  diameter,  and 
wound  with  about  8  feet  of  copper  wire  with  a  galvanic  cur- 
rent from  the  plates  used  in  Experiments  1  and  2 ;  the  mag- 
netism was  scarcely  observable  in  the  horse-shoe. 

Exp.  4.  The  small  plates  were  removed  and  a  battery  com- 
posed of  a  piece  of  zinc  plate  4  inches  by  7  inches  surrounded 
with  copper,  was  substituted;  when  this  was  attached  imme- 
diately to  the  ends  of  the  8  feet  of  wire  wound  round  the 
hoi'se-shoe,  the  weight  lifted  was  4J  lbs.:  when  the  current 
was  passed  through  the  whole  length  of  wire  (1060  feet)  it 
lifted  about  half  an  ounce. 

Exp.  5.  The  current  was  passed  through  half  the  length 
of  wire  (550  feet)  with  the  same  battery,  it  then  lifted  2  oz. 

Exp.  G.  Two  wires  of  the  same  length  as  in  tlie  last  ex- 
periment were  used,  so  as  to  form  two  strands  from  the  zinc 
and  copper  of  the  battery:  in  this  case  the  weight  lifted  was 
4  oz. 

Exp.  7.  The  whole  length  of  the  wire  was  attached  to  a 
small  trough  on*  Mr.  Cruickshanks'  plan,  containing  25 
double  plates,  and  presenting  exactly  the  same  extent  of 
zinc  surface  to  the  action  of  the  acid  as  the  battery  used  in 
the  last  experiment.  The  weight  lifted  in  this  case  was  8 
oz. ;  when  the  intervening  WMre  was  removed  and  the  trough 
attached  directly  to  the  ends  of  the  wire  surrounding  the 
horse-shoe  it  lifted  only  7  oz.  From  this  experiment,  it  ap- 
pears that  the  current  from  the  galvanic  trough  is  capable 
of  producing  greater  magnetic  effect  on  soft  iron  after  trav- 
ersing more  than  ^  of  a  mile  of  intervening  wire,  than 
when  it  passes  only  through  the  wire  surrounding  the  mag- 
net. It  is  possible  that  the  different  states  of  the  trough, 
with  respect  to  dryness,  may  have  exerted  some  influence 
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on  this  remarkable  result ;  but  that  the  effect  of  a  current 
from  a  trough,  if  not  increased,  is  but  slightly  diminished 
in  passing  through  a  long  wire,  is  certain.  A  number  of 
other  experiments  would  have  been  made  to  verify  this  had 
not  our  use  of  the  room  been  limited,  by  its  being  required 
for  p\ibUc  exercises. 

On  a  little  consideration  however,  the  above  result  does 
not  appear  so  extraordinary  as  at  the  first  sight,  since  a  cur- 
rent from  a  trough  possesses  more  "  projectile  force,"  to  use 
Prof  Hare's  expression,  and  approximates  somewhat  in  in- 
tensity to  the  electricity  from  the  common  machine.  May 
it  not  also  be  a  fact  that  tlie  galvanic  fluid,  in  order  to  pro- 
duce the  greatest  magnetic  effect,  should  move  with  a  small 
velocity,  and  that  in  passing  through  one  fifth  of  a  mile,  its 
velocity  is  so  retarded  as  to  produce  a  greater  magnetic 
action?  But  be  this  as  it  may,  the  fact,  that  the  magnetic 
action  of  a  current  from  a  trough  is,  at  least,  not  sensibly 
diminished  by  passing  through  a  long  wire,  is  directly  ap- 
plicable to  Mr.  Barlow's  project  of.  forming  an  electro-mag- 
netic telegraph;*  and  it  is  also  of  material  consequence  in 
the  construction  of  the  galvanic  coil.  From  these  experi- 
ments, it  is  evident  that  in  forming  the  coil  we  may  either 
use  one  very  long  wire  or  several  shorter  ones  as  the  cir- 
cumstances may  require:  in  the  first  case,  our  galvanic  com- 
binations must  consist  of  a  number  of  plates  so  as  to  give 
"  projectile  force; "  in  the  second,  it  must  be  formed  of  a  single 
pair. 

In  order  to  test  on  a  large  scale,  the  truth  of  these  pre- 
liminary results,  a  bar  of  soft  iron,  2  inches  square  and  20 
inches  long,  was  bent  into  the  form  of  a  horse-shoe,  9J 
inches  high,  the  sharp  edges  of  the  bar  were  first  a  little 
rounded  by  the  hammer,  it  weighed  21  lbs.;  a  piece  of  iron 
from  the  same  bar  weighing  7  lbs.  was  filed  perfectly  flat  on 

*[In  a  statement  made  by  Prof.  Henry,  in  March,  1857,  he  says  :  "Not 
being  familiar  with  the  history  of  the  attempts  made  in  regard  to  this  inven 
tion,  I  called  it  'Barlow's  project,'  while  I  ought  to  have  stated  that  Mr. 
Barlow's  investigation  merely  tended  to  disprove  the  possibility  of  a  tele- 
graph."] 
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one  surface,  for  an  armnturo  or  lifter ;  tlio  extremities  of  the 
lega  of  the  liorso-shoe  wcrt  also  truly  ground  to  the  surface 
of  the  armature :  around  this  liorse-shoe  540  feet  of  copper 
hell  wire  were  wound  in  9  coils  of  00  feet  each  ;  these  coila 
were  not  continued  around  the  whole  length  of  the  bar,  but 
each  strand  of  wire,  according  to  the  principle  before  men- 
tioned, occupied  about  two  inches  and  was  coiled  several 
times  backward  and  forward  over  itself;  the  several  ends  of 
the  wires  were  left  projecting  and  all  numbered,  so  that  the 
first  and  the  lost  end  of  each  strand  might  be  readily  dis- 
tinguished. In  this  manner,  wo  formed  on  experimental 
magnet  on  a  large  scale,  with  which  several  combinations 
of  wire  could  be  made  by  merely  uniting  the  different  pro- 
jecting ends.  Thus,  if  the  second  end  of  the  first  wire  bo 
soldered  to  th^  £1*31  end  of  the  second  wire,  and  so  on 


[^Fr&me  for  testing  strength  of  electTO-mf^et] 
ti,  the  magnet  covered  wUb  linen,  the  end^  of  [he  wires  projecting  so  us 
to  bo  ioidorad  to  the  gnlvanic  eloment  b .  f ,  a  cup  with  dilutu  noid  on  % 
iQOvenlile  shelf,  if,  n  gradiiuted  lever.  ",  a  coiinterpoiso.  /,  n  scale  for 
supporting  weights ;  when  a  small  eliding' weight  on  thclever  la  not  UB«d,a 
aecond  galvanic  element  is  attached  to  the  apparatu;i  so  that  the  pules  of  the 
magnet  can  be  instantly  reveraed :  this  is  nmitted  in  the  figure. 

By  inverting  the  large  miigaet,  it  sala  in  motion  a  very  liirgo  revolving 
cylinder  of  Uarch  and  Ampdre. 
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Ihiviiyli  \\\\  tho  aoricHi,  the  whole  will  form  a  continued  coil 
^li'  {\iw  Uuig  wiri\  By  soldering  different  ends,  the  whole 
WHiy  ho  lormed  into  a  douhleooil  of  half  the  length,  or  into 
a  tri|»h»  iu»il  of  one  tliird  the  length,  &c.  The  horse-shoe 
WiiH  HiiH|uuuKul  in  a  strong  rooUingular  wooden  frame  3  feet 
U  iiu^hiud  high  and  20  inches  wide,  an  iron  har  was  fixed 
Imliiw  tho  nnignot  so  as  to  act  as  a  lever  of  the  second  order; 
Iho  dilloront  wt^iglits  siipportod,  wore  estimated  hy  a  sliding 
Wi«iglit  in  (ho  Hanu*  nnmnor  as  with  a  common  steelyard. 
(Hito  tho  skotoh  of  tho  magnot.) 

lu  lh(iiix|)orinit»ntrt  immodiatoly  following,*  a  small  single 
hulliny  WUH  iiHiul,  oiinniHting  of  two  ccmcentric  copper  cyl- 
iiidi«r^,  wilh  /ino  hutwiu^n  thtun;  the  whole  amount  of  zinc 
rtiU'luro  iup«»a.id  In  llio  aoiti  from  hoth  sides  of  the  zinc  was 
I  ut  M  Hi|uaro  font;  tlo^  huttory  roipiirod  only  half  a  pint  of 
dlliitii  noid  for  lU  MiihinorHJou. 

lOif  >\  |(!iMth  wh'o  of  tho  horse-shoe  was  soldered  to  the 
IuiIImiv  III  niiooori^ioii,  Olio  at  a  time;  the  magnetism  devel- 
imod  liy  (Mioh  wiih  Jiint  Hiidlciont  to  support  the  weight  of 
llin  MiliiMlitro,  WoiMliiiig  7  Ihs. 

/<.'i/4  II  Tw«i  wh'on,  Olio  on  each  side  of  the  arch  of  the 
hiM'iM  nlmo,  won*  atlaoliod  ;  the  weight  lifted  was  145  lbs. 

I\}\)i  III  Willi  Iwo  win»H,  one  from  each  extremity  of  the 
IhiVi.  Iliii  WmImI>I  '"'hMJ  WUH  ♦JOOlbs. 

/c'i/i  II  Willi  lliroi»  wiriis,  one  from  each  extremity  of  the 
lii^^.i,  iiiiil  llio  ollior  from  tlie  middle  of  tho  arch,  the  weight 
iMI|(|iui||id  Wi«H  IIIM)  Wm. 

/Jiyi  I -J  Willi  Iniir  wirtJH,  two  from  each  extremity,  the 
^VhIhIH  lllh'»l  ^VM>*  f^OII  lliH.  and  the  armature;  when  the  acid 
\\i\i  ioiUMNod  llithi  IIm'  /'i^^^S  H»^*  magnet  continued  to  sup- 
piiil.  lui  M  low  liiiinile«,  !•''<>  Ihs. 

/'.'(/I  I'l  Willi  wlJ*  wiroH,  tho  weight  supported  was  570 
llii  ,  \\\  iill  lliom  OH porimonts,  the  wires  were  soldered  to  the 
i^»il\  tuih'  olomoiil  i  tho  iiiiunoxion,  in  no  instance,  was  formed 

Willi  iiHh-ur.v 

/'■■»/«  II  Wlit*n  III!  It***  wires,  (nine  in  number,)  were  at- 
|iO  hod,  <A«  luuiMiMOH  Wi'ifjhi  liftf'd  was  G50  lbs.  and  this  aston- 

**  All  Old  wttlnliU  Us  \UU  Hiirlo4  of  oxporiincnts  are  avoirdupois. 
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isliiug  result,  it  must  be  reracmbcred,  was  produced  by  a 
battery  containing  only  |  of  a  square  foot  of  zinc  surface, 
and  requiring  only  half  a  pint  of  diluted  acid  for  its  sub- 
mersion. 

Exp.  15.  A  small  battery,  formed  with  a  plate  of  zinc  12 
inches  long  and  G  inches  wide,  and  surrounded  by  copper,  was  sub- 
stitiUed  for  the  galvanic  element  used  in  the  kist  experiment;  the 
weight  lifted  in  this  ease  was  750  lbs.  This  is  probably  the 
maximum  of  magnetic  power  which  can  be  developed  in 
this  horse-shoe,  as  with  a  large  calorimotor,  containing  28 
plates  of  copper  and  zinc,  each  8  inches  square,  the  effect 
was  not  increased,  and  indeed  we  could  not  succeed  in  mak- 
ing it  lift  as  much  as  with  the  small  battery. 

The  strongest  magnet  of  which  we  have  any  account,  is 
that  in  the  possession  of  Mr.  Peale,  of  Philadelphia;  this 
weiglis  53  lbs.  and  lifted  310  lbs.  or  about  six  times  its  own 
weight.  Our  magnet  weighs  21  lbs.  and  consequently  lifts 
more  than  thirty -five  times  its  own  weight;  it  is  probably, 
therefore,  the  most  powerful  magnet  ever  constructed. 

This,  however,  is  by  no  means  the  maximum,  which  can 
be  produced  by  a  small  galvanic  element,  as  in  every  ex- 
periment we  have  made  the  power  increases  by  increasing 
tlie  quantity  of  iron;  with  a  bar  similar  to  the  one  used  in 
tlicsc  experiments,  but  of  double  the  diameter,  or  of  8  times 
the  weight,  the  power  would  doubtless  be  quadruple,  and 
that  too  without  increasing  the  size  of  the  galvanic  element. 

Krp.  1().  In  order  to  ascertain  tlie  effect  of  a  very  small  gal- 
vanic dement  on  this  large  quantity  of  iron,  a  pair  of  plates, 
cvacily  one  inch  square,  was  attached  to  all  the  wires;  the  weight 
lifted  xuas  85  lbs. 

The  following  experiments  were  made  with  wires  of  dif- 
ferent lengths,  on  the  same  horse-shoe. 

Exp.  17.  With  6  wii'es,  each  30  feet  long,  attached  to  the 
galvanic  element,  the  weight  lifted  was  375  lbs. 

Exp.  18.  The  same  wires  used  in  the  last  experiment,  were 
united  so  as  to  form  3  coils  of  60  feet  each;  the  weight  sup- 
ported was  290  lbs.  This  result  agrees  nearly  with  that  of 
Exp.  11,  though  the  3ame  individual  wires  were  not  used; 
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from  this  it  appears,  that  6  short  wires  are  more  powerful 
than  3  of  double  the  length. 

Exp,  19.  The  wires  used  in  Exp.  10,  but  united  so  as  to 
form  a  single  coil  of  120  feet  of  wire,  lifted  60  lbs.;  while  in 
Exp.  10,  the  weight  lifted  was  200  lbs.:  this  is  a  confirma- 
tion of  the  result  in  the  last  experiment. 

Exp.  20.  The  same  wires  used  in  the  last  experiment 
were  attached  to  a  small  compound  battery,  consisting  of 
two  plates  of  zinc  and  two  of  copper,  after  the  plan  of  Prof. 
Hare,  and  containing  exactly  the  same  quantity  of  zinc  sur- 
face, as  the  element  in  the  last  experiment;  in  this  case  the 
weight  lifted  was  110  lbs.,  or  nearly  double  that  in  tlie  last. 
This  result  is  in  strict  accordance  with  that  of  Exp.  7;  the 
two  plates  having  more  **  projectile  force,"  and  thus  produc- 
ing a  greater  effect  with  a  long  wire. 

In  these  experiments  a  fact  was  observed,  which  appears 
somewhat  surprizing:  when  the  large  battery  was  attached 
and  the  armature  touching  both  poles  of  the  magnet,  it  was 
capable  of  supporting  more  than  700  lbs.  but  when  only 
one  pole  is  in  contact  it  did  not  support  more  than  5  or  6 
lbs.,  and  in  this  case  we  never  succeeded  in  making  it  lift 
the  armature  (weighing  7  lbs.).  This  fact  may  perhaps  be 
common  to  all  large  magnets,  but  we  have  never  seen  the 
circumsUmce  noticed  of  so  great  a  difference  between  a 
single  pole  and  both. 

A  number  of  experiments  were  also  made  with  reference 
to  the  best  form  of  the  iron  to  receive  magnetism,  but  no 
very  satisfactory  results  were  obtained;  of  these  however, 
the  following  are  considered  as  not  uninteresting. 

Exp,  21.  A  cylindrical  bar  of  iron  weighing  13  oz.  4J 
drachms,  and  bent  into  a  horse-shoe,  was  covered  with  two 
coils  of  wire  each  00  feet  long;  with  the  small  battery  used 
in  the  last  experiment,  it  lifted  42  Ib^. 

Exp.  22.  A  rectangular  flat  bar  \^  of  an  inch  wide,  and  | 
of  an  inch  thick,  also  bent  into  a  horse-shoe,  weighing  0  oz. 
3  dr.,  and  of  exactly  the  same  surface  as  the  bar  used  in  the 
last  experiment,  with  the  same  wires  and  battery,  lifted  35 
lbs 
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Exp.  23.  A  piece  of  a  gun-barrel,  little  less  than  inch  in 
diameter  and  about  8  inches  long,  and  from  ^^  to  1^5-  of  an 
inch  thick,  weighing  8  oz.  3§  dr.  (with  the  wires  and  battery 
as  before,)  lifted  40  lbs. 

From  the  last  experiment,  it  appears  that  a  given  quantity 
of  iron  in  the  form  of  a  hollow  cylinder,  is  capable  of  receiv- 
ing more  magnetism  than  that  of  a  solid  cylinder  of  less 
diameter;  but  it  is  evident  from  Exp.  21,  that  a  solid  bar  of 
the  same  diameter  as  the  gun-barrel,  and  of  greater  weight, 
would  have  lifted  more:  perhaps  the  gun-barrel  was  not 
sufficiently  thick  for  the  full  development  of  magnetism, 
which,  according  to  Barlow's  experiments,  resides  near  the 
surface.* 

A  series  of  experiments  f  was  separately  instituted  by 
Dr.  Ten  Eyck  in  order  to  determine  the  maximum  devel- 
opment of  magnetism  in  a  small  quantity  of  soft  iron: 
from  these  the  following  interesting  results  were  obtained. 

Experiment  1.  A  horse-shoe  of  round  iron  j^u^  of  an  inch 
in  diameter,  4  inches  long,  weighing  2314  grains  and  wound 
with  23  ft.  copper-wire,  diameter  t^J^f  of  an  inch,  with  a 
pair  of  one  inch  plates,  lifted  19  lbs.  5  oz.  6  dwt.  16  grs.; 
with  a  pair  of  4  inch  plates,  lifted  25  lbs.  6  oz.  5  dwt.;  with 
the  cylindrical  element  used  in  Exps.  8,  9  and  10  of  former 
series,  it  lifted  42  lbs.  0  oz.  8  dwt.  8  grs.,  or  105  times  it^  own 
weight. 

Exp,  2.  A  horse-shoe  of  round  iron  J  inch  in  diameter,  3| 
inclies  in  length  weighing  310  grains,  and  wound  with  15 
ft.  coi)per  wire,  diameter  pj^ir  ii^ch,  with  a  pair  of  one  inch 
plates,  lifted  3  lbs.  11  oz.  7  dwt.  22  grs.;  with  4  inch  plates 
it  lifted  5  lbs.  5  oz.  12  dwt.  12  grs.;  with  the  cylindrical  ele- 
ment 8  lbs.  2  oz.  8  dwt.  18  grs.,  or  152  times  its  own  weight. 

Exp,  3.  A  horse-shoe  formed  of  a  flat  bar  2^^^  inches  long 
/o  i"-  broad  and  j^^j^  in.  thick,  weighing  84  grains,  and  wound 
witli  10  feet  of  bniss  wire,  yf^  of  an  inch  in  diameter,  with 
a  pair  of  one  inch  plates,  lifted  5  lbs.  2  oz.  3  dwt.  8  grs.; 


*  See  Barlow's  Essay  on  Magnetic  Attractions,  page  50. 
f  Troy  weight  is  used  in  these  experiments. 
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with  4  inch  plates,  it  lifted  2  lbs.  10  oz.  2  dwt.  12  grs.;  with 
the  cylindrical  element,  it  lifted  2  lbs.  10  oz.  13  dwt.  2  grs., 
or  198  times  its  own  weight. 

£Scp.  4.  A  horse-shoe  of  round  iron,  slightly  flattened,  one 
inch  in  length,  diameter,  (before  flattening)  ^h^  inch,  weight 

6  grains,  and  wound  with  3  feet  brass  wire  same  diameter  as 
that  of  No.  3,  with  a  pair  of  one  Inch  plates,  lifted  2  oz.  15  dwt. 
1  gr.;  with  four  inch  plates,  lifted  3  oz.  17  dwt.  10  gr.;  with 
the  cylindrical  element,  lifted  5  oz.  5  dwt.  4  grs.,  or*420  times 
its  own  weight. 

In  this  last  result  the  ratio  of  the  weight  lifted,  to  the 
weight  of  the  magnet  is  much  greater  than  any  we  have 
ever  seen  noticed;  the  strongest  magnet  we  can  find  de- 
scribed is  one  worn  by  Sir  Isaac  Newton  in  a  ring,  weigh- 
ing 3  grains;  it  is  said  to  have  taken  up  74(5  grs.  or  nearly 
250  times  its  own  weight.    M.  Cavallo  has  seen  one  of  6  or 

7  grs.  weight  which  was  capable  of  lifting  300  grs.  or  about 
50  times  its  own  weight.  From  these  experiments  it  is  evi- 
dent, that  a  much  greater  degree  of  magnetism  can  be  de- 
veloped in  soft  iron  by  a  galvanic  current,  than  in  steel  by 
the  ordinary  metliod  of  touching. 

Most  of  the  results  given  in  tins  paper  were  witnessed  by 
Dr.  L.  C.  Beck,  and  to  this  gentleman  we  are  indebted  for 
several  suggestions,  and  particularly  that  of  substituting 
cotton  well  waxed  for  silk  thread,  which  in  these  investiga- 
tions, became  a  very  considerable  item  of  expense;  he  also 
made  a  number  of  experiments  witli  iron  bonnet-wire, 
which,  being  found  in  commerce  already  wound,  might  pos- 
sibly be  substituted  in  place  of  copper: — the  result  was  that 
with  verj'  short  wire  tlie  effect  was  nearly  the  same  as  with 
copper,  but  in  coils  of  long  wire  with  a  small  galvanic  ele- 
ment, it  was  not  found  to  answer.  Dr.  Beck  also  constructed 
a  horse-shoe  of  round  iron,  one  inch  in  diameter,  with  four 
coils  on  the  plan  before  described;  with  one  wire  it  lifted  30 
lbs.,  with  two  wires — 60  lbs.,  with  three  wires — 85  lbs.,  and 
with  four  wires — 112  lbs. 

While  we  were  engaged  in  these  investigations,  the  last  No. 
of  the  Edinburgh  Journal  of  Science  was  received,  containing 
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Prof.  Moll's  paper  on  Electro-Magiictisin.  Some  of  his 
results  are,  in  a  degree,  similar  to  those  here  described:  his 
object,  however,  was  different,  it  being  only  to  induce  strong 
magnetism  on  soft  iron  with  a  powerful  galvanic  battery. 
The  principal  object  in  these  experiments  was  to  produce  the 
greatest  magnetic  force,  with  the  smallest  quantity  of  gal- 
vanism. The  only  effect  Prof.  MolFs  paper  has  had  over 
these  investigations,  has  been  to  hasten  tlxeir  publication: 
the  principle  on  which  they  were  instituted  was  known  to 
us  nearly  two  years  since,  and  at  that  time  exhibited  to  the 
Albanv  Institute. 
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AN  ACCOUNT  OP  A  LARGE  ELECTRO-MAGNET,*  MADE  POR  THE 

LABORATORY  OF  YALE  COLLEGE. 

(Extract  of  a  letter  to  Prof.  Sillbnan^  accompanying  t fie  Magnet.) 
(Silliman*s  American  Journal  of  Science,  April,  1831,  vol.  xx.  pp.  201-203.) 

The  magnet  is  constructed  on  precisely  the  samci  princi- 
ples as  that  described  in  the  last  number  of  the  Journal.  It 
weighs  59J  lbs.  avoirdupois,  (exclusive  of  the  copper  wire 
which  surrounds  it,)  and  was  formed  from  a  bar  of  Swede's 


*  [This  magnet  is  now  arranged  in  its  frame,  in  the  laboratory  of  Yale  Col- 
lege. Being  myself  out  of  town  when  the  instrument  arrived,  the  necessary 
experiments  and  fixtures  were  satisfactorily  made  by  C.  U.  Shepard,  (Chemiciil 
Assistant)  and  Dr.  Titus  W.  Powers,  of  Albany,  who  was  so  obliging  as  to 
bring  the  magnet  to  New  Haven.  There  has  not  been  time  (as  the  magnet 
came  just  as  this  No.  was  finishing)  to  do  any  thing  more  than  make  a  few 
trials,  which  have  however  fully  substantiated  the  statements  of  Prof. 
Henry.  He  has  the  honor  of  having  constructed  by  far,  the  most  power- 
ful magnets  that  have  ever  been  known,  and  his  last,  weighing,  armature 
and  all,  but  82 J  lbs.,  sustains  over  a  ton.  It  is  eight  times  more  powerful 
'than  any  magnet  hitherto  known  in  Europe,  and  between  six  and  seven 
times  more  powerful  than  the  great  magnet  in  Philadelphia.  We  under- 
stand that  the  experiments  described  in  the  last  No.  of  this  Journal,  (except 
those  ascribed  to  Dr.  Ten  Eyck)  were  devised  by  Professor  Ucnry  alone, 
who  (except  forging  the  iron)  constructed  the  magnet  with  his  own  hand. 
The  plan  of  the  frame,  and  the  fixtures,  and  the  dniwing  in  the  last  N<>., 
were  done  by  Dr.  Ten  Eyck.  In  the  Yale  College  magnet,  the  plan  was 
dniwn  by  Professor  Henry,  and  the  iron  forged  under  his  direction.  The 
lengfh  of  the  wires  being  agreed  upon,  the  winding  was  done  by  Dr.  Ten 
Eyck,  and  the  experiments  were  mutually  performed. — Editor  of  Joui'nal.'\ 

[It  may  bo  worth  while  to  state  a  single  experiment,  which  I  made  with 
a  view  to  learn  the  chemical  effects  of  this  instrument.  As  its  magnetic  flow 
was  so  powerful,  I  had  strong  hopes  of  being  able  to  aacomplish  the  decom- 
position of  water  by  its  means.  My  experiment,  however,  which  was  made 
as  follows,  proved  unsuccessful.  The  battery  being  immersed,  to  the  ex- 
tremities of  the  magnet  were  applied  two  broad,  polished  plates  of  iron, 
terminating  in  flattened  wires,  which  were  united  with  the  wires  of  the  ordi- 
nary apparatus  for  decomposing  water,  and  the  contact  heightened  by  the 
use  of  cups  of  mercury:  not  the  slightest  decomposition  was,  however,  ob- 
servable. Aware,  that  had  any  chemical  oflcct  been  produced,  this  arnmge- 
ment  could  have  decided  nothing,  (except  pcrUaps  from  the  degree  of  energy 
in  the  decomposition)  as  respects  the  point  whether  simple  magnetism  is 
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iron  three  inches  square  and  thirty  inches  long.  Before 
bending  the  bar  into  the  shape  of  a  horse-shoe,  it  was  flat- 
tened on  the  edges,  so  as  to  form  an  octagonal  prism,  having 
a  perimeter  of  10|  inches.  The  other  dimensions  of  the 
magnet,  as  measured  before  winding  it  with  wire,  are  as  fol- 
lows:—  perpendicular  height  of  the  exterior  arch  of  the 
horse-shoe,  11 J  inches;  around  the  outside  from  one  pole  to 
the  other,  29^  inches;  internal  distance  between  the  poles, 
3J  inches. 

The  armature  or  lifter  is  formed  from  a  piece  of  iron  from 
the  same  bar,  not  flattened  on  the  edges;  it  is  nearly  3 
inches  square,  9^  inches  long,  and  weighs  23  lbs.  The 
upper  surface  is  made  perfectly  flat,  except  about  an  inch 
in  tlie  middle  where  the  angles  are  rounded  off  so  as  to  form 
a  groove,  into  which  the  upper  part  of  a  strong  iron  stirrup, 
surrounding  the  armature,  fits  somewhat  loosely.  The 
weight  to  be  supported  is  fastened  to  the  lower  part  of  the 
stirrup,  and  by  means  of  the  groove  is  made  to  bear  directly 
on  the  centre  of  the  armature. 

For  the  purpose  of  suspending  the  magnet,  a  piece  of 
round  iron  with  an  eye  on  one  end,  is  firmly  screwed  into 
the  crown  of  the  arch  and  is  attached  to  the  cross  beam  of  a 
frame,  similar  to  that  figured  in  the  last  number  of  the 
Journal. 

The  magnet  is  wound  with  26  strands  of  copper  bell-wire, 
covered  with  cotton  thread  31  feet  long ;  about  18  inches  of 
the  ends  are  left  projecting,  so  that  only  28  feet  actually  sur- 
round the  iron ;  the  aggregate  length  of  the  coils  is  there- 
fore 728  feet.  Each  strand  is  wound  on  a  little  less  than  an 
inch ;  in  the  middle  of  the  horse-shoe  it  forms  three  thick- 

adc(iuatc  to  decompose  water,  since  it  might  under  these  circu.m8tanccs  ho 
attrihuted  to  the  electricity  from  the  hattory,  I  had  determined  in  a  second 
experiment,  had  the  first  proved  successful,  to  have  interrupted  the  galvanic 
flow  hy  a  non-conductor;  in  which  case,  had  the  decomposition  ensued, 
pure  magnetism  might  have  been  considered  as  the  decomposing  agent. 
But  as  my  preliminary  experiment  was  unsuccessful,  I  proceeded  no  farther; 
I  hope,  however,  to  resume  the  research  hereafter,  under  more  favorable  cir- 
cumstances. C.  U.  SUEPARD.] 
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nesses  of  wire,  and  on  the  ends  or  near  the  poles  it  is  wound 
so  as  to  form  six  thicknesses. 

Two  small  galvanic  batteries  are  soldered  to  the  wires  of 
the  magnet,  one  on  each  side  of  the  supporting  frame,  in 
such  a  manner  as  to  cause  the  poles  to  be  instantaneously 
reversed,  by  merely  dipping  the  batteries  alternately  into 
acid.  To  render  these  as  compact  as  possible,  they  are 
formed  of  concentric  copper  cylinders,  with  cylinders  of  zinc 
plates  interposed,  and  so  united  as  to  form  but  one  galvanic 
pair.  Each  of  these  batteries  presents  to  the  action  of  the 
acid,  (measuring  both  surfaces  of  the  plate,)  4 J-  square  feet: 
they  are  12  inches  high  and  about  5  inches  in  diameter. 

In  experimenting  with  this  magnet,  a  battery  containing 
I  of  a  square  foot  of  zinc  surface  was  first  attached  to  the 
wires ;  with  this  the  magnet  could  not  be  made  to  support 
more  than  500  lbs.  Another  battery  was  then  substituted 
for  the  above,  containing  about  three  times  the  same  quan- 
tity of  zinc  surface;  with  this,  at  the  first  instant  of  immer- 
sion, the  magnet  sustained  1600  lbs.;  after  the  acid  was 
removed,  it  continued  to  support,  for  a  few  minutes,  450 
lbs. ;  and  in  one  experiment,  three  days  after  the  battery 
had  been  excited,  more  than  150  lbs.  were  added  to  the 
armature*  J)efore  it  fell.  It  was  evident  from  these  experi- 
ments, that  this  magnet  required  a  considerably  larger 
quantity  of  zinc  surface  in  proportion  to  its  weight,  to  mag- 
netize it  to  saturation,  than  that  described  in  the  former 
paper.  Accordingly  the  two  batteries,  before  mentioned  as 
containing  4J  square  feet,  were  prepared.  With  one  of 
them,  at  the  first  immersion,  the  magnet  readily  supported 
2000  lbs.  A  sliding  weight  was  then  attached  to  the  bar  ; 
the  battery  was  suffered  to  become  perfectly  dry,  and  on  im- 
mersing it  again,  the  magnet  supported  2063  lbs.  The  effect 
of  a  larger  battery  was  not  tried. 

To  test  its  power  of  inducing  magnetism  on  soft  iron,  two 

*  [The  nrmuturc  of  23  lbs.  applied  when  the  battery  is  immersed,  only  for 
%n  inch  and  an  instiint,  remains  day  after  day  without  falling,  although 
the  galvanic  coils  are  perfectly  dry. — Editor  of  Journal.'] 
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pieces  of  round  iron  IJ  inches  in  diameter  and  12  inches 
long,  were  interposed  between  the  extremities  of  the  magnet 
and  the  armature;  with  this  arrangement,  when  one  of  the 
batteries  was  immersed,  the  pieces  of  iron  became  so  power- 
fully magnetic  as  to  support  155  lbs. 

To  exhibit  the  eflfects  produced  by  instantaneously  revers- 
ing the  poles,  the  armature  was  loaded  with  56  lbs.,  which 
added  to  its  own  weight  made  89  lbs.:  one  of  the  batteries 
was  then  dipped  into  the  acid  and  immediately  withdrawn, 
when  the  weight  of  course  continued  to  adhere  to  the  mag- 
net ;  the  other  battery  was  then  suddenly  immersed,  when 
the  poles  were  changed  so  instantaneously  that  the  weight 
did  not  fall.  That  the  poles  were  actually  reversed  in  this 
experiment,  was  clearly  shown  by  a  change  in  the  position 
of  a  large  needle  placed  at  a  small  distance  from  the  side  of 
one  extremity  of  the  horse-shoe. 

P.  S. — Last  autumn,!  commenced  a  series  of  observations 
on  the  magnetic  intensity  of  the  earth  at  Albany,  and  in- 
tend to  begin  a  new  series  next  month ;  the  apparatus  used 
was  that  sent  by  Capt.  Sabine  to  Prof.  Renwick,  and  was 
mentioned  in  the  Journal,  vol.  xvii,  p.  145.  I  have  con- 
structed a  similar  apparatus  for  myself,  and  intend  to  pay 
considerable  attention  to  the  subject. 
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ON  A   HECIPROCATING   MOTION    PRODUCED    BY    MAGNETIC    AT- 
TRACTION AND  REPULSION. 

(Silliman's  American  Journal  of  Science,  July,  1831,  vol.  xx,  pp.  340-348.) 

To  the  Editor: 

Sir  : — I  have  lately  succeeded  in  producing  motion  in  a 
little  machine  by  a  power,  which,  I  believe,  has  never  before 
been  applied  in  mechanics — by  magnetic  attraction  and 
repulsion. 

Not  much  importance,  however,  is  attached  to  the  inven- 
tion, since  the  article,  in  its  present  state,  can  only  be  con- 
sidered a  philosophical  toy;  although,  in  the  progress  of 
discovery  and  invention,  it  is  not  impossible  that  the  same 
principle,  or  some  modification  of  it  on  a  more  extended  scale, 
may  hereafter  be  applied  to  some  useful  purpose.  But  with- 
out reference  to  its  practical  utility,  and  only  viewed  as  a 
new  effect  produced  by  one  of  the  most  mysterious  agents  of 
nature,  you  will  not,  perhaps,  think  the  following  account 
of  it  unworthy  of  a  place  in  the  Journal  of  Science, 

It  is  well  known  that  an  attractive  or  repulsive  force  is 
exerted  between  two  magnets,  according  as  poles  of  different 
names,  or  poles  of  the  same  name,  are  presented  to  each 
other. 

In  order  to  understand  how  this  principle  can  be  applied 
to  produce  a  reciprocating  motion,  let  us  suppo.se  a  bar  mag- 
net to  be  supported  horizontally  on  an  axis  passing  through 
the  centre  of  gravity,  in  precisely  the  same  manner  as  a  dip- 
ping needle  is  poised ;  and  suppose  two  other  magnets  to  be 
placed  perpendicularly,  one  under  each  pole  of  the  hori- 
zontal magnet,  and  a  little  below  it,  with  their  north  poles 
uppermost;  then  it  is  evident  that  the  south  pole  of  the 
horizontal  magnet  will  be  attracted  by  the  north  pole  of  one 
of  the  perpendicular  magnets,  and  its  north  pole  repelled  by 
the  north  pole  of  the  other:  in  this  state  it  will  remain  at  rest, 
but  if,  by  any  means,  we  reverse  the  polarity  of  the  hori- 
zontal magnet,  its  position  will  be  changed  and  the  extremity. 
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which  was  before  Attracted,  will  now  be  repelled ;  if  the 
polarity  be  again  reversed,  the  jTOsition  will  again  be  changed, 
and  so  on  indefinitely:  to  produce,  thcreforo,  a  continued 
vibration,  it  is  only  necessary  to  introduce,  into  this  arrange- 
ment, some  means  by  which  the  polarity  of  the  horizontal 
magnet  can  bo  instantaneously  changed,  and  that  too  by  a 
cause  which  shall  be  pnt  in  operation  by  the  motion  of  the 
magnet  itself;  how  this  can  be  effected,  will  not  be  difficult 
to  conceive,  when  I  mention  that  instead  of  a  permanent 
steel  magnet  in  the  moveable  part  of  the  apparatus,  a  soft 
iron  galvanic  magnet  is  used.* 

The  change  of  polarity  is  produced  simply  by  soldering  to 
the  extremities  of  the  wires  which  surround  the  galvanic 
magnet,  two  small  galvanic  batteries  in  such  a  manner  that 
the  vibrations  of  the  magnet  itself  may  immerse  these  alter- 
nately into  vessels  of  diluted  acid  ;  care  beir.g  taken  that  the 
batteries  arc  so  attached  that  the  current  of  galvanism  from 
each  shall  pass  around  the  magnet  in  an  opposite  direction. 

Instead  of  soldering  tlie  batteriea  to  the  ends  of  the  wires,  . 
and  thus  causing  them  at  each  vibration  to  be  lifted  from 
the  acid  by  the  power  of  the  machine,  they  may  be  jierma- 
nently  fixed  in  the  vessels,  and  the  galvanic  conmmnication 
formed  by  the  amalgamated  ends  of  the  wires  dipping  into 
cups  of  mercm-y. 


[Eleotro-mugnctic  Engine.] 
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The  whole  will  be  more  readily  understood  by  a  reference 
to  the  annexed  drawing:  a  6  is  the  horizontal  magnet, 
about  seven  inches  long,  and  movable  on  an  axis  at  the 
centre:  its  two  extremities  when  placed  in  a  horizontal  line, 
are  about  one  inch  from  the  north  poles  of  the  upright 
magnets  c  and  d.  g  and  /  are  two  large  tumblers  contain- 
ing diluted  acid,  in  each  of  which  is  immersed  a  plate  of 
zinc  surrounded  with  copper,  i,  m,  s,  <,  are  four  brass  thim- 
bles soldered  to  the  zinc  and  copper  of  the  batteries  and  filled 
with  mercury. 

The  galvanic  magnet  ab  is  wound  with  three  strands  of 
copper  bell-wire,  each  about  twenty-five  feet  long;  the  simi- 
lar ends  of  these  are  twisted  together  so  as  to  form  two  stiff 
wires,  which  project  beyond  the  extremity  6,  and  dip  into 
the  thimbles  s,  L 

To  the  wires  q,  r,  two  other  wires  are  soldered  so  as  to  pro- 
ject in  an  opposite  direction,  and  dip  into  the  thimbles  Z,  m. 
The  wires  of  the  galvanic  magnet  have*thus,  as  it  were,  four 
projecting  ends ;  and  by  inspecting  the  figure  it  will  be  seen 
that  the  extremity  p,  which  dips  into  the  cup  m  attached  to 
the  copper  of  the  battery  in  g  corresponds  to  the  extremity 
r  connecting  with  the  zinc  in/. 

When  the  batteries  are  in  action,  if  the  end  6  is  depressed 
until  g,  r  dips  into  the  cups  8,  t,  ab  instantly  becomes  a 
powerful  magnet,  having  its  north  jx)le  at  b;  this  of  course 
is  repelled  by  the  north  pole  d,  while  at  the  same  time  it  is 
attracted  by  c,  the  position  is  consequently  changed,  and 
0,  p  comes  in  contact  with  the  mercury  in  I,  m;  as  soon  as 
the  communication  is  formed,  the  poles  are  reversed,  and 
the  position  again  changed.  If  the  tumblers  be  filled  with 
strong  diluted  acid,  the  motion  is  at  first  very  rapid  and 
powerful,  but  it  soon  almost  entirely  ceases.  By  partially 
filling  the  tumblers  with  weak  acid,  and  occasionally  adding 
a  small  quantity  of  fresh  acid,  a  uniform  motion,  at  the  rate 
of  seventy-five  vibrations  in  a  minute,  has  been  kept  up  for 
more  than  an  hour:  with  a  large  battery  and  very  weak 
acid,  the  motion  might  be  continued  for  an  indefinite  length 
of  time. 
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The  motion,  here  described,  is  entirely  distinct  from  that 
produced  by  the  electro-magnetic  combination  of  wires  and 
magnets ;  it  results  directly  from  the  mechanical  action  of 
ordinary  magnetism :  galvanism  being  only  introduced  for 
the  purpose  of  changing  the  poles. 

My  friend,  Prof.  Green,  of  Philadelphia,  to  whom  I  first 
exhibited  this  machine  in  motion,  recommended  the  substi- 
tution of  galvanic  magnets  for  the  two  perpendicular  steel 
ones.  If  an  article  of  tliis  kind  was  to  be  constructed  on  a 
large  scale,  this  would  undoubtedly  be  the  better  plan,  as 
magnets  of  that  kind  can  be  made  of  any  required  power; 
but  for  a  small  apparatus,  intended  merely  to  exhibit  the 
motion,  the  plan  here  described  is  perhaps  the  most  conve- 
nient. 
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ON  A  DISTURBANCE  OF  THE  EARTH's  MAGNETISM,  IN  CONNEC- 
TION WITH  THE  APPEARANCE  OF  AN  AURORA  BOREALIS, 
AS  OBSERVED  AT  ALBANY,  APRIL  19tH,  1831.* 

(Silliman's  American  Journal  of  Science,  April,  1832;  vol.  xxii,pp.  143-155.) 

That  the  aurora  has  some  connection  with  the  magnetism 
of  the  earth,  was  asserted  as  early  as  the  middle  of  the  last 
century;  and  since  that  time  many  observations  have  been 
recorded  tending  to  confirm  this  position.  1.  It  has  been 
observed  that  when  the  aurora  appears  near  the  northern 
horizon  in  the  form  of  an  arch  the  middle  of  this  is  not  in 
the  direction  of  the  true  north,  but  in  that  of  the  magnetic 
needle  at  the  place  of  observation,  and  that  when  the  arch 
rises  towards  the  zenith  it  constantly  crosses  the  heavens  at 
right  angles,  not  to  the  true,  but  to  the  magnetic  meridian. 
This  fact  is  most  obvious  where  the  variation  of  the  needle 
is  great.  2.  When  the  beams  of  the  aurora  shoot  up  so  as 
to  pass  the  zenith,  which  is  sometimes  the  ease,  the  point  of 
their  convergence  is  in  the  direction  of  the  prolongation  of 
the  dipping  needle  at  the  place  of  observation.  3.  It  has 
also  been  observed  that  during  the  appearance  of  an  active 
and  brilliant  aurora  the  magnetic  needle  often  becomes  rest- 
less, varies  sometimes  several  degrees,  and  does  not  resume 
its  former  position  until  after  several  hours. 

From  the  above  facts,  it  has  been  generally  inferred  that 
the  aurora  is  in  some  way  connected  with  the  magnetism  of 
the  earth;  and  that  the  simultaneous  appearance  of  the  me- 
teor, and  the  disturbance  of  the  needle,  are  either  related  as 
cause  and  effect,  or  as  the  common  result  of  some  more  gen- 
eral and  unknown  cause. 

The  subject  is  however  involved  in  much  obscurity;  and 
there  are  some  facts  which  tend  to  throw  doubt  on  the  con- 
nection of  the  two  phenomena.  The  accurate  and  valuable 
observations  of  Col.  Beaufoy  in  England,  continued  for  sev- 
eral years,  add  nothing  towards  establishing  the  fact  of  the 

*  Communicated  to  the  Albany  Institute,  January  20,  1832. 
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magnetic  influence  of  the  aurora;  and  in  the  scientific  ex- 
peditions under  Capt.  Parry  to  the  north,  in  the  peculiar 
regions,  as  it  would  appear,  of  this  meteor,  no  unusual  dis- 
turbance of  the  needle  was  observed  to  accompany  the  au- 
rora, although  the  apparatus  was  visited  every  hour  in  the 
day,  and  sometimes  oftener,  when  any  thing  rendered  it 
desirable.  Indeed,  so  far  from  producing  a  disturbing  effect, 
Dr.  Brewster  concludes,  from  a  comparison  of  the  observa- 
tions, that  the  aurora,  in  the  arctic  regions,  seems  rather  to 
exercise  a  sedative  influence.* 

On  the  other  hand,  Dr.  Richardson  states,  from  his  own  ob- 
servations, made  at  Bear  Lake,  during  six  successive  months 
of  the  years  1825-6,  and  again  in  1826-7,  that  the  aurora 
does  influence  the  magnetic  needle.  "A  careful  review  of 
the  daily  register,"  says  he,  "has  led  me  to  form  the  follow- 
ing conclusion :  That  brilliant  and  active  coruscations  cause 
a  deflection  of  the  needle  almost  invariably,  if  they  appear 
through  a' foggy  atmosphere,  and  if  prismatic  colors  are  ex- 
hibited; on  the  contrary,  when  the  atmosphere  is  clear,  and 
the  aurora  presents  a  dense  steady  light  of  a  yellow  color, 
and  without  motion,  the  needle  is  often  unaffected."  f 

In  this  state  of  knowledge,  every  additional  fact  becomes 
of  some  importance.  The  following  communication,  it  is 
therefore  hoped,  may  be  useful,  either  in  directing  the  atten- 
tion of  observers  in  this  country  to  the  subject,  or  in  corrob- 
orating similar  observations  made  in  other  quarters  of  the 
globe. 

In  September,  1830, 1  commenced  a  series  of  observations, 
for  Professor  Renwick,  of  Columbia  College,  to  determine  the 
magnetic  intensity  at  Albany.  In  the  course  of  these,  I  un- 
expectedly witnessed  a  disturbance  of  the  magnetism  of  the 
earth,  in  connection  with  an  appearance  of  an  aurora,  which 
on  some  accounts'  appears  interesting. 

The  needles  used  in  these  observations  were  those  men- 
tioned in  Capt.  Sabine's  letter  to  Prof.  Renwick,  published 


*  Edinburgh  Philosophical  Journal  of  Science,  vol.  8. 
f  Edinburgh  New  Philosophical  Journal,  vol.  5. 
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in  the  17th  volume  of  the  Americcm  Journal  of  Science. 
One  of  these,  it  will  be  recollected,  formerly  belonged  to 
Prof,  Hansteen,  of  Norway,  and  the  other  to  Capt.  Sabine. 
They  were  suspended,  according  to  the  method  of  Hansteen, 
in  a  small  mahogany  box,  by  a  single  fibre  of  raw  silk.  The 
box  was  furnished  with  a  glass  cover,  and  had  a  graduated 
arc  of  ivory  on  the  bottom  to  mark  the  amplitude  of  the 
vibrations.  It  had  also  two  small  circular  windows,  diamet- 
rically opposite  to  each  other,  through  which  the  oscillations 
of  the  needle  could  be  seen. 

In  using  this  apparatus,  the  time  of  three  hundred  vibra- 
tions was  noted  by  a  quarter  second  watch,  well  regulated  to 
mean  time;  a  register  being  made  at  the  end  of  every  tenth 
vibration,  and  a  mean  deduced  from  the  whole,  taken  as  the 
true  time  of  the  three  hundred  vibrations.  Experiments 
carefully  made  with  this  apparatus,  were  found  susceptible 
of  considerable  accuracy;  as  the  individual  observations, 
after  a  small  correction  for  temperature,  give  a  result,  ex- 
cept in  a  few  instances,  differing  from  the  mean  of  a  number 
made  under  similar  circumstances,  by  a  quantity  not  greater 
than  one  part  in  nearly  a  thousand. 

The  observations  were  repeated  daily,  when  the  weather 
would  permit,  from  the  latter  part  of  September  to  the  last 
of  November,  either  at  the  hours  of  12  noon,  or  between 
5  and  G  p.  m.*  I  was  always  assisted  in  making  them  by 
the  same  person, — my  relative,  Mr.  Stephen  Alexander, — to 
whose  skill  and  experience  I  am  much  indebted  for  any 
accuracy  they  may  possess. 

In  April,  1831,  a  now  series  was  commenced,  to  determine 
if  the  needles  still  indicated  the  same  degree  of  magnetic  in- 
tensity. No  material  difference  was  observed,  except  in  the 
following  instance,  when  a  remarkable  anomaly  was  exhib- 
ited. 

On  the  19th  of  April,  at  12  o^clock  noon,  an  observation 
was  made  with  the  Hansteen  needle,  the  result  of  which  dif- 
forc'd  only  the  fractional  part  of  a  second  from  the  usual 

^TIioMo  tlinoH  woro  olioscn  only  on  account  of  being  most  convenient. 
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mean  rate  of  this  needle.  At  6  o'clock  p.  m.  the  same  day, 
another  observation  was  made  with  the  same  needle,  and 
apparently  under  the  same  circumstances;  but  a  remarkable 
change  was  now  observed  in  the  time  of  its  making  three 
hundred  vibrations,  indicating  a  great  increase  in  the  mag- 
netic intensity  of  the  earth.  It  was  at  first  supposed  that 
the  needle  had  accidentally  been  placed  contiguous  to  some 
ferruginous  substance;  but  on  a  most  careful  investigation, 
nothing  could  be  discovered  which  would  tend  in  the  least 
degree  to  explain  the  cause  of  the  phenomenon.  The  experi- 
ment was  made  at  the  usual  place,  with  the  box  containing 
the  needle  resting  on  a  post  permanently  fixed  for  the  pur- 
pose, in  the  Academy  Park,  at  a  sufficient  distance  from 
every  disturbing  object,  and  with  the  usual  precaution  of 
divesting  the  person  of  all  articles  of  iron,  such  as  keys, 
knives,  &c. 

At  about  9  o'clock  in  the  evening,  or  three  hours  after  the 
above  observation,  an  unusual  appearance  was  noticed  in 
the  southern  part  of  the  heavens,  which  was  shortly  after- 
wards recognized  as  an  arch  of  the  aurora.  It  was  about 
nine  degrees  in  breadth,  with  the  vertex  of  the  arch  twenty 
degrees  above  the  horizon.  At  this  time  the  northern  part 
of  the  sky  was  covered  with  light  fleecy  clouds.  At  forty- 
five  minutes  past  nine,  the  clouds  partially  disappeared,  and 
disclosed  the  whole  northern  hemisphere  entirely  occupied 
with  coruscations  of  the  aurora,  shooting  up  past  the  ze- 
nith, and  apparently  all  converging  to  the  same  point.  The 
actual  formation  of  a  corona  might  probably  have  been  ob- 
served, but  for  a  dark  cloud  which  remained  stationary  a 
little  south  of  the  zenith.  The  idea  for  the  first  time  now 
occurred  to  me,  that  this  uncommonly  brilliant  appearance 
of  the  aurora  might  possibly  be  connected  with  the  magnetic 
disturbance  observed  at  6  o'clock;  and  in  order  to  test  this, 
the  apparatus  was  again  placed  on  the  post  in  the  Academy 
Park,  and  an  observation  made  during  the  most  active  ap- 
pearance of  the  meteor. 

The  result  of  the  observation  was  however  entirely  differ- 
ent from  that  anticipated;  for  instead  of  still  indicating,  as  at  6 
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0^ clock,  an  uncommonly  high  degree  of  magnetic  intensity ,  it  now 
showed  an  intensity  considerable  lower  than  usual. 

Observations  were  also  made  on  the  20th  and  21st,  but  no 
disturbance  was  again  noticed;  the  intensity  had  resumed 
its  former  state. 

The  following  table  exhibits  the  observed  times  of  three 
hundred  vibrations,  with  the  mean  temperature  and  aspect 
of  the  weather  during  each  observation :  * 


Day. 

Time  of  300 
vibrations. 

Mean  tem- 
perature. 

Weather. 

April  19th,  12  h.  noon 

»*     19th,    6  h.  P.  M 

"     19th,  10  h.  P.  M 

"     20th,    6  h.  P.  M 

980-.75 
9€8«.65 
982«.20 
978«.68 

66J<»  F. 
61« 
620 
61i° 

Cloudy,  rain  A.  m. 
Clear. 

Broken  clouds. 
Clear. 

The  above  observations  may  be  reduced  approximately  to 
the  uniform  temperature  of  60°,  by  the  formula, 

r=!7Xl  d=0.000165(<'±:/)T* 
(T  being  time,  t  temperature  in  degrees  of  Fahrenheit,) 
which  was  deduced  from  experiments  on  a  similar  needle. 
The  relative  intensities  may  also  be  readily  calculated,  since 
they  are  rcci[)rocally  as  the  squares  of  the  limes  of  the  vibni- 
tions.  In  this  way,  by  assuming  as  unity  the  time  observed 
on  the  2()th,  we  have  the  following  results: 


Day. 

Time  of  300  vibrations 
at  temperature  of  GO. 

Relative  intensities. 

April  19th,  12  h.  noon 

•'      19th,    (1  h.  V.  M 

"      19th,  10  h.  1*.  M 

"     20th,    0  h.  V.  M 

979«.94 
9()8-.49 
983«.60 
980-.05 

1.00022 
1.02401 
0.99299 
1.00000 

From  the  mean  of  several  observations  made  with  this 
needle  in  April,  I  consider  its  time  of  three  hundred  vibra- 
tions for  this  month,  and  in  an  undisturbed  state  of  terres- 


*  This  formula  was  obtained  by  Hanstecn. 
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trial  magnetic  intensity,  to  be  nine  hundred  and  seventy 
nine  seconds.  The  accidental  errors  in  the  above  observa- 
tions do  not  probably  exceed  in  any  case  one  second. 

At  the  time  of  registering  the  above  observations,  I  had 
not  seen  the  following  remark  of  Prof.  Hansteen,  which 
was  subsequently  met  with  in  the  12th  volume  of  the  Edin- 
burgh Philosophical  Journal: — ^'^A  short  time  before  the  aurora 
boredis  appears,"  says  Prof.  Hansteen,  "the  intensity  of 
the  magnetism  of  the  earth  is  apt  to  rise  to  an  uncommon 
height;  but  so  soon  as  the  aurora  begins, in  proportion  as  its 
force  increases,  the  intensity  of  the  magnetism  of  the  earth 
decreases,  recovering  its  former  strength  by  degrees,  often 
not  till  the  end  of  twenty-four  hours."  *  This  statement, 
founded  on  observations  made  in  Norway,  is  a  precise  de- 
scription of  the  phenomenon  observed  in  Albany ;  and 
should  it  be  found  a  general,  or  even  a  fVequent  occurrence, 
that  a  great  increase  of  intensity  precedes  the  appearance  of 
the. aurora,  it  would  perhaps  reconcile  many  apparent  dis- 
crepancies in  the  different  accounts  of  magnetic  influence 
of  the  meteor. 

Prof.  Hansteen  also  remarks,  in  the  same  paper,  that  "The 
polar  lights  seem  to  be  the  effect  of  an  uncommonly  high 
magnetic  intensity,  which  lets  itself  off,  as  it  were,  by  the 
aurora,  and  thus  sinks  under  its  common  strength."  Noth- 
ing however  can  with  certainty  be  deduced  from  these  ob- 
servations, in  reference  to  this  supposition;  since  the  mag- 
netic intensity  at  any  place,  as  exhibited  by  the  vibrations 
of  the  horizontal  needle,  may  change  while  the  absolute 
force  or  intensity  of  the  whole  earth  remains  the  same.  If 
wo  represent  by  i^'the  whole  force  in  the  direction  of  the 
dipping  needle,  by  o  the  dip  in  degrees,  and  by  H  iliQ  hori- 
zontal force,  we  shall  have,  by  a  well  known  law, 


cosin  d 


*I  find  tho  same  observation  has  also  been  made  by  Humboldt;  and  also 
a  similar  one  by  Van  Swinden,  who  remarks,  that  the  variation  of  tho 
needle  increases  when  the  aurom  boreal  is  is  approaching.  Journal  Royal 
Institution.     Young^s  Natural  Philosophy,  vol.  2,  p.  442. 
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In  this  formula  it  is  evident  that  Fmay  remain  constant, 
although  H  is  caused  to  vary  by  a  change  in  the  value  of 
cosin  d.  The  fact  therefore  of  a  variation  in  the  absolute 
intensity,  can  only  be  determined  by  combining  the  obser- 
vations of  the  vibrations  of  the  horizontal  needle  with  simul- 
taneous observations  on  the  dipping  needle. 

If  we  suppose  inconstant  during  the  change  of  horizontal 
intensity  as  observed  at  Albany,  we  may,  by  means  of  the 
above  formula,  calculate  the  change  in  declination  or  dip 
required  to  produce  the  observed  difference  in  the  horizontal 
intensity.  Assuming  d  ==  75°,  (the  dip  at  Albany  nearly,) 
and  H  =  to  the  horizontal  intensity  observed  at  6  o'clock, 
we  can  readily  find  the  value  of  F ;  and  since  this  value  is 
supposed  constant,  by  substituting  it  in  the  expression 

cosin  ^  =-=r 
F 

« 

in  which  ff  represented  the  intensity  observed  at  10  o'clock, 
we  shall  have  the  value  of  <y  (the  dip)  corresponding  to  the 
latter  intensity.  In  this  way,  the  change  observed  in  the 
horizontal  intensity  at  the  time  of  the  aurora,  gives  28'  48'' 
as  the  deviation  of  the  needle  in  the  plane  of  the  dip. 

The  aurora  which  appeared  in  connection  with  this  mag- 
netic disturbance,  was  probably  one  of  the  most  interesting 
ever  observed  in  this  country,  particularly  from  the  circum- 
stance of  the  actual  formation  of  a  coroiia,  which  was  seen 
in  several  parts  of  this  State.  My  friend  Prof.  Josliu,  of 
Union  College,  who  happened  to  be  in  New  York  at  the 
time,  has  furnished  me  with  the  following  account: 

"Tlie  aurora  borealis  of  19th  April,  as  it  appeared  in  the 
city  of  New  York  at  9  p.  m.,  was  peculiarly  interesting,  on 
ac<;ount  of  the  meeting  of  the  luminous  columns  in  the  mag- 
netic meridian,  at  the  point  in  the  direction  of  the  dipping 
needle  towards  which  they  usually  tend.  The  luminous 
matter  occupied  the  whole  northern  half  of  the  visible  ce- 
lestial hemispher,e,  and  was  very  much  condensed  near 
the  point  of  convergence.  Some  of  the  eastern  coruscations 
were  at  times  transiently  curved,  as  though  their  middle 
parts  (as  was  probably  the  case)  were  driven  eastward  by  the 
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impulse  of  the  westerly  breeze  which  was  blowing  at  the 
time.  A  luminous  band  was  at  one  time  extended  across 
the  heavens,  at  right  angles  to  the  meridian,  and  30°  south 
of  the  zenith.  This  had  at  times  an  oscillatory  motion 
in  a -north  and  south  direction.  It  passed  near  the  moon, 
around  which  was  one  of  the  large  halos.  The  sky  had  been 
previously  clear.  The  converging  rays  appeared  to  meet  at 
the  star  d  Leon  is." 

By  computing  the  position  of  d  Leonis  for  9  o'clock  on 
the  evening  of  the  19th,  its  altitude  was  found  to  be  70°  25', 
and  its  azimuth  11°  2T  east.  A  small  error  in  time  how- 
ever would  make  a  great  difference  in  the  azimuth.  The 
dip  of  the  needle  at  New  York  is  73°,  and  the  variation 
probably  between  4°  and  5°,  as  it  is  6f  °  at  Albany. 

The  aurora  was  also  seen  by  Dr.  William  Campbell,  at 
Cherry  Valley.  He  describes  it  as  very  brilliant,  and  as- 
suming a  variety  of  forms;  at  one  time  appearing  as  a  stu- 
pendous arch,  crossing  the  heavens  from  east  to  west ;  at 
another,  radiating  from  a  point  south  of  the  zenith.  The 
Rev.  Mr.  Thumrael,  of  the  Hartwick  Seminary,  at  his  resi- 
dence in  Otsego  county,  likewise  observed  the  same  aurora. 
He  describes  il  as  radiating  in  every  direction  from  a  nu- 
cleus near  the  zenith,  which  appeared  clear  and  compact  for 
some  time,  when  it  began  to  move,  and  darted  forth  rays  in 
every  direction  like  crystals. 

March  G,  1832. 

Since  the  foregoing  was  communicated  to  the  Institute, 
several  particulars  have  been  learned  in  reference  to  the  sub- 
ject, which,  on  some  accounts,  are  deemed  interesting.  The 
Annual  Meteorological  Reports  of  the  different  Academies 
in  the  State  of  New  York,  to  the  Regents  of  the  University, 
have  been  received;  and  from  them  it  appears  that  the  au- 
rora of  the  19th  of  April  was  visible  over  the  whole  extent 
of  the  State,  and  probably  considerably  west  of  it.  It  is 
described  as  being  very  brilliant  at  Lewiston  on  the  Niagara 
river,  extending  high,  and  farther  to  the  sout.h  than  any  be- 
fore observed.    In  the  eastern  part  of  the  State,  it  was  seen 

at  most  of  the  Academies  along  the  Hudson,  and  at  Eras- 
5 
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mus  Hall,  on  Long  Island.  It  also  appeared  brilliant  at 
Potsdam  in  St.  Lawrence  county,  the  most  northern  Acad- 
emy in  the  State.  It  was  probably  not  seen  very  extensively 
in  the  States  east  of  New  York,  as  I  am  informed  the  weather 
in  the  eastern  part  of  New  England  was  cloudy  at  the  time, 
accompanied  with  rain.  The  aurora  is  described  as  shoot- 
ing up  to  the  zenith  at  North  Salem ;  and  at  Middlebury  as 
consisting  of  coruscations  in  almost  every  part  of  the  visi- 
ble heavens.  At  Fairfield,  it  illuminated  nearly  the  whole 
heavens;  a  number  of  bows,  commencing  in  the  northwest, 
passed  south  of  the  /.cnith,  and  terminated  in  the  northeast. 
An  interesting  account  is  given  of  its  appearance  at  Utica, 
where  it  is  described  as  rising  at  one  time  in  streams  of 
light,  of  purple,  yellow,  green,  and  other  colors,  and  exhib- 
iting a  rapid  horizontal  motion,  passing  and  repassing  like 
a  company  of  dancers.  The  actual  intersection  of  tbc  beams 
so  as  to  form  the  appearance  called  the  corona^  is  mentioned 
as  having  been  seen  in  the  city  of  New  York,  at  Hartwick, 
Cherry  Valley,  Hudson,  and  Prattsburg  in  Steuben  county. 
The  only  plausible  explanation  of  the  formation  of  the 
corona^  is  that  which  supposes  the  beams  of  the  aurora  to 
consif^t  of  cylindrical  portions  of  some  kind  of  matter,  which 
iKTonu's  luminous  as  it  passes  into  the  higher  regions  of  the 
iitiii()s|)h(»r(S  and  that  the  cylindrical  beams  shoot  up  from 
mniiy  poinls  of  lh(^  (Mirth's  surface,  nearly  parallel  to  each 
mMht,  niicl  ill  \\n\  dinu-lion  of  tho  dipping  needle.  Being  at 
dlM't'nMH  ihrtlmici'N  from  tht>  ohsrrviM*,  thoy  ai)pear  of  dillbr- 
««iil  i'hiVMlioii«;  autl  Honh^tinuv'^,  whiii  seeming  to  overlap 
««iM  li  olhi»r,  lhi\v  form  cumtiiuuMl  ntn^aks  of  light  in  every 
\\\\\\  of  (hn  virtihln  hiwivt^iiH.  Th(^  corona,  according  to  this 
liy|ioHM<t3iw,  irt  \\\i\  |MU*h|H»t'tivo  projection  on  the  sky,  of  the 
httiHiit^  which  arn  shooting  up  at  tho  same  instant  on  all 
hjilr.i  of  Ihc  ohhcrvnr,  autl  which,  being  all  parallel  to  the 
ilippiii^  nncdlc,  appiuir  to  converge  as  it  were  to  a  vanishing 
point,  hituuled,  ill  tho  State  of  New  York,  about  15°  south 
of  \\\is  /.ciiith.  If  this  liypotliesis  be  correct,  (and  it  seems 
u  strict  geometrical  deduction  from  actual  appearances,)  it 
would  follow  that  on   tho  evening  of  the  19th  of  April, 
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beams  of  auroral  matter,  were  shooting  up  from  every  part 
of  the  surface  of  the  State  of  New  York. 

But  the  most  interesting  circumstance  in  reference  to  this 
aurora,  is  that  which  I  have  learned  from  the  December  num- 
ber of  the  Journal  of  the  Royal  Institution  of  Greai  Britain^ 
viz.,  the  fact  of  a  disturbance  of  terrestrial  magnetism  being 
observed  by  Mr.  Christie  in  England,  on  the  same  evening, 
and  at  nearly  the  same  time  the  disturbance  was  witnessed 
in  Albany,  and  that  too  in  connection  with  the  appearance 
of  an  aurora. 

Mr.  Christie  had  adjusted  a  magnetic  needle  for  the  ex- 
press purpose  of  observing  the  effect  when  an  aurora  should 
appear,  but  was  not  so  fortunate  as  to  be  able  to  make  any 
observations  with  it  until  the  evening  of  the  19th  of  April. 
His  apparatus  consisted  of  a  light  needle  six  inches  long, 
suspended  within  a  compass  box  by  a  fine  brass  wire  ^^  of 
an  inch  in  diameter,  and  twenty-three  inches  long.  The 
needle  was  deflected  from  the  magnetic  meridian  by  the  re- 
pulsive action  of  two  bar  magnets  placed  on  opposite  sides 
of  it;  so  that  instead  of  pointing  to  the  magnetic  north,  it 
settled  in  the  direction  of  N.  37°  W.  As  the  needle  assumed 
tliis  position  in  consequence  of  the  attractive  force  of  the 
earth,  and  the  repulsive  force  of  the  magnets,  a  deviation 
from  the  north  towards  the  west  would  indicate  a  diminu- 
tion of  the  terrestrial  horizontal  intensity,  and  a  deviation 
towards  the  north  an  increase  in  that  intensity,  the  intensity 
of  the  magnets  remaining  the  same.  At  10  o'clock  p.  m. 
on  the  evening  of  the  19th,  during  the  appearance  of  the 
aurora,  Mr.  Christie  found  the  needle  vibrating  between  N. 
43°  40'  W.  and  N.  42°  40'  W.  At  lOh.  15m.  its  direction 
was  N.  34°  W.  It  continued  to  approach  the  north  until 
lOh.  37im.  when  it  pointed  N.  33°  30'  W.  It  again  receded 
from  the  pole,  and  at  lOh.  40m.  vibrated  between  N.  37°  W. 
and  N.  36°  W.  The  next  morning  at  7h.  20m.  the  needle 
pointed  N.  40°  W.  From  this  brief  abstract  of  Mr.  Christie's 
observations,  it  will  bo  seen  that  the  horizontal  intensity  was 
less  than  usual  at  10  o'clock;  that  it  increased  until  lOh. 
37Jm.  when  it  was  greater  than  in  its  undisturbed  state; 
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and  that  it  again  decreased,  and  was  less  than  usual  the  next 
morning  at  7h.  20m. 

By  adding  five  hours  to  the  time  of  the  observations  made 
at  Albany,  we  shall  have  nearly  the  corresponding  time  at 
Mr.  Christie's  residence  in  Woolwich.  These  times  being 
6h.  and  lOh.  p.  m.  will  therefore  correspond  with  llh.  p.  m. 
and  3h.  a.  m.  of  time  at  Woolwich.  From  this  it  appears 
that  the  observations  at  Albany  were  made  at  a  period  of 
absolute  time  between  the  last  observation  of  Mr.  Christie 
on  the  evening  of  the  19th,  and  the  morning  of  the  20th. 
The  only  interesting  result  however  which  apparently  can 
be  drawn  from  a  comparison  of  the  observations,  is  that  at 
both  places  there  was  a  disturbance  of  terrestrial  intensity 
at  the  same  time;  the  intensity  rising  above  and  sinking 
below  its  usual  state  at  each,  although  these  changes  did  not 
occur  in  the  same  order  at  both  places. 

I  am  not  aware  that  a  simultaneous  disturbance  of  terres- 
trial magnetism,  in  connexion  with  an  aurora,  has  ever  be- 
fore been  noted  at  two  places  so  distant  from  each  other. 
Nor  do  I  think  tlie  co-incidence  in  this  case  in  the  least  de- 
gree accidental.  On  tlie  contrary,  it  appears  to  me  highly 
probable  that  the  disturbing  cause  was  not  only  common  to 
both  places,  but  was  also  active  at  the  same  time  in  a  great 
portion  of  the  northern  part  of  the  globe.  A  brilliant  au- 
rora is  by  no  means  a  local  phenomenon.  That  of  the  28th 
of  August,  1827,  was  visible  over  nearly  the  whole  of  the 
northern  States,  in  Canada,  and  also  from  some  part  of  the 
Atlantic  ocean.  But  what  places  the  extensive  and  simul- 
taneous appearance  of  the  aurora  in  a  more  striking  point 
of  view  than  any  in  which  it  perhaps  was  ever  before  ex- 
hibited, is  the  comparison  of  the  notices  of  the  aurora  given 
under  the  monthly  meteorological  reports  in  the  Annals  of 
Philosophy  for  1830  and  1831,  and  the  Reports  of  the  Re- 
gents of  the  University  of  the  State  of  New  York  for  the 
same  period.  By  inspecting  these  two  publications,  it  will 
be  seen  that  from  April  1830  to  April  1831  inclusive,  the 
aurora  borealis  was  remarkably  frequent  and  brilliant,  both 
in  Europe  and  in  this  country;  and  that  most  of  the  auroras 
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described  in  the  Annals  for  this  time,  particularly  the  brilliant 
ones,  were  seen  on  the  same  evening  in  England  and  in  the  State 
of  New  York 

The  particular  days  on  which  the  aurora  appeared  in 
England,  are  not  mentioned  in  the  Annals,  except  when 
the  aurora  is  considered  on  some  accounts  interesting.  By 
comparing  those  which  are  thus  noticed  with  the  Regents' 
Reports,  the  following  results  are  obtained: 

The  first  aurora  mentioned  in  the  Annals  for  1830,  occur- 
red on  the  19th  of  April.  A  particular  description  is  given 
of  its  appearance  in  England,  and  also  a  notice  of  its  being 
seen  in  Scotland.  In  the  State  of  New  York,  a  brilliant  au- 
rora was  extensively  seen  on  the  same  evening.  Accounts 
are  given  of  it  from  Auburn,  Cambridge,  Canajoharie,  Ca- 
youga,  Franklin,  Hudson,  Lansingburgh,  Lowville,  Oxford, 
^Pompey,  Rochester,  Union,  Cazenovia,  and  Utica. 

The  second  aurora  noticed  in  the  Annals,  is  that  of  the 
20th  of  August.  An  aurora  was  also  seen  in  the  State  of 
New  York,  at  Lowville,  Pompey,  Cazenovia,  and  is  partic- 
ularly described  as  presenting  an  unusual  appearance  at 
Utic^. 

The  next  aurora  which  appeared  worthy  of  a  particular 
notice  in  the  Annals,  happened  on  the  7th  of  September; 
and  the  same  evening  an  aurora  was  seen  at  Lewiston  in 
Niagara  county.  On  the  17th  of  the  same  month  an  au- 
rora was  also  observed  in  England,  and  the  same  time  at 
Pompey,  St.  Lawrence  and  Utica. 

Under  the  report  of  the  meteorology  for  the  month  of 
October,  in  the  Annals,  two  auroras  are  described  as  appear- 
ing, one  on  the  evening  of  the  5th,  and  the  other  on  that  of 
the  16th.  These  were  both  seen  in  the  State  of  New  York, 
the  first  at  Utica,  and  the  second  at  Lowville. 

Two  auroras  are  particularly  mentioned  as  appearing  in 
England  in  November;  but  no  corresponding  ones  are  no- 
ticed in  the  Report  of  the  Regents,  as  having  been  seen  in 
the  State  of  New- York. 

In  the  meteorological  reports  for  the  month  of  December, 
in  the  Annals,  there  are  five  auroras  mentioned.    The  most 
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interesting  of  these  happened  on  the  11th,  and  exhibited 
peculiar  appearances.  At  one  time,  from  a  segment  of  the 
liorizon  of  70  degrees  in  extent,  there  emanated  several 
flame-colored  perpendicular  columns,  some  of  which  were 
2  degrees  wide  and  30  in  altitude:  these  were  succeeded  by 
others,  which  ultimately  exhibited  red  and  purple  tints. 
Many  persons  in  England  saw  the  aurora,  and  described  it 
as  exhibiting  an  awful  appearance  from  a  mixture  of  the 
colors.  The  most  brilliant  aurora  which  appeared  in  the 
State  of  New  York  during  1830,  happened  on  the  same  even- 
ing. At  Albany,  it  extended  nearly  90  degrees  around  the 
northern  horizon ;  and  at  one  time,  a  row  of  bright  columns 
rose  from  an  arch,  and  extended  uj) wards,  some  of  them 
nearly  to  the  north  star.  The  columns  from  the  western 
limb  of  the  arch  were  slightly  tinged  with  redness;  all  the 
others  were  white.  At  Lowville,  flashes -of  light  are  de- 
scribed as  arising  from  the  north  to  the  zenith,  and  thence 
descending  half-way  to  the  southern  horjzon.  It  was  bril- 
liant at  Auburn,  Dutchess,  Erasmus  Hall,  Lansingburgh, 
Hartwick,  Lewiston,  North  Salem,  Plattsburgh,  Rochester, 
St.  Lawrence,  Union,  and  Utica.  An  aurora  also  appeared 
on  the  r2th  of  the  same  month,  and  a  brilliant  one  was  like- 
w^ise  seen  in  the  State  of  New  York,  at  Auburn,  Dutchess, 
Franklin,  Frcdonia,  Ithaca,  Lansingburgh,  Lewiston,  Mid- 
dlebury,  North-Salem,  Plattsburgh,  Pompey,  St.  Lawrence, 
Utica.  Faint  auroras  are  also  mentioned  as  appearing  in 
England  on  the  13th  and  14th,  and  another  on  the  evening 
of  the  25th  ;  but  no  corresponding  ones  are  described  in  the 
Regents^  Report. 

In  1831,  the  first  aurora  described  in  the  Annals  is  that  of 
the  7th  of  January;  "and  of  all  the  auroroe  boreales,"  says 
the  author,  "  that  have  been  observed  here  (in  England)  the 
last  twenty  years,  (some  say  forty,)  this  was  the  most  exten- 
sive, the  most  beautiful  in  colors,  and  the  most  interesting 
on  account  of  the  singular  phenomena  which  it  displayed, 
in  the  number  of  distinct  luminous  bows  which  were  pre- 
sented in  the  course  of  the  night."  Several  communications 
are  given  on  the  subject  of  this  aurora,  in  the  Annals  of  Phi- 
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losophy,  and  the  Jourrml  of  the  Royal  Institution,  It  was 
seen  at  Paris,  and  at  Brussels.  A  particular  description  is 
given  of  its  appearance  in  Utrecht,  by  Prof.  Moll.  On  in- 
specting the  Reports  for  1831, 1  find  that  an  aurora  was  seen 
in  the  State  of  New- York,  at  places  in  the  extreme  east  and 
west  part  of  the  State — at  North-Saleni  on  the  east  side  of 
the  Hudson  river,  and  Fredonia  near  Lake  Erie;  and  inter- 
mediate to  these  places,  at  Utica,  and  Pompey.  The  Annals 
also  mention  that  faint  auroras  were  seen  on  the  evening 
preceding  and  following,  and  also  an  aurora  on  the  11th. 
An  aurora  was  noticed  at  several  places  in  New  York  on  the 
evening  of  the  Gth,  but  none  on  that  of  the  8th  or  11th. 

No  auroras  are  mentioned  in  the  Annals  under  the  mete- 
orology for  February,  but  three  are  noticed  for  March;  the 
first,  an  interesting  one,  appeared  on  the  7th ;  the  second,  on 
the  8th;  and  the  third,  a  bright  one,  on  the  11th.  By  refer- 
ring to  the  Reports  of  the  Regents,  it  will  be  seen  that  au- 
roras were  observed  on  the  same  evening  in  several  places 
in  the  State  of  New  York. 

The  next  aurora  mentioned  in  the  Annxils  is  that  of  the 
19th  of  April,  which  has  been  the  principal  subject  of  this 
paper.  An  interesting  account  is  given  of  its  appearance  in 
England,  which  states  that  at  one  time  there  was  a  grand 
display  of  about  ten  long  active  streamers  along  an  arch  of 
the  aurora,  several  of  which  ascended  to  an  altitude  of  sixty 
degrees;  and  when  most  active,  many  passed  beyond  the 
zenith,  exhibiting  at  the  same  time  several  prismatic  colors. 
At  10  o'clock,  the  arch  of  the  aurora  extended  150  degrees. 
The  extensive  appearance  of  this  aurora  in  the  State  of  New 
York,  and  the  magnetic  disturbance  accompanying  it,  have 
already  been  sufficiently  described. 

The  above  co-incidences  appear  too  numerous  to  admit  the 
supposition  that  they  are  merely  accidental,  particularly 
when  it  is  recollected  that  there  are  many  causes  to  prevent 
the  co-temporaneous  appearance  of  an  aurora  being  recorded 
at  two  distant  places,  although  it  exists  at  both.  While  it  is 
observed  at  one  place,  it  may  be  obscured  by  clouds,  or  may 
escape  the  notice  of  the  meteorological  observer,  at  the  other. 
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Besides  this,  the  co-incidences  occurred  on  the  evenings  when 
the  aurora  was  most  brilHant,  and  consequently  when  its 
action  might  be  supposed  most  extensive.  These  simulta- 
neous appearances  of  the  meteor  in  Europe  and  America 
would  therefore  seem  to  warrant  the  conclusion,  that  tlie 
aurora  borealis  cannot  be  classed  among  the  ordinary  local 
meteorological  phenomena,  but  that  it  must  be  referred  io 
some  cause  connected  with  the  general  physical  principles 
of  the  globe;  and  that  the  more  energetic  actions  of  this 
cause,  wjiatever  it  may  be,  affects  simultaneously  a  great 
portion  of  the  northern  hemisphere. 
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ON    THE    PRODUCTION   OP    CURRENTS    AND   SPARKS   OF    ELEC- 
TRICITY  FROM    MAGNETISM. 

(Silliman's  American  Journal  of  Science,  July,  1832 ;  vol.  xxii,  pp.  403-408.) 

Although  the  discoveries  of  Oersted,  Arago,  Faraday,  and 
others,  have  placed  the  intimate  connection  of  electricity  and 
magnetism  in  a  most  striking  point  of  view,  and  although 
the  theory  of  Ampere  has  referred  all  the  phenomena  of  both 
these  departments  of  science  to  the  same  general  laws,  yet 
until  lately  one  thing  remained  to  be  proved  by  experiment, 
in  order- more  fully  to  establish  their  identitj';  namely,  the 
possibility  of  producing  electrical  effects  from  magnetism. 
It  is  well  known  that  surprising  magnetic  results  can  readily 
be  obtained  from  electricity,  and  at  first  sight  it  might  be 
supposed  that  electrical  effects  could  with  equal  facility  be 
produced  from  rpagnetism;  but  such  has  not  been  found  to 
be  the  case,  for  although  the  experiment  has  often  been  at- 
tempted, it  has  nearly  as  often  failed. 

It  early  occurred  to  me,  that  if  galvanic  magnets  on  my 
plan  were  substituted  for  ordinary  magnets,  in  researches 
of  this  kind,  more  success  might  be  expected.  Besides  their 
great  pow.cr,  these  magnets  possess  other  properties,  which 
render  them  important  instrumeiits  in  the  hands  of  the  ex- 
perimenter; their  polarity  can  be  instantaneously  reversed, 
and  their  magnetism  suddenly  destroyed  or  called  into  full 
action,  according  as  the  occasion  may  require.  With  this 
view,  I  commenced,  last  August,  the  construction  of  a  much 
larger  galvanic  magnet  than,  to  mj'^  knowledge,  had  before 
been  attempted,  and  also  made  preparations  for  a  series  of 
experiments  with  it  on  a  large  scale,  in  reference  to  the  pro- 
duction of  electricity  from  magnetism.  I  was  however  at 
that  time  accidentally  interrupted  in  the  prosecution  of 
these  experiments,  and  have  not  been  able  since  to  resume 
them,  until  within  the  last  few  weeks,  and  then  on  a  much 
smaller  scale  than  was  at  first  intended.  In  the  mean  time, 
it  has  been  announced  in  the  117th  number  of  the  Library 
of  Useful  Knowledge,  that  the  result  so  much  sought  after 
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\mH  ut  lenglh  boon  ftnind  by  Mr.  KunuUy  of  the  Royal  lu- 
fctitutiiiu.  It  Hiattv*  that  ho  has  t>staMishcvi  the  p>noral  fact, 
that  whuu  a  pitvo  of  luolal  is  luowxl  in  axw  dirtxniou,  in 
front  of  a  nm^notio  jH>K\oKvtnoalourronti5ar^uloveloped  in 
thi»  njolal,  Nvhioli  |><^s?*  in  a  lUwvtivMx  at  ri^;rht  anjrlos  to  its  own 
niolicui,  anil  alno  that  tho  ai^plioation  of  this  principle  affords 
II  iM)niph»to  and  s^Uistactorv  explanation  of  tho  phenomena 
of  niaf^nolio  in^tation.  No  detail  is  iiivon  of  tho  oxjx^riments, 
and  it  in  noniowhat  surprising-  that  iwnlt^^ s\>  interestinir,  and 
wliioh  oorlainlv  form  a  now  om  in  tho  historv  of  olectricitv 
and  magno(isui»  shonKl  not  have  Invn  n\v^n^  fnlly  described 
hi»f(»ro  tills  (inio  in  mmuo  of  tl\o  Knglish  pnblications;  the 
only  nuMdion  1  havo  found  of  tluin  is  tho  folKuving  short 
aecomd.  from  tho  Animh  of  litihKn»phif  for  April,  nndor  the 
hoa<l  of  ProoiuMlin^s  of  tho  Uoyal  Institution: 

"  Fel).  17. — Mr.  Faraday  |i»aYo  an  aovH>unt  of  iho  first  two 
parts  of  his  rt\si»arclios  in  olootrioity  ;  nanioh\  Voha^oKvtric 
iniluctioii  and  luaj^neto-eKvtrio  induotion.  If  two  wiivs,  .1 
and  //,  lu^  phioed  sido  hy  sido,  hut  not  in  contact,  and  a  Vol- 
tail!  curri^nt  ho  passinl  through  A,  thoro  is  instantly  a  cur- 
runt  produced  by  induction  in  />,  in  the  opposite  diivction. 
AltlHUigh  tho  principal  current  in  J  be  CiuninuoiL  still  tho 
Bucoudury  current  in  />  is  not  found  to  accouipany  it,  for  it 
ccaseri  after  tlu^  iu'st  luouieut,  but  when  the  principal  cur- 
rent in  Htopped  then  tlu^'o  is  a  second  ?urrent  produced  in 
//,  in  till?  opposite  direction  to  that  of  the  lii^st  produced  by 
tlicj  inductive  action,  or  in  tho  same  direction  as  that  of  the 
principal  current. 

**  If  n  vvirci,  connected  at  both  extremities  with  a  galvanom- 
eter, he  (!()ili:d  in  the  form  of  a  helix  around  a  magnet,  no 
eiirrent  of  eJee-tritUty  takes  place  in  it.  This  is  an  experi- 
nnuit  whiiJi  Una  been  made  by  various  i)ersoiis  hundreds  of 
tiuM'S,  in  (hi!  hope  of  evolving  electricity  from  magnetism, 
uihI  MS  in  tilhi.r  cases  in  which  the  wishes  of  the  cxperi- 
nuhlcr  Miel  llin  facts  arti  opposed  to  each  other,  has  given 
rirtc  to  very  inullii'ling  conclusions.  Hut  if  tho  magnet  bo 
vvillulrawn  IVom  iU*  inlr(Mlucuil  into  such  a  helix,  a  current 
of  i:|i!ch  ji'.jly  iri  pi'uibic.eil  whiht  the  iiia</iU't  in  inviotionyand  is 
rciujcnul  cv  i(|i  III  hy  I  In*  ili^lleetion  of  the  galvanometer.  If  a 
siiijilc.  uiin  lie  pJishi5i|  hy  a  magnetic  |)ole,  a  current  of  elcctri- 
i'\\\  In  iinliiii-il  llirough  il  which  can  be  rendered  sensible."* 


I  riiil    Mmk  i  «ii«l  AihimU  nl'  Phihi«np)i>' ;  April,  18;12:  vol.  xr,  p.  300.] 
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Before  having  any  knowledge  of  the  method  given  in  the 
above  account,  I  had  succeeded  in  producing  electrical  effects 
in  the  following  manner,  which  differs  from  that  employed 
by  Mr.  Faraday,  and  which  appears  to  me  to  develop  some 
new  and  interesting  facts.  A  piece  of  copper  wire,  about 
thirty  feet  long  and  covered  with  elastic  varnish,  was  closely 
coiled  around  the  middle  of  the  soft  iron  armature  of  the 
galvanic  magnet,  described  in  vol.  xix  of  the  American 
Journal  of  Sden^x,  and  which,  when  excited,  will  readily 
sustain  between  six  hundred  and  seven  hundred  pounds. 
The  wire  was  wound  upon  itself  so  as  to  occupy  only  about 
one  inch  of  the  length  of  the  armature  which  is  seven 
inches  in  all.  The  armature,  thus  furnished  with  the  wire, 
was  placed  in  its  proper  position  across  the  ends  of  the  gal- 
vanic magnet,  and  there  fastened  so  that  no  motion  could 
take  place.  The  two  projecting  ends  of  the  helix  were 
dipped  into  two  cups  of  mercury,  and  there  connected  with 
a  distant  galvanometer  by  means  of  two  copper  wires,  each 
about  forty  feet  long.  This  arrangement  being  completed, 
I  stationed  myself  near  the  galvanometer  and  directed  an 
assistant  at  a  given  word  to  immerse  suddenly,  in  a  vessel 
of  dilute  acid,  the  galvanic  battery  attached  to  the  magnet. 
At  the  instant  of  immersion,  the  north  end  of  the  needle 
was  deflected  30°  to  the  west,  indicating  a  current  of  elec- 
tricity from  the  helix  surrounding  the  armature.  The  ef- 
fect however  appeared  only  as  a  single  impulse,  for  the 
needle,  after  a  few  oscillations,  resumed  its  former  undis- 
turbed position  in  the  magnetic  meridian,  although  the  gal- 
vanic action  of  the  battery,  and  consequedtly  the  magnetic 
power  was  still  continued.  I  was  however  much  surprised 
to  see  the  needle  suddenly  deflected  from  a  state  of  rest  to 
about  20°  to  the  east,  or  in  a  contrary  direction  when  the 
battery  was  withdrawn  from  the  acid,  and  again  deflected 
to  the  west  when  it  was  re-immersed.  This  operation  was 
repeated  many  times  in  succession,  and  uniformly  with  the 
same  result,  the  armature  the  whole  time  remaining  im- 
movably attached  to  the  poles  of  the  magnet,  no  motion 
being  required  to  produce  the  effect,  as  it  appeared  to  take 
place  only  in  consequence  of  tlie  instantaneous  development 
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of  the  magnetic  action  in  one,  and  the  sudden  cessation  of 
it  in  the  other. 

This  experiment  illustrates  most  strikingly  the  reciprocal 
action  of  the  two  principles  of  electricitj''  and  magnetism,  if 
indeed  it  does  not  establish  their  absolute  identity.  In  the 
first  place,  magnetism  is  developed  in  the  soft  iron  of  the 
galvanic  magnet  by  the  action  of  the  currents  of  electricity 
from  the  battery,  and  secondly  the  armature,  rendered  mag- 
netic by  contact  with  the  poles  of  the  magnet,  induces  in  its 
turn  currents  of  electricity  in  the  helix  which  surrounds  it; 
we  have  thus  as  it  were  electricity  converted  into  magnetism 
and  this  magnetism  again  into  electricity. 

Another  fact  was  observed  which  is  somewhat  interesting 
inasmuch  as  it  serves  in  some  respects  to  generalize  the 
phenomena.  After  the  battery  had  been  withdrawn  from 
the  acid,  and  the  needle  of  the  galvanometer  suffered  to 
come  to  a  state  of  rest  after  the  resulting  deflection,  it  was 
again  deflected  in  the  same  direction  by  partially  detaching 
the  armature  from  the  poles  of  the  magnet  to  w^hich  it  con- 
tinued to  adhere  from  the  action  of  the  residual  magnetism, 
and  in  this  way,  a  series  of  deflections,  all  in  the  same  direc- 
tion, was  produced  by  merely  slipping  ofl*  the  armature  by 
degrees  until  the  contact  was  entirely  broken.  The  following 
extract  from  the  register  of  the  experiments  exhibits  the 
relative  deflections  observed  in  one  experiment  of  this  kind. 

At  the  instant  of  immersion  of  the  battery,  deflection  40®  west. 

"  "    emersion        "  "  '*  18®  east. 

Armature  partially  detached,  "  7®  east. 

Armature  entirely  detached,  "  12®  east. 

The  effect  was  reversed  in  another  experiment,  in  which 
the  needle  was  turned  to  the  west  in  a  series  of  deflections 
by  dipping  the  battery  but  a  small  distance  into  the  acid  at 
first  and  afterwards  immersing  it  by  degrees. 

From  the  foregoing  facts,  it  appears  that  a  current  of  elec- 
tricity is  produced,  for  an  instant,  in  a  helix  of  copper  wire 
surrounding  a  piece  of  soft  iron  whenever  magnetism  is  in- 
duced in  the  iron ;  and  a  current  in  an  opposite  direction 
when  the  magnetic  action  ceases;  also  that  an  instantaneous 
current  in  one  or  the  other  direction  accompanies  every 
change  in  the  magnetic  intensity  of  the  iron. 
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Since  reading  the  account  before  given  of  Mr.  Faraday's 
method  of  producing  electrical  currents  I  have  attempted 
to  combine  the  effects  of  motion  and  induction;  for  this 
purpose  a  rod  of  soft  iron  ten  inches  long  and  one  inch  and 
a  quarter  in  diameter,  was  attached  to  a  common  turning 
lathe,  and  surrounded  with  four  helices  of  copper  wire  in 
such  a  manner  that  it  could  be  suddenly  and  powerfully 
magnetized,  while  in  rapid  motion,  by  transmitting  gal- 
vanic currents  through  three  of  the  helices  ;  the  fourth  being 
connected  with  the  distant  galvanometer  was  intended  to 
transmit  the  current  of  induced  electricitv;  all  the  helices 
were  stationary  while  the  iron  rod  revolved  on  its  axis 
within  them.  From  a  number  of  trials  in  succession,  first 
with  the  rod  in  one  direction  then  in  the  opposite,  and  next 
in  a  state  of  rest,  it  was  concluded  that  no  perceptible  effect 
was  produced  on  the  intensity  of  the  magnetO'cledric  current 
by  a  rotary  motion  of  the  iron  combined  with  its  sudden 
magnetization. 

The  same  apparatus  however  furnished  the  means  of  meas- 
uring separately  the  relative  power  of  motion  and  induction 
in  producing  electrical  currents.  The  iron  rod  was  first 
magnetized  by  currents  through  the  helicas  attached  to  the 
battery  and  while  in  this  state  one  of  its  ends  was  quickly 
introduced  into  the  helix  connected  with  the  galvanometer; 
the  deflection  of  the  needle  in  this  case  was  seven  degrees. 
The  end  of  the  rod  was  next  introduced  into  the  same  helix 
while  in  its  natural  state  and  then  suddenly  magnetized; 
the  deflection  in  this  instance  amounted  to  thirty  degrees, 
showing  a  great  superiority  in  the  method  of  induction. 

The  next  attempt  was  to  increase  the  magneto  electric  eflect 
while  the  magnetic  power  remained  the  same,  and  in  this  I 
was  more  successful.  Two  iron  rods  six  inches  long  and 
one  inch  in  diameter,  were  each  surrounded  by  two  helices 
and  then  placed  perpendicularly  on  the  face  of  the  armature, 
and  between  it  and  the  poles  of  the  magnet,  so  that  each  rod 
formed  as  it  were  a  prolongation  of  the  poles,  and  to  these  the 
armature  adhered  when  the  magnet  was  excited.  With  this 
arrangement,  a  current  from  one  helix  produced  a  deflection 
of  thirty-seven  degrees;  from  two  helices  both  on  the  same 
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rod  fifty  two  degrees,  and  from  three  fifty  nine  degrees;  but 
when  four  helices  were  used,  the  deflection  was  only  fifty  five 
degrees,  and  when  to  these  were  added  the  helix  of  smaller 
wire  around  the  armature,  the  deflection  was  no  more  than 
thirty  degrees.  This  result  may  perhaps  have  been  some- 
what affected  by  the  want  of  proper  insulation  in  the  sev- 
eral spires  of  the  helices,  it  however  establishes  the  fact  that 
an  increase  in  the  electric  current  is  produced  by  using  at 
least  two  or  three  helices  instead  of  one.  The  same  princi- 
ple was  applied  to  another  arrangement  which  seems  to  af- 
ford the  maximum  of  electric  development  from  a  given 
magnetic  power;  in  place  of  the  two  pieces  of  iron  and  the 
armature  used  in  the  last  experiments,  the  poles  of  the  mag- 
net were  connected  by  a  single  rod  of  iron,  bent  into  the  form 
of  a  horse-shoe,  and  its  extremities  filed  perfectly  flat  so  as  to 
come  in  perfect  contact  with  the  faces  of  the  poles;  around 
the  middle  of  the  arch  of  this  horse-shoe,  two  strands  of  copper 
wire  were  tightly  coiled  one  over  the  other.  A  current  from 
one  of  these  helices  deflected  the  needle  one  hundred  degrees, 
and  when  both  were  used  the  needle  was  deflected  with  such 
force  as  to  make  a  complete  circuit.  But  the  most  surpris- 
ing effect  was  produced  w^hen  instead  of  passing  the  current 
through  the  long  wires  to  the  galvanometer,  the  opposite  ends 
of  the  helices  were  held  nearly  in  contact  with  each  other, 
and  the  magnet  suddenly  excited  ;  in  this  case  a  small  but 
vivid  spark  was  seen  to  pass  between  the  ends  of  the  wires 
and  this  effect  was  repeated  as  often  as  the  state  of  intensity 
of  the  magnet  was  changed. 

In  these  experiments  the  connection  of  the  battery  with 
the  \vires  from  the  magnet  was  not  formed  by  soldering,  but 
by  two  cups  of  mercury  w^hicli  permitted  the  galvanic  ac- 
tion on  the  magnet  to  be  instantaneously  suspended  and  the 
polarity  to  be  changed  and  rechanged  without  removing  the 
battery  from  the  acid  ;  a  succession  of  vivid  sparks  w^as  ob- 
tained by  rapidly  interrupting  and  forming  the  communi- 
cation by  means  of  one  of  these  cups ;  but  the  greatest  effect 
was  produced  when  the  magnetism  was  entirely  destroyed 
and  instantaneously  reproduced  by  a  change  of  polaritj^ 


1832]  WRITINGS   OF  JOSKPH   HENRY.  79 

It  appears  from  the  May  No.  of  the  Annals  of  Philosophy 
that  I  have  been  anticipated  in  tliis  experiment  of  drawing 
sparks  from  the  magnet  by  Mr.  James  D.  Forbes  of  Edin- 
burgh, who  obtained  a  spark  on  the  30th  of  March;  my 
experiments  being  made  during  tlie  hist  two  weeks  of  June. 
A  simple  notification  of  his  result  is  given,  without  any  ac- 
count of  the  experiment,  which  is  reserved  for  a  communi- 
cation to  the  Royal  Society  of  Edinburgh ;  my  result  is 
therefore  entirely  independent  of  his  and  was  undoubtedly 
obtained  by  a  different  process. 

Electrical  self-induction  in  a  long  helical  wire, 

I  have  made  several  other  experiments  in  relation  to  the 
same  subject,  but  which  more  important  duties  will  not  per- 
mit me  to  verify  in  time  for  this  paper.  I  may  however 
mention  one  fact  which  I  have  not  seen  noticed  in  any  work, 
and  which  appears  to  me  to  belong  to  the  same  class  of  phe- 
nomena as  those  before  described;  it  is  this:  when  a  small 
battery  is  moderately  excited  by  diluted  acid,  and  its  poles 
which  should  be  terminated  by  cups  of  mercury,  are  con- 
nected by  a  copper  wire  not  more  than  a  foot  in  length,  no 
spark  is  perceived  when  the  connection  is  either  formed  or 
broken ;  but  if  a  wire  thirty  or  forty  feet  long  be  used  in- 
stead of  the  short  wire,  though  no  spark  will  be  perceptible 
when  the  connection  is  made,  yet  when  it  is  broken  by  draw- 
ing one  end  of  the  wire  from  its  cup  of  mercury,  a  vivid 
spark  is  produced.  If  the  action  of  the  battery  be  very  in- 
tense, a  spark  will  bo  given  by  the  short  wire ;  in  this  case 
it  is  only  necessary  to  wait  a  few  minutes  until  the  action 
partially  subsides,  and  until  no  more  sparks  are  given  from 
the  short  wire;  if  the  long  wire  be  now  substituted  a  spark 
will  again  be  obtained.  The  effect  appears  somewhat  in- 
creased by  coiling  the  wire  into  a  helix;  it  seems  also  to  de- 
pend in  some  measure  on  the  length  and  thickness  of  the 
wire.  I  can  account  for  these  phenomena  only  by  suppos- 
ing the  long  wire  to  become  charged  with  electricity,  which 
by  its  re-action  on  itself  projects  a  spark  when  the  connec- 
tion is  broken. 
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CONTRIBUTIONS  TO  ELEOTRIOITr  AND  MAGNETISM.     No.  I. 

DESCRIPTION  OP  A  GALVANIC  BATTERY  FOR  PRODUCING  ELEC- 
TRICITY OF   DIFFERENT   INTENSITIES. 

(Transactions  American  Philosophical  Society,  n.  s.,  vol.  v,  pp.  217-222.)* 

Read  January  16M,  1835.t 

The  following  account  of  a  Galvanic  Battery,  constructed 
under  ray  direction  for  the  Physical  Department  of  the  Col- 
lege of  New  Jersey,  is  submitted  to  the  American  Philosoph- 
ical Society,  with  the  intention  of  referring  to  it  in  some 
communications  which  I  purpose  making  on  the  subject  of 
Electricity  and  Magnetism.  It  is  hoped  however  that  the 
arrangement  and  details  of  the  instrument,  in  themselves, 
will  be  found  to  possess  some  interest,  since  they  have  been 
adopted  in  most  cases  after  several  experiments  and  much 
personal  labor. 

The  apparatus  is  intended  to  exhibit  most  of  the  phe- 
nomena of  Galvanism  and  all  those  of  Electro-Magnetism, 
on  a  large  scale,  with  one  battery.  It  was  constructed  to  il- 
lustrate the  several  facts  of  these  branches  of  science  to  my 
class,  and  also  to  be  used  as  a  convenient  instrument  of  re- 
search in  all  canes  where  no  very  great  degree  of  intensity 
is  required. 

The  several  parts  of  this  battery  are  not  soldered  together 
forming  one  permanent  galvanic  arrangement,  but  are  only 
temporarily  connected  by  means  of  movable  conductors  and 
cups  of  mercury.  The  whole  is  constructed  with  reference 
to  the  principle  well  understood  of  producing  electricity 
of  greater  or  less  intensitj^,  by  a  change  in  the  method  of 
uniting  the  several  elements  with  each  other. 

The  apparatus  consists  of  eiglity-eight  elements  or  pairs, 
composed  of  plates  of  rolled  zinc  nearly  one  eighth  of  an 
inch  thick,  nine  inches  wide, and  twelve  inches  long,  inserted 
into  copper  cases  open  at  top  and  bottom.     Eleven  of  these 

*[Tho  titlc-piicfo  of  this  volmno  boars  date  1807.] 

t[Tho  date  given  in  the  "Transactions"  is  January  14.     This  appears 
from  tho  Minutes  to  be  u  typographic  error.] 
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eleiiieuls  are  su^)eo(l€d  U^ether  from  two  cross  piecc-s  of 
vood,  and  the  whole  number  is  Ihus  arranged  in  eight  sels, 
of  eleven  io  each.  These  are  supported  by  the  ends  of  tho 
cmss  pieces  in  a  strong  wooden  frame,  so  as  to  be  immersed 
iu  eight  sc[>«nite  troughs:  they  tlius  form  as  many  irjdqwnd- 
ent  batteries,  which  can  be  used  separately  or  together  as 
the  occasion  may  require,  Each  trough  is  diviilci]  into 
eleven  cells  by  woo<len  partitions  eoatcd  with  cement.  If  oiio 
of  theoells  be  charged  with  dilute  acid,  a  single  elcuieut 
may  be  excited  without  producing  action  in  any  other  part  of 
the  battery.  Each  set  or  battery  may  also  be  lifted  separately 
from  the  frame  by  its  cross  pieces,  without  disturbing  the 
other  parts  of  the  apparatus. 

The  dements  remain  stationary,  while  Hie  Iroughs  are 
raised  to  them  on  a  movable  platform  by  the  common  ap- 
plication of  a  wheel  and  pinion. 


liattety. 


The  general  arrangement  of  the  whole  may  be  seen  at 
once  by  a  reference  to  the  perspective  ilrawing,  fig.  1 :  a  a,  &c., 
represent  the  cross  pieces  resting  on  the  upper  part  of  the 
frame  of  the  machine;  c  c  is  the  movablo  platform. 

A  perspective  view  of  one  of  the  elemenia  on  a  larger 
scale  is  given  in  6g,  3.  a  a  are  two  cups  of  cast  copper,  with 
6 
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^    -       ,  a  broad  stem  on  the  bottom ;  one  soldered 

IH^k^^^  to  tbe  zinc  plate,  and  the  other  to  the  cop- 
^^^^^^B^M  P^^  ^^^-  "^^^  cavity  in  tliese  cups  is 
^^^^^^^^1  about  three  eighths  of  an  inch  wide, 
^^^^^^^^1  little  more  than  an  inch  long,  and  half 
^^^^^^^^1  un  inch  deep.  The  cups  being  well 
^^^^^^^^1  amalgamated  and  partially  filled  with  , 
^^^^^^^^1  mercury,  receive  the  ends  of  the  copper 
^^^^^^^B    conductors  which  unite  the  several  etc- 

FiG,  8.  ments. 

For  the  purpose  of  suspension,  a  slij)  of  copper,  b  b,  with  a 
hole  in  it,  is  soldered  to  each  upper  corner  of  the  copper 
case;  these  fit  loosely  into  a  mortice  or  narrow  groove  in  the 
cross  pieces,  and  are  secured  by  a  pin  of  copper  wire.  When 
the  pins  are  withdrawn,  a  single  element  may  be  removed 
from  any  pait  of  the  series,  without  disturbing  the  re- 
mainder. 

The  zinc  plalc  is  fastened  into  its  copper  case,  without 
touching,  by  a  piece  of  wood  at  each  corner  with  a  groove 
in  it  to  receive  the  edge  of  the  plate.  The  grooves  in  the 
two  lower  pieces  of  wood  terminate  at  about  a  quarter  of  an 
inch  from  the  lower  end,  and  thus  form  shoulders,  which 
prevent  the  plate  from  slipjiingdown  ;  while  the  wood  itself 
is  supported  by  a  flange,  formed  by  bending  in  the  lower 
edges  of  the  curner  of  the  case. 

TlicTO  are  two  jirincipal  sets  of  connectors;    the  first  i.s. 

■  formed  of  l)ars  of  ciist  copper  thirteen  inches  long,  an  inch 

wide,  and  about  an  eighth  of  an  inch  thick.     On  the  lower 

side  of  these  are  eleven  broad  projections,  which  fit  loosely 

Flu.  4. — Ilutiiogpiicuiis  CuiiDGctor. 

into  a  row  of  cups  on  the  jihites  of  zinc  or  copper.  Fig.  4 
represents  one  of  these  connectors  with  a  thimble  soldered 
on  the  upper  side  for  tiio  purpose  of  attaching  a  conductor, 
which  may  serve  as  a  pole. 
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There  are  two  of  these  for  each  of  the  eight  batteries,  and 
when  in  their  places,  one  unites  all  tlie  zinc,  and  the  other 
all  the  copper,  so  that  the  battery  becomes  a  "  calorimotor ''  of 
a  single  element  or  pair.  If  with  this  arrangement  tlie  sev- 
eral batteries  be  connected,  zinc  to  zinc  and  copper  to  cop- 
per, by  conductors  reaching  from  one  to  the  other,  the  whole 
apparatus  of  eighty-eight  elements  becomes  a  large  "  calori- 
motor" of  a  single  pair;  but  if  the  copper  of  the  first  be 
united  to  the  zinc  of  the  second,  and  so  on,  it  then  forms  a 
"calorimotor"  of  eight  elements,  and  by  a  simple  change 
may  be  reduced  to  one  of  four,  or  of  two  elements. 

The  other  set  of  connectors  consists  of  short  pieces  of  thick 
copper  plate,  the  ends  of  which  are  bent  down  at  right  angles, 
so  as  to  dip  into  the  cups  of  mercury  :  they  connect  the  cop- 
per of  one  element  with  the  zinc  of  the  next.  Ten  of  these, 
intended  to  unite  the  elements  of  one  battery,  are  shown  in 


Fig.  5. — Alternato  or  Serial  Connector. 

fig.  5.  They  are  attached  crosswise  to  a  slij)  of  harness  leather, 
which,  by  its  pliability,  permits  them  to  fit  loosely  into  the 
cups,  while  it  enables  the  whole  set  to  bo  removed  as  one 
piece.  When  these  connectors  are  in  their  places,  and  the 
several  batteries  united,  the  copper  pole  of  the  one,  with  the 
zinc  pole  of  another,  and  so  on,  the  whole  series  forms  a 
"  deflagrator  "  of  eighty-eight  elements. 

The  different  arrangements  of  the  several  connectors  will 
be  readily  understood  by  a  reference  to  the  plan  drawing, 
fig.  2,  which  exhibits  one-half  of  the  whole  apparatus  ar- 
ranged as  a  "  deflagrator  "  of  forty-four  elements,  and  the  other 
half  as  a  **  calorimotor"  of  four  pairs.  By  closely  inspecting 
the  drawing,  it  will  be  seen  that  the  connexion  in  the  upper 
half  of  the  figure  is  from  the  copper  of  the  first  element 
to  the  zinc  of  the  next,  and  so  on  through  the  entire  series 
of  forty-four  elements.  In  the  lower  half  the  union  of  cop- 
per and  zinc  takes  place  only  between  the  poles  of  the  dif- 
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fcrent  batteries;  the  several  elements  of  which  are  united  so 
as  to  act  as  one  plate  nf  cnpfn-r  ninl  one  of  ziuc.    The  fouc 


13  therefore  will  act  together  as  a  "calorimotor"  of  four 
cleioeuta.  The  arrangement,  as  given  in  the  drawing,  is  in- 
teuded  to  illustrate  by  one  figure  the  two  sets  of  connectors; 
but  such  an  arrangement 'becomos  interesting  in  practice  in 
determining  the  effect  of  the  conjoined  actions  of  batteries 
producing  electricity  of  different  intensities. 

The  circuit  of  the  connections  as  given  in  the  figure  is 
complete  except  at  a  6 ;  the  two  plates  at  this  point  form  the 
]K)le3  of  the  battery.  A  set  of  poles  however  may  be  formed 
at  any  other  point  of  the  circuit,  by  making  an  interruption 
at  thiit  place.  In  the  same  way  two  or  more  sots  may  be 
formed.  It  furnishes  an  interesting  and  instructive  experi- 
ment to  place  a  pnir  of  large  decomposing  plates  at  a  6  aud 
another  ate  d.  When  onlyono  of  tliosc  is  plunged  intoa  saline 
solution,  the  circuit  being  interrupteil  at  the  other  pair,  no 
eifect  is  produced;  but  as  soon  as  this  other  is  plunged  into 
11  similar  solution,  a  cojnous  decomposition  simultaneously 
takes  place  at  both.  Also  the  co-temporaneous  action  in 
each  element  of  the  battery  is  pleasingly  shown  by  placing 
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at  the  same  time  several  large  magnetic  needles  on  the  dif- 
ferent parts  of  the  apparatus.  These  instantly  change  their 
direction  when  the  second  pair  of  decomposing  plates  touch 
the  solution. 

At  first  sight  it  might  be  supposed  that  there  would  be 
some  difficulty  in  entering  the  several  plates  into  their  re- 
spective cells,  but  this  is  obviated  by  the  j)recise  movement 
of  the  platform  on  which  the  troughs  stand.  Its  horizontal 
position  is  adjusted  by  four  screws  (c  c  fig.  1),  and  its  corners 
slide  in  grooves  in  the  upriglit  posts  of  the  large  frame.  Be- 
sides this,  when  the  phites  are  once  entered,  they  are  not  re- 
quired to  be  entirely  withdrawn  from  tlie  cells  until  the  end 
of  the  series  of  experiments;  since  the  acid  descends  as  the 
plates  are  withdrawn,  and  finally  fills  but  little  more  than 
three-fourths  of  the  capacity  of  the  cells.  When  a  plate  ac- 
cidentally catches  on  the  side  of  the  cell,  the  battery  to 
which  it  belongs  is  gently  raised  in  its  place  and  the  plate 
adjusted. 

This  apparatus  readily  furnishes  the  means  of  making 
comparative  experiments  on  the  difference  produced  by  par- 
tial and  perfect  insulation.  When  no  higher  degree  of 
intensity  is  required  than  that  afforded  by  eight  pairs  of 
plates,  perfect  insulation  is  obtained  by  the  eight  separate 
troughs.  In  higher  degrees  of  intensity  the  partitions  in  the 
troughs  furnish  the  means  of  perfectly  insulating  forty-eight 
of  the  elements:  this  is  effected  by  simply  charging  with 
acid  every  other  cell  in  each  of  the  troughs,  and  connecting 
the  corresponding  element  by  conductors,  which  pass  over 
the  intermediate  elements  without  touching  them  :  with  this 
arrangement  we  have  six  cells  in  each  trough  separated  from 
one  another  by  a  cell  without  acid,  or  in  effect  by  a  stratum 
of  air.  For  comparison  with  these  a  set  of  troughs  has  been 
constructed  without  partitions. 

The  want  of  perfect  insulation  is  not  very  perceptible  in  the 
common  experinientsof  the  deflagration  of  large  and  perfect 
conductors ;  but  where  the  decomposition  of  a  liquid  is  at- 
tempted, or  the  battery  required  to  act  on  a  small  or  imper- 
fect conductor,  the  loss  of  power  is  very  great,  the  apparatus 
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partially  discharging  itself  through  its  own  liquid,  and  the 
intensity  at  the  poles  does  not  increase  with  a  short  interrup- 
tion of  the  current. 

There  is  also  considerable  loss  on  account  of  imperfect  in- 
sulation even  in  the  case  of  low  intensity,  and  when  the  poles 
are  connected  by  a  perfect  conductor.  In  one  experiment 
with  an  arrangement  of  five  pairs,  and  the  poles  united  by 
a  conductor  composed  of  thirty  strands  of  copper  bell-wire, 
each  forty  feet  long,  the  loss  was  found  to  be  at  least  one- 
seventh,  as  measured  by  the  quantity  of  zinc  surface  re- 
quired to  be  immersed  in  order  to  produce  the  same  mag- 
netic effect.  I  would  infer  from  this  that  the  most  perfect 
of  all  Dr.  Harems  ingenious  galvanic  arrangements  is  that  in 
which  the  elements  dip  into  separate  glass  vessels,  as  this 
combines  perfect  insulation  with  the  power  of  instantaneous 
immersion. 

A  variety  of  experiments  have  been  made  during  the  past 
year  w-ith  this  instrument  on  several  points  of  Galvanism 
and  Electro-magnetism,  which  will  be  communicated  to  the 
Society  as  soon  as  m}'^  engagements  will  permit  me  to  repeat 
and  arrange  them  for  publicatiop 
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FACTS  IN  REFERENCE  TO  THE  SPARK,  ETC.,  FROM  A  LONG  CON- 
DUCTOR UNITING  THE  POLES  OF  A  GALVANIC  BATTERY.* 

(Journal  of  the  Franklin  Institute,  Mareh,  183'),  vol.  xv,  pp.  1G9,  170.) 

Extract  from  the  proceeAii  tigs  of  ihe  stated  jneet'mg  of  the  American  Philo- 
sophical Society^  January  16,  1836.t 

The  following  facts  in  reference  to  the  spark,  shock,  &c., 
from  a  galvanic  battery  of  a  single  pair  when  the  poles  are 
united  by  a  long  conductor,  were  communicated  by  Prof 
Joseph  Henry,  and  those  relating  to  the  spark  were  illus- 
trated experimentally: 

1.  A  long  wire  gives  a  more  intense  spark  than  a  short 
one.  There  is  however  with  a  given  surface  of  zinc  a  length 
beyond  which  the  effect  is  not  increased ;  a  wire  of  one  hun- 
dred and  twenty  feet  gave  about  the  same  intensity  of  spark 
as  one  of  two  hundred  and  forty  feet. 

2.  A  thick  wire  gives  a  larger  spark  than  a  smaller  one  of 
the  same  length. 

3.  A  wire  coiled  into  a  helix  gives  a  more  vivid  spark 
than  the  same  wire  when  uncoiled. 

4.  A  ribbon  of  copper,  coiled  into  a  flat  spiral,  gives  a 
more  intense  spark  than  any  other  arrangement  yet  tried. 


♦To  THE  Committee  ox  Publications. 

Gentlemen  :  The  Aincricnn  Philosophicnl  Society,  at  their  last  stated 
meeting,  authorized  the  publication  of  the  following  abstract  of  a  verbal 
communication  made  to  the  Society  by  Professor  Henry  on  the  sixteenth  of 
January  last.  A  memoir  on  this  subject  has  been  since  submitted  to  the  So- 
ciety containing  an  extension  of  the  subject,  the  primary  fact  in  relation  to 
which  was  observed  by  Professor  Henry  as  early  as  1832,  and  announced  by 
him  in  the  American  Journal  of  Science  (vol.  xxii,  p.  408).  Mr.  Faraday 
having  recently  entered  upon  a  similar  train  of  observations,  the  immediate 
publication  of  the  accompanying  is  important,  that  the  prior  claims  of  our 
fellow-countryman  may  not  be  overlooked. 

Very  respectfully,  yours, 

A.  D.  Dache, 
One  of  the  Secretaries  Am.  Philos.  Soc. 
Philadelphia,  Feb.  7th.  183'). 

t[The  Minutes  of  the  Am.  Phil.  Soc.  from  1743-1837  have  only  recently 
been  published,  (188.'»,)  the  first  volume  of  the  published  "  Procee<lings  " 
commencing  with  18oS.] 
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5.  The  effect  is  increased,  by  using  a  longer  and  wider 
ribbon,  to  an  extent  not  yet  determined.  The  greatest  efTect 
has  been  produced  by  a  coil  ninety-six  feet  long  and  weigh- 
ing 15  lbs. ;  a  larger  conductor  has  not  been  received. 

0.  A  ribbon  of  copper,  first  doubled  into  two  strands  and 
then  coiled  into  a  flat  spiral,  gives  no  spark,  or  a  very  feeble 
one. 

7.  Large  copper  handles,  soldered  to  the  ends  of  a  coil  of 
ninety-six  feet,  and  these  both  grasjxid,  one  by  each  hand, 
a  shock  is  felt  at  the  elbows,  when  the  contact  is  broken  in 
a  battery  of  a  single  pair  with  one  and  a  half  feet  of  zinc 
surface. 

8.  A  shock  is  also  felt  when  the  copper  of  the  ^battery  is 
grasped  with  one  hand  and  one  of  the  handles  with  the 
other;  the  intensity  however  is  not  as  great  as  in  the  last 
case.  This  method  of  receiving  the  shock  may  be  called 
the  direct  method ;  the  other,  the  lateral  one. 

9.  The  decomposition  of  a  liquid  is  effected  by  the  use  of 
the  coil  with  a  battery  of  a  single  pair,  by  interrupting  the 
current  and  introducing  a  pair  of  decomposing  wires. 

10.  A  mixture  of  oxygen  and  hydrogen  is  also  exploded 
by  means  of  the  coil,  and  breaking  the  contact,  in  a  bladder 
containing  the  mixture. 

11.  The  j)ropcrty  of  producing  an  intense  spark  is  induced, 
on  a  short  wiro,  by  introducing  at  any  point  of  a  compound 
galvanic  current  a  large  flat  spiral,  and  joining  the  poles  by 
the  short  wire. 

12.  A  spark  is  produced  when  the  plates  of  a  single  bat- 
tery arc  separated  by  a  foot  or  more  of  diluted  acid. 

13.  Little  or  no  increase  in  the  effect  is  produced  by  in- 
serting a  i)iece  of  soft  iron  into  the  centre  of  a  flat  spiral. 

14.  The  effect  produced  by  an  electro-magnet,  in  giving 
the  shock,  is  due  principally  to  the  coiling  of  the  long  wire 
which  surrounds  the  soft  iron. 


[Thu  foro<^(>iiii^  articlo  wus  ro-j)rint(Hl  in  SiHiumirH  Ainorican  Journal  of 
Scionco,  July,  IHJJ'),  vol.  xxvin,  pp.  327-.r29.] 
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APPENDIX   TO  THE    ABOVE — ACTION  OF  A  SPIRAL    t^ONDVlTV^R, 
(Silliman's  Am.  Journal  of  Soienco,  July.  ISlV*.  Vv^l.  xxviii.  pjv  32»>-^SI.) 

To  Prof.  Silliman. 

Sir  :  With  this  I  send  you  a  copy  of  a  jvipor  wmmnni- 
cated  by  me  to  the  American  Philosophical  Siviety,  on  the 
influence  of  a  spiral  conductor  in  increasing  the  intensity 
of  electricity  from  a  galvanic  arrangement  of  a  single  juiir. 
As  the  part  of  the  Transactions  which  contains  the  i>jnx*r  has 
not  vet  been  distributed.  I  regret  that  I  am  not  at  lilK>rtv 
to  request  you  to  insert  the  article  for  more  general  diffu- 
sion in  vour  valuable  Journal.  An  abstract  however  of  t!)o 
principal  facts  was  ordered  to  be  published,  and  appeareii 
in  the  March  number  of  the  Franklin  JonrnaL  A  copy 
was  also  sent  bv  Prof.  Bache  for  insertion  in  the  American 
Journal;  but  as  it  did  not  appear  in  the  last  number,  you 
will  confer  a  favor  by  inserting  it  in  the  next.* 

Should  you  wish  to  repeat  the  exjxTiments,  you  will  find 
them  most  interestingly  exhibited  with  one  of  Dr.  Hare's  "  cal- 
oriraotors."  If  a  galvanic  current  of  very  low  intensity  fn)m 
this  instrument  be  transmitted  through  a  spiral  conductor 
formed  of  copper  ribbon  about  one  inch  wide,  from  sixty  to 
one  hundred  feet  long,  well  covered  with  silk,  and  the  several 
spires  closely  wound  on  each  other,  the  "calorimotor''  will  bo 
almost  converted  into  a  "deflagrator."  One  end  of  the  con- 
ductor being  attached  to  a  pole  of  the  battery,  and  the  other 
brought  in  contact  with  or  rubbed  along  the  edge  of  a  plate 
of  metal  attached  to  the  other  pole,  a  vivid  deflagration 
will  be  produced,  even  when  the  plates  are  immersed  in  a 
mixture  containing  not  more  than  one  i)art  of  acid  to  five 
hundred  parts  of  water. 

If  a  copper  cylinder  of  about  two  inches  in  diameter  and 
four  or  five  inches  long,  to  serve  as  a  handle,  bo  attached  to 
each  end  of  the  spiral  by  an  intervening  piece  of  copper 
wire  and  these  cylinders  grasped  with  moistened  hands,  a 
series  of  shocks  will  be  felt  when  one  end  of  the  conductor 


*  [Then  inisluid,  but  now  iuRcrtod  ;  ns  aliovo. — AW.] 
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is  drawn  across  the  edges  of  the  zinc  plates,  the  other  end 
being  in  contact  with  the  copper  pole. 

Another  method  of  producing  the  shocks  is  to  place  the 
spiral  between  two  batteries,  each  of  a  single  pair,  so  as  to 
connect  the  copper  of  one  with  the  zinc  of  the  other.  If  the 
extreme  poles  of  this  compound  arrangement  be  terminated 
by  the  copper  handles,  and  these  be  brought  in  contact, 
holding  one  in  each  hand,  a  deflagration  of  the  metal  will 
be  produced,  and  a  thrilling  sensation,  scarcely  supportable, 
felt  in  each  arm.  The  effect  is  much  increased  if  the 
handles  are  rough.  Two  cylinders  of  cast  zinc  terminating 
the  poles  were  found  to  produce  the  greatest  effect  when 
rubbed  on  each  other. 

To  exhibit  these  phenomena  in  a  striking  manner  a  gal- 
vanic battery  of  considerable  size  is  required.  I  have  used 
one  for  the  purpose  containing  about  forty  feet  of  zinc  sur- 
face, estimating  both  sides  of  the  plate.  This  battery  was 
first  immersed  for  a  short  time  in  a  strong  solution  of  acid, 
to  dissolve  the  coating  of  oxide,  and  then  removed  to  a  ves- 
sel containing  pure  water.  The  small  quantity  of  acid  ad- 
hering to  the  plates  was  sufficieilt  to  produce,  by  means  of 
the  spiral,  the  deflagration  of  the  metals,  which  would  shock 
and  snap  for  many  hours  in  succession,  while  with  a  short 
conductor  the  battery  in  the  same  state  gave  no  signs  of 
electricity. 

This  will  be  found  an  economical  method  of  exhibiting 
some  very  interesting  experiments  with  the  calorimotor. 
After  having  shown  the  ordinary  heating  powers  of  the  in- 
strument with  strong  acid,  transfer  the  plates  to  a  trough 
containing  pure  water,  and  the  action  of  the  coil  may  be 
shown  for  an  almost  indefinite  time,  at  little  or  no  expense 
of  zinc  or  acid. 

The  spiral  produces  no  increased  effect  when  applied  to  a 
galvanic  trough  of  one  hundred  four-inch  plates.  If  how- 
ever a  coil  of  five  or  six  hundred  feet  of  wire  be  substituted, 
an  increase  of  action  will  be  manifest.  The  length  of  the 
coil  must  be  in  some  ratio  to  the  "projectile"  force  of  the  elec- 
tricity, and  also  the  quantity  to  the  thickness  of  the  con- 
ductor, in  order  to  produce  a  maximum  result.    Thus,  when 
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a  small  battery  is  used  with  a  large  conductor,  it  must  bo 
charged  with  strong  acid. 

The  action  of  the  spiral  conductor  depends  on  the  induc^ 
tive  principle  of  an  electric  current  discovered  by  Mr.  Fara- 
day, and  is  consequentl}'  intimately  connected  with  tho 
whole  subject  of  magneto-electricity. 

If  a  magnet  be  fitted  up  in  the  ordinary  manner,  with  a 
spool  of  wire  covered  with  silk  around  the  keeper,  the  in- 
tensity of  the  shock  will  be  astonishingly  increased  if  the 
current  generated  in  the  spool  be  transmitted  through  a  coil 
of  several  hundred  feet  of  fine  wire  surrounding  the  legs  of 
the  magnet.  To  produce  this  effect  however  it  is  necessary 
that  the  wire  on  the  spool  and  tliat  around  the  magnet 
should  at  first  form  a  continuous  closed  circuit,  and  that 
this  be  interrupted  at  the  same  instant  that  the  keeper  is  de- 
tached, so  that  tho  induced  current  may  pass  entirely 
through  the  body. 

The  intense  shock  may  also  be  given  by  generating  a  cur- 
rent with  one  magnet,  and  accelerating  it  by  passing  it 
around  a  second  magnet. 

Professor  Emmet,  of  the  University  of  Virginia,  more 
than  two  years  since,  made  the  interesting  discovery  that 
the  magneto-electric  current  is  much  increased  in  intensity 
by  passing  ft  through  a  portion  of  the  generating  magnet. 
This  interesting  fact,  which  he  has  applied  with  much  suc- 
cess to  improve  tlie  magneto-electric  machine,  may  un- 
doubtedly be  referred  to  the  same  cause  as  the  action  of  the 
spiral,  and  I  have  succeeded  in  modifying  the  application  of 
it  in  several  ways. 

These  magnetic  experiments  were  made  on  the  first  or 
second  day  of  May  last,  while  on  a  visit  to  Philadelphia, 
with  the  large  magnet  belonging  to  the  museum,  and  kindly 
lent  to  me  for  the  purpose  by  Mr.  Peale.  They  were  made 
with  the  assistance  of  my  friend,  Mr.  Lukens;  but  as  I  have 
not  had  an  opportunity  of  verifying  them,  I  cannot  at  pres- 
ent give  a  more  detailed  account.  I  have  also  made  some 
preparations  for  api)lying  tho  same  principle  to  increase 
the  action  of  a  thermo-electric  current. 
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CONTRIBUTIONS  TO  ELECTRICITY  AND  MAGNETISM.   No.  II. 

ON  THE  INFLUENCE  OF  A  SPIRAL  CONDUCTOR  IN  INCREASING 
THE  INTENSITY  OF  ELECTRICITY  FROM  A  GALVANIC  ARRANGE- 
MENT OF  A  SINGLE  PAIR,  ETC.     - 

(Transactions  American  Philosophical  Society,  n.  s.,  vol.  v,  pp.  223-231.) 

Read  Fehruanj  Gih,  1835. 

In  the  American  Journal  of  Science  for  July,  1832, 1  an- 
nounced a  fact  in  Galvanism  which  I  believe  had  never 
before  been  published.  The  same  fact  however  appears  to 
have  been  since  observed  by  Mr.  Faraday,  and  has  lately 
been  noticed  by  him  in  the  November  number  of  the  London 
and  Edinburgh  Journal  of  Science  for  1834. 

The  phenomenon  as  described  by  me  is  as  follows:  "  When 
a  small  battery  is  moderately  excited  by  diluted  acid,  and  its 
poles,  terminated  by  cups  of  mercury,  are  connected  by  a 
copper  wire  not  more  than  a  foot  in  length,  no  spark  is  per- 
ceived when  the  connection  is  either  formed  or  broken ;  but 
if  a  wire  thirty  or  forty  feet  long  be  used  instead  of  the  short 
wire,  though  no  spark  will  be  perceptible  when  the  connec- 
tion is  made,  yet  when  it  is  broken  by  drawing  one  end  of 
the  wire  from  its  cup  of  mercury,  a  vivid  spark  is  produced. 
If  the  action  of  the  battery  be  very  intense,  a  spark  will  be 
given  by  a  short  wire;  in  this  case  it  is  only  necessary  to 
wait  a  few  minutes  until  the  action  partially  subsides,  and 
until  no  more  sparks  are  given  from  the  wire;  if  the  long 
wire  be  now  substituted  a  spark  will  be  again  obtained. 
The  effect  appears  somewhat  increased  by  coiling  the  wire 
into  a  helix;  it  seems  also  to  depend  in  some  measure  on 
the  length  and  thickness  of  the  wire.  I  can  account  for 
these  phenoirena  only  by  supposing  the  long  wire  to  be- 
come charged  with  electricity,  which  by  its  re-action  on 
itself  projects  a  spark  when  the  connection  is  broken."* 

The  above  was  published  immediately  before  my  removal 
from  Albany  to  Princeton,  and  new  duties  interrupted  for 


♦Sillirnun's  Journal  (»f  Science,  vol.  22,  page  408.     [See  antCj  p.  79.] 
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a  time  the  furtlier  prosecution  of  the  subject.  I  have  how- 
ever been  able  during  the  past  year  to  resume  in  part  my 
investigations,  and  among  others,  have  made  a  number  of 
observations  and  experiments  which  develop  some  new  cir- 
cumstances in  reference  to  this  curious  phenomenon. 

These,  though  not  as  complete  as  I  could  wish,  are  now  pre- 
sented to  the  Society,  with  the  belief  that  they  will  be  in- 
teresting at  this  time  on  account  of  the  recent  publication  of 
Mr.  Faraday  on  the  same  subject. 

The  experiments  are  not  given  in  the  precise  order  in 
which  they  were  first  made,  but  in  that  which  I  deem  best 
suited  to  render  them  easily  understood:  they  have  however 
been  repeated  for  publication  in  almost  the  same  order  in 
which  they  are  here  given. 

1.  A  galvanic  battery,  consisting  of  a  single  plate  of  zinc 
and  copper,  and  exposing  one  and  a  half  square  feet  of  zinc 
surface,  including  both  sides  of  the  plate,  was  excited  with 
diluted  sulphuric  acid,  and  then  permitted  to  stand  until 
the  intensity  of  the  action  became  nearly  constant.  The 
poles  connected  by  a  piece  of  copper  bell- wire  of  the  ordi- 
nary size  and  five  inches  long,  gave  no  spark  when  the  con- 
tact was  broken. 

2.  A  long  portion  of  wire,  from  the  same  piece  with  that 
used  in  the  last  experiment,  was  divided  intoe(|ual  lengths  of 
fifteen  feet,  by  making  a  loop  at  each  division,  which  could  bci 
inserted  into  the  cups  of  mercury  on  the  poles  of  the  battery. 
These  loops  being  amalgamated  and  dipped  in  succession  into 
one  of  the  cups  while  the  first  end  of  the  wire  constantly  re- 
mained in  the  other,  the  effect  was  noted.  The  first  length,  or 
fifteen  feet,  gave  a  very  feeble  spark,  which  was  scarcely  per- 
ceptible. The  second,  or  thirty  feet,  produced  a  spark  a  little 
more  intense,  and  the  effect  constantly  increased  with  each  a<l- 
ditional  length  until  one  hundred  and  twenty  feet  were  used ; 
beyond  this  there  was  no  perceptible  increase;  and  a  wire  of 
two  hundred  and  forty  feet  gave  a  spark  of  rather  less  inten- 
sity. From  other  observations  I  infer  that  the  length  neces- 
sary to  produce  a  maximum  result,  varies  with  the  intensity 
of  the  action  of  the  battery,  and  also  with  its  size. 
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3.  With  equal  lengths  of  copper  wire  of  unequal  diameters, 
the  effect  was  greater  with  the  larger ;  tliis  also  appears  to 
depend  in  some  degree  on  the  size  of  the  battery. 

4.  A  length  of  about  forty  feet  of  the  wire  used  in  experi- 
ments first  and  second  was  covered  with  silk  and  coileci  into 
a  cylindrical  helix  of  about  two  inches  in  height  and  the 
same  in  diameter.  This  gave  a  more  intense  spark  than  the 
same  wire  when  uncoiled. 

5.  A  ribbon  of  sheet  copper  nearl}*^  an  inch  wide,  and 
twenty-eight  and  a  half  feet  long,  was  covered  with  silk, 
and  rolled  into  a  flat  spiral  similar  to  the  form  in  which 
woollen  binding  is  found  in  commerce.  With  this  a  vivid 
spark  was  produced,  accompanied  by  a  loud  snap.  The  same 
ribbon  uncoiled  gave  a  feeble  spark  similar  in  intensity  to 
that  produced  by  the  wire  in  experiment  third.  When  coiled 
again  the  snap  was  produced  as  at  first.  This  was  repeated 
many  times  in  succession,  and  always  with  the  same  result. 

6.  To  test  still  farther  the  influence  of  coiling,  a  second 
ribbon  was  procured  precisely  similar  in  length  and  in  all 
other  respects  to  the  one  used  in  the  last  experiment.  The 
effect  was  noted  with  one  of  these  coiled  into  a  flat  spiral  and 
the  other  uncoiled,  and  again  with  the  first  uncoiled  and  the 
second  coiled.  When  uncoiled  each  gave  a  fec>ble  spark  of 
apparently  equal  intensity,  w-hen  coiled,  a  loud  snap.  One 
of  these  ribbons  was  next  doubled  into  two  ecjual  strands, 
and  then  rolled  into  a  double  spiral  with  the  point  of  doub- 
ling at  the  centre.  By  this  arrangement  the  electricity,  in 
passing  through  the  spiral,  would  move  in  opposite  directions 
in  each  contiguous  spire,  and  it  was  supposed  that  in  this 
case  the  opposite  actions  which  might  be  i)roduced  would 
neutralize  each  other.  The  result  was  in  accordance  with 
the  anticipation;  the  double  spiral  gave  no  spark  whatever, 
while  the  other  ribbon  coiled  into  a  single  spiral  produced 
as  before  a  loud  snap.  Lest  the  effect  might  be  due  to  some 
accidental  touching  of  the  different  spires,  the  double  spiral 
was  covered  with  an  additional  coating  of  silk,  and  also  the 
other  ribbon  was  coiled  in  the  same  manner;  the  effect  with 
both  was  the  same. 
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7.  In  order  to  increase  if  possible  the  intensity  of  the 
spark  while  the  battery  remained  the  same,  larger  spirals 
were  applied  in  succession.  The  effect  was  increased  until 
one  of  ninety-six  feet  long,  an  inch  and  a  half  wide  and 
weighing  fifteen  pounds,  was  used.  The  snap  from  this  was  so 
loud  that  it  could  be  distinctly  heard  in  an  adjoining  room 
with  the  intervening  door  closed.  Want  of  materials  has  pre- 
vented me  from  trying  a  larger  spiral  conductor  than  this, 
but  it  is  probable  that  there  is  a  length  which,  with  a  given 
quantity  and  intensity  of  galvanism,  would  produce  a  maxi- 
mum effect.  When  the  size  of  the  battery  is  increased,  a 
much  greater  effect  is  produced  with  the  same  spiral.  Thus 
when  the  galvanic  apparatus,  described  in  the  first  article,  is 
arranged  as  a  "calorimotor"  of  eight  pairs,  the  snap  produced 
on  breaking  contact,  with  the  spiral  last  described,  resembled 
the  discharge  of  a  small  Leyden  jar  highly  charged. 

8.  A  handle  of  thick  copper  was  soldered  on  each  end  of 
the  large  spiral  at  right  angles  to  the  ribbon  similar  to  those 
attached  to  the  wires  in  Pixii's  magneto-electric  machine  for 
giving  shocks.  When  one  of  these  was  grasped  by  each  hand, 
and  the  contact  broken,  a  shock  was  received  which  was  felt 
at  the  elbows,  and  this  was  repeated  as  often  as  the  contact 
was  broken.  This  shock  is  rather  a  singular  phenomenon, 
since  it  appears  to  be  produced  by  a  lateral  discharge,  and 
it  is  therefore  important  to  determine  its  direction  iu  reference 
to  the  primary  current. 

9.  A  shock  is  also  received  when  the  copper  of  the  battery 
is  grasped  by  one  hand,  and  the  handle  attached  to  the  cop- 
I)er  pole  of  the  ribbon  with  the  other.  This  may  be  willed 
the  direct  shock,  since  it  is  produced  by  a  part  of  the  direct 
current.  It  is  however  far  less  intense  than  that  produced 
by  the  lateral  discharge. 

10.  When  the  poles  were  joined  by  two  coils,  connected  by 
a  cup  of  mercury  between  them,  a  spark  was  produced  by 
breaking  the  circuit  at  the  middle  point,  and  when  a  pair  of 
platina  wires  was  introduced  into  the  circuit  with  the  largo 
coil  and  immersed  in  a  solution  of  acid,  decomposition  took 
place  in  the  liquid  at  each  rupture  of  contact,  as  was  shown 
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3.  With  equal  lengths  of  copper  wire  of  oneqaal  ♦iiameters, 
the  effect  was  greater  with  the  larger ;  thhi  aL34>  appears  to 
depend  in  ^iome  degree  oa  the  size  of  the  battery. 

4.  A  length  of  aboat  forty  feet  of  the  wire  used  in  experi- 
ments first  and  second  was  covered  with  silk  and  coiIe<i  into 
a  cylindrical  helix  of  aboot  two  inches  in  height  and  the 
same  in  diameter.  This  gave  a  mc^e  intense  spark  than  the 
same  wire  when  uncoiled. 

5.  A  ribbon  of  sheet  copper  nearly  an  inch  wide,  and 
twenty-eight  and  a  half  feet  long,  was  covered  with  silk, 
and  TfAltfl  into  a  flat  spiral  similar  to  the  form  in  which 
wof>llen  binding  is  found  in  commerce-  With  this  a  vivid 
ftpark  wa«i  profluce^I^  accompanied  by  a  loud  snap.  The  same 
ribl>on  nnf:f»i\ef]  gave  a  fcf^ble  spark  similar  in  intensity  to 
that  \mAntiA  by  the  wire  in  experiment  third.  When  coile*! 
again  the  Jtiiap  wa^  pnxluced  as  at  first.  This  was  repeated 
many  time«  in  succession,  and  always  with  the  same  result. 

0,  To  test  still  farther  the  influence  of  coiling,  a  second 
ribli<^n  was  pnxrured  jirecisely  similar  in  length  and  in  all 
other  n;sfK.'cts  io  the  one  used  in  the  last  experiment.  The 
elfect  was  noted  with  one  of  these  coiled  into  a  flat  spiral  and 
the  other  uncoilc<l,and  again  with  the  first  uncoiled  and  the 
second  coile<l.  When  uncoiled  each  gave  a  feeble  spark  of 
apparently  c;qual  intciLsity,  when  coilcil,  a  loud  snap.  One 
of  these  ribbons  was  next  doubled  into  two  e<|ual  strands, 
and  then  rolled  into  a  double  spiral  with  the  jxiint  of  doub- 
ling at  the  centre.  By  this  arrangement  the  electricity,  in 
passing  through  the  spiral,  would  move  in  opposite  directions 
in  each  contiguous  spire,  and  it  was  supposed  that  in  this 
case  the  opposite  actions  which  might  be  produced  would 
neutralize  each  other.  The  result  was  in  accordance  with 
the  anticipation;  the  double  spiral  gave  no  spark  whatever, 
while  the  other  ribbon  coiled  into  a  single  spiral  produced 
as  before  a  loud  snap.  Lest  the  effect  might  be  due  to  some 
accidental  touching  of  the  different  spires,  the  double  spiral 
was  covered  with  an  additional  coating  of  silk,  and  also  the 
other  ribbon  was  coiled  in  the  same  manner;  the  effect  with 
both  was  the  same. 
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7.  In  order  to  inci>eas<:'  if  possible  the  intensity  of  the 
S|)ark  while  the  batter}'  remained  the  same,  larger  spinils 
were  applied  in  succession.  The  effect  was  inoreaseil  until 
one  of  ninety-six  feet  long,  an  inch  and  a  half  wide  and 
weighing  fifteen  pountls,  was  used.  The  snap  from  this  was  so 
loud  that  it  could  be  distinctly  heard  in  an  adjoining  room 
with  the  intervening  door  closed.  Want  of  materials  has  pre- 
vented me  from  trying  a  larger  spiral  conductor  than  this, 
but  it  is  probable  that  there  is  a  length  which,  with  a  given 
quantity  and  intensity  of  galvanism,  would  produce  a  maxi- 
mum effect.  When  the  size  of  the  batterv  is  increi\sed,  a 
much  greater  effect  is  produced  with  the  same  spiral.  Thus 
when  the  galvanic  apparatus,  described  in  the  first  article,  is 
arranged  as  a  "calorimotor"  of  eight  pairs,  the  snap  produceii 
on  breaking  contact,  with  the  spiral  last  described,  resembleil 
the  discharge  of  a  small  Leyden  jar  highly  chargeil. 

8.  A  handle  of  thick  copper  was  soldered  on  each  end  of 
the  large  spiral  at  right  angles  to  the  ribbon  similar  to  those 
attached  to  the  wires  in  Pixii's  magneto-electric  machine  for 
giving  shocks.  When  one  of  these  was  grasj>ed  by  each  hand, 
and  the  contact  broken,  a  shock  was  received  whicli  was  felt 
at  the  elbows,  and  this  was  repeated  as  often  as  the  contact 
was  broken.  This  shock  is  nitlicr  a  singular  phenomenon, 
since  it  api>ears  to  be  produced  by  a  lateral  discharge,  and 
it  is  therefore  important  to  determine  its  direction  in  refen.>nce 
to  the  primary  current. 

9.  A  shock  is  also  received  when  the  copper  of  the  battery 
is  grasped  by  one  hand,  and  the  handle  attached  to  the  cop- 
per pole  of  the  ribbon  with  the  other.  This  may  be  calKnl 
the  direct  shock,  since  it  is  produced  by  a  part  of  the  direct 
current.  It  is  however  far  less  intense  than  that  produced 
by  tlie  lateral  discharge. 

10.  When  the  poles  were  joined  by  two  coils,  connected  by 
a  cup  of  mercury  between  them,  a  spark  was  produced  by 
breaking  the  circuit  at  the  middle  point,  and  when  a  pair  of 
platina  wires  was  introduced  into  the  circuit  with  the  largo 
coil  and  immersed  in  a  solution  of  acid,  decomposition  took 
place  in  the  liquid  at  each  rupture  of  contact,  as  was  shown 
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by  a  bubble  of  gas  given  off  at  each  wire.  It  must  be  recol- 
lected that  the  shocks  and  the  decomposition  here  described 
were  produced  by  the  electricity  from  a  single  pair  of  plates. 

11.  The  contact  with  the  poles  of  the  battery  and  the  large 
spiral  being  broken  in  a  vessel  containing  a  mixture  of 
hydrogen  and  atmospheric  air,  an  explosion  was  produced.- 

I  should  also  mention  that  the  spark  is  generally  attended 
with  a  deflagration  of  the  mercury,  and  that  when  the  end 
of  the  spiral  is  brought  in  contact  with  the  edge  of  the  cop- 
per cup  or  the  plate  of  the  battery,  a  vivid  deflagration  of  the 
metal  takes  place.  The  sides  of  the  cup  sometimes  give  a 
spark  when  none  can  be  drawn  from  the  surface  of  the  mer- 
cury. This  circumstance  requires  to  be  guarded  against 
•  when  experimenting  on  the  comparative  intensities  of  sparks 
from  different  arrangements.  If  the  battery  formerly  de- 
scribed [fig.  1,  page  81]  be  arranged  asa  "calorimotor,"  and 
one  end  of  a  large  spiral  conductor  be  attached  to  one  pole, 
and  the  other  end  drawn  along  the  edge  of  the  connector, 
fig.  4,  a  series  of  loud  and  rapid  explosions  is  produced,  ac- 
companied by  a  brilliant  deflagration  of  the  metal,  and  this 
takes  place  when  the  excitement  of  the  battery  is  too  feeble 
to  heat  to  redness  a  small  platina  wire. 

12.  A  number  of  experiments  were  made  to.  determine  the 
effect  of  introducing  a  cylinder  of  soft  iron  into  the  axis  of 
the  (lut  spiral,  in  reference  to  the  shock,  the  spark,  &c.;  hut 
no  difference  could  be  observed  with  the  large  spiral  con- 
ductor; the  effect  of  the  iron  was  merged  in  that  of  the  sjiiral- 
When  however  one  of  the  smaller  ribbons  was  formed  into 
a  hollow  cylindrical  helix  of  about  nine  inches  long,  and  a 
cylinder  of  soft  iron  an  inch  and  a  half  in  diameter  was  in- 
serted, the  spark  appeared  a  little  more  intense  than  without 
the  iron.  The  obliquity  of  the  spires  in  this  ease  was  un- 
favorable to  their  mutual  action,  while  the  magnetism  was 
greater  than  with  the  flat  spiral,  since  the  conductor  closely 
surrounded  the  whole  length  of  the  cylinder. 

I  would  infer  from  these  experiments,  that  some  effects 
heretofore  attributed  to  magneto-electric  action  arc  cliiefly 
due  to  the  re-action  on  each  other  of  the  several  spires  of  the 
coil  which  surround  the  magnet. 
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13.  One  of  the  most  singular  results  in  this  investigation 
was  first  obtained  in  oi)erating  with  the  large  galvanic  bat- 
tery [fig.  2,  page  84].  The  whole  instrument  was  arranged 
as  a  "calorimotor"  of  eight  pairs,  and  a  large  spiral  con- 
ductor introduced  into  the  circuit  at  c  rf,  while  a  piece  of 
thick  copper  wire,  about  five  inches  long,  united  the  poles  at  a 
b.  In  this  state  an  explosion  or  loud  snap  was  produced,  not 
only  when  the  contact  was  broken  at  the  spiral,  but  also 
when  one  end  of  the  short  wire,  at  the  other  extremity  of  the 
apparatus,  was  drawn  from  its  cup.  All  the  other  short 
movable  connectors  of  the  battery  gave  a  similar  result. 
When  the  spiral  was  removed  from  the  circuit,  and  a  short 
wire  substituted,  no  effect  of  the  kind  was  produced.  From 
this  experiment  it  appears  that  the  influence  of  the  spiral  is 
exerted  through  at  least  eight  alternations  of  zinc,  acid,  and 
copper,  and  thus  gives  to  a  short  wire,  at  the  other  extremity 
of  the  circuit,  the  power  of  producing  a  spark.       • 

14.  The  influence  of  the  coil  was  likewise  manifest  when 
the  zinc  and  copper  plates  of  a  single  pair  were  separated 
from  each  other  to  the  distance  of  fourteen  inches  in  a  trough 
without  partitions,  filled  with  diluted  acid.  Although  the 
electrical  intensity  in  this  case  must  have  been  very  low, 
yet  there  was  but  little  reduction  in  the  apparent  intensit}'^ 
of  the  spark. 

The  8[)iral  conductor  produces  however  little  or  no  in- 
crease of  eflect  when  introduced  into  a  galvanic  circuit  of 
considerable  intensity.  Thus  when  the  large  spiral  used  in 
experiments  seven,  eight,  &c.,  was  made  to  connect  the 
poles  of  two  Cruickshanks  troughs,  each  containing  fifty-six 
four  inch  plates,  no  greater  effect  was  perceived  than  with 
a  short  thick  wire;  in  both  cases  in  making  the  contact  a 
feeble  spark  was  given,  attended  witli  a  slight  deflagration 
of  the  mercury.  'I'he  batteries  at  the  same  time  were  in 
sufficiently  intense  action  to  give  a  disagreeble  shock.  It  is 
probable  however  that  if  the  length  of  the  coil  were  in- 
creased in  some  proportion  to  tlie  increase  of  intensity,  an 
increased  effect  would  still  be  produced. 

In  operating  with  the  apparatus  described  in  the  last  exper- 
7 
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iment,  a  phenomenon  was  observed  in  reference  to  tlie  action 
of  the  battery  itself,  which  I  do  not  recollect  to  have  seen 
mentioned,  although  it  is  intimately  connected  with  the  facts 
of  Magneto-electricity,  as  well  as  with  the  subject  of  these 
investigations,  viz.:  When  the  body  is  made  to  form  a  part 
of  a  galvanic  circuit  composed  of  a  number  of  elements,  a 
shock  is  of  coui'se  felt  at  the  moment  of  completing  the  cir- 
cuit. If  the  battery  be  not  very  large,  little  or  no  effect  will 
be  perceived  during  the  uninterrupted  circulation  of  the  gal- 
vanic current;  but  if  the  circuit  be  interrupted  by  breaking 
the  contact  at  any  point,  a  shock  will  be  felt  at  the  moment, 
nearly  as  intense  as  that  given  when  the  contact  was  first 
formed.  The  secondary  shock  is  rendered  more  evident, 
when  the  battery  is  in  feeble  action,  by  placing  in  the  mouth 
the  end  of  one  of  the  wires  connected  with  the  poles;  a  shock 
and  flash  of  light  will  be  perceived  when  the  circuit  is  com- 
pleted, and  also  the  same  when  the  contact  is  broken  at  any 
point,  but  nothing  of  the  kind  will  be  perceived  in  the  inter- 
mediate time,  although  the  circuit  may  continue  uninter- 
rupted for  some  minutes.  This  I  consider  an  important  fact 
in  reference  to  the  action  of  the  voltaic  current. 

The  phenomena  described  in  this  paper  appear  to  be  in- 
timately connected  with  those  of  Magneto-electricity,  and 
this  opinion  I  advanced  with  the  announcement  of  the  first 
fact  of  these  researches  in  the  Ameincan  Journal  of  Science, 
They  may  I  conceive  be  all  referred  to  that  species  of  dynam- 
ical Induction  discovered  by  Mr.  Faraday,  which  produces 
the  following  phenomenon,  namely:  when  two  wires,  4  and 
By  are  placed  side  by  side,  but  not  in  contact,  and  a  voltaic 
current  is  passed  through  A,  there  is  a  current  produced  in 
j5,  but  in  an  opposite  direction.  The  current  in  B  exists 
only  for  an  instant,  although  the  current  in  A  may  be  in- 
definitely continued;  but  if  the  current  in  A  be  stopped, 
there  is  produced  in  B  a  second  current,  in  an  opposite  direc- 
tion however  to  the  first  current. 

The  above  fundamental  fact  in  Magneto-electricity  appears 
to  me  to  be  a  direct  consequence  of  the  statical  principles  of 
"Electrical  Induction^^  as  mathematically  investigated  by 
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Cavendish,  Poisson,and  others.  When  the  two  wires  .4  and 
B  are  in  their  natural  state,  an  eipiilibriuin  is  sustained  by 
the  attractions  and  repulsions  of  the  two  fluids  in  each  wire; 
or,  according  to  the  theory  of  Franklin  and  Cavendish,  l\v 
the  attractions  and  repulsions  of  the  one  fluid,  and  the  matter 
of  the  two  wires.  If  a  current  of  free  electricity  bo  passeil 
through  A,  the  natural  equilibrium  of  B  will  be  disturbeil 
for  an  instant,  in  a  similar  manner  to  the  disturbance  of  the 
equilil>riuin  in  an  insulated  conductor,  by  the  sudden  addi- 
tion of  fluid  to  a  contiguous  conductor.  On  account  of  the 
repulsive  action  of  the  fluid,  the  current  in  B  will  have  an 
opposite  direction  to  that  in  ^4;  and  if  the  intensity  of  action 
remains  constant,  a  new  state  of  equilibrium  will  be  assumed. 
The  second  state  of  B  however  may  perhaps  be  regarded  as 
one  of  tension,  and  as  soon  as  the  extra  action  ceases  in  it, 
the  fluid  in  B  will  resume  its  natural  state  of  distribution, 
and  thus  a  returning  current  for  an  instant  be  produceil. 

The  action  of  the  spiral  conductor  in  producing  sparks,  is 
but  another  case  of  the  same  action;  for  since  action  and 
reaction  are  ecpial  and  in  contrary  directions,  if  a  current 
o^tablished  in  A  produces  a  current  in  an  opposite  direction 
in  Bj  then  a  current  transmitted  through  B  should  accelerate 
or  increase  the  intensity  of  a  current  already  existing  in  the 
same  direction  in  A.  In  this  way  the  current  in  the  several 
successive  spires  of  the  coil  may  be  conceived  to  accelerate, 
or  to  tend  to  accelerate  each  other;  and  when  the  contact  is 
broken,  the  fluid  of  the  first  spire  is  projected  from  it  with 
intensity  by  the  repulsive  action  of  the  fluid  in  all  the  suc- 
ceeding spires. 

In  the  case  of  the  double  spiral  conductor,  in  experiment 
six,  the  fluid  is  passing  in  an  opposite  direction;  and  ac- 
cording to  the  same  views,  a  retardation,  or  decrease  of  in- 
tensity should  take  place. 

The  phenomenon  of  the  secondary  shock  with  the  battery, 
appears  to  me  to  be  a  consequence  of  the  law  of  Mr.  Faraday. 
The  parts  of  the  human  body  contiguous  to  those  through 
which  the  principal  current  is  passing,  may  be  considered  as 
in  the  state  of  the  second  wire  B;  when  the  i>rincipal  current 
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ceases,  a  shock  is  produced  by  the  returning  current  of  the 
natural  electricity  of  the  body. 

If  this  explanation  be  correct,  the  same  principle  will 
readily  account  for  a  curious  phenomenon  discovered  several 
years  since  by  Savary,  but  which  I  believe  still  remains  an 
isolated  fact.  When  a  current  is  transmitted  through  a  wire, 
and  a  number  of  small  needles  are  placed  transverse  to  it, 
but  at  different  distances,  the  direction  of  the  magnetic 
polarity  of  the  needles  varies  with  their  distance  from  the 
conducting  wire.  The  action  is  also  periodical ;  diminishing 
as  the  distance  increases,  until  it  becomes  zero;  the  polarity 
of  the  needles  is  then  inverted,  acquires  a  maximum,  de- 
creases to  zero  again,  and  then  resumes  the  first  polarity; 
several  alternations  of  this  kind  being  observed.*  Now  this 
is  precisely  what  would  take  place  if  we  suppose  that  the 
principal  current  induces  a  secondary  one  in  an  opposite 
direction  in  the  air  surrounding  the  conductor,  and  this 
again  another  in  an  opposite  direction  at  a  great  distance, 
and  so  on.  The  needles  at  different  distances  would  be  acted 
on  by  the  different  currents,  and  thus  the  phenomena  de- 
scribed be  produced. 

The  action  of  the  spiral  is  also  probably  connected  with 
the  fact  in  common  electricity  called  the  lateral  discharge: 
and  likewise  with  an  appearance  discovered  some  years  since 
by  Nobili,  of  a  vivid  light,  produced  when  a  Leyden  jar  is 
discharged  through  a  flat  3piral. 

The  foregoing  views  are  not  presumed  to  be  given  as  ex- 
hibiting the  actual  operation  of  nature  in  producing  the 
phenomena  described,  but  ratlier  as  the  hypotheses  which 
have  served  as  the  basis  of  my  investigations,  and  which 
may  further  serve  as  formulae  from  which  to  deduce  new 
consequences  to  be  established  or  disproved  by  experiment. 

Many  points  of  this  subject  are  involved  in  an  obscurity 
which  requires  more  precise  and  extended  investigation ;  we 
may  however  confidently  anticipate  much  additional  light 
from  the  promised  publication  of  Mr.  Faraday's  late  re- 
searches in  this  branch  of  science. 

*Cu milling's  Dcmonfcrrniul,  page  247 ;  also  Edinburgh  Journal  of  Science, 
October,  1826. 
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NOTICE  OF   ELECTRICAL   RESEARCHES — THE   LATERAL 

DISCHARGE. 

(Report  of  British  Association,  1837,  voL  vi,  part  ii^pp.  22-24.)* 

September  J  1837. 

The  primary  object  of  tliese  investigations  was  to  detect, 
if  possible,  an  inductive  action  in  coniinon  electricity  anal- 
ogous to  that  discovered  in  a  current  of  galvanism.  For 
this  purpose  an  analysis  was  instituted  of  the  phenomena 
known  in  ordinary  electricity  bv  the  name  of  the  lateral 
discharge.  Professor  Henry  was  induced  to  commence  with 
this  from  some  remarks  by  Dr.  Roget  on  the  subject.  The 
method  of  studying  the  lateral  spark  consisted  in  catching 
it  on  the  knob  of  a  small  Leyden  phial,  and  presenting  this 
to  an  electrometer.  The  result  of  the  analysis  was  in  ac- 
cordance  with  an  opinion  of  Biot  that  the  lateral  discharge 
is  due  only  to  the  escape  of  the  small  quantity  of  redundant 
electricity  which  always  exists  on  one  or  the  other  side  of  a 
jar,  and  not  to  the  whole  discharge.  The  Professor  then 
stated  several  consequences  which  would  flow  from  this, 
namely,  that  we  could  increase  or  diminish  the  lateral  action 
by  the  several  means  which  would  affect  the  quantity  of 
redundant  or  as  it  may  be  called  free  electricity,  such  as 
an  increase  of  the  thickness  of  the  glass,  or  by  substituting 
for  the  small  knob  of  the  jar  a  large  ball.  But  the  arrange- 
ment which  produces  the  greatest  effect  is  that  of  a  long  fine 
copper  wire,  insulated  parallel  to  the  horizon,  and  terminated 
at  each  end  by  a  small  ball.  When  sparks  are  thrown  on 
this  from  a  globe  of  about  a  foot  in  diameter,  the  wire  at 
each  discharge  becomes  beautifully  luminous  from  one  end 
to  the  other,  even  if  it  be  a  hundred  feet  long.  Rays  are 
given  oft*  on  all  sides  perpendicular  to  the  axis  of  the  wire. 
In  this  arrangement  the  electricity  of  the- globe  may  be  con- 
sidered nearly  all  as  free  electricity;  and  as  the  insulated 

*  [Ro-printo<l  in  Sillimau's  Ainoricun  Journal  of  Science,  April,  1838,  pp. 
lG-18.] 
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wire  contains  its  natural  quantity,  the  whole  spark  is  thrown 
off  in  the  form  of  a  lateral  discharge.  But  to  explain  these 
phenomena  more  fully,  Professor  Henry  remarked  that  it 
appeared  nopes^ary^to  add  an  additional  postulate  to  our 
theory  of  the  principle  of  electricity,  namely,  a  kind  of  mo- 
mentum, or  inertia  without  weight.  By  this  he  would  only 
be  understood  to  express  the  classification  or  generalization 
of  a  number  of  facts  which  would  otherwise  be  insulated. 
To  illustrate  this,  he  stated  that  the  same  quantity  of  elec- 
tricity could  be  made  to  remain  on  the  wire  if  gradually 
communicated;  but  when  thrown  on  in  the  form  of  a  spark 
it  is  dissipated,  as  before  described.  Other  facts  of  the  same 
kind  were  mentioned ;  and  also  that  we  could  take  advantage 
of  the  principle  to  procure  a  greater  effect  in  the  decompo- 
sition of  water  by  ordinary  electricity.  The  fact  of  a  wire 
becoming  luminous  by  a  spark  was  noticed  by  the  celebrated 
Van  Marum  more  than  fifty  years  ago;  but  he  ascribed  it  to 
the  immense  power  of  the  great  Haarlem  machine.  The 
effect  however  can  be  produced,  as  before  described,  by  a 
cylinder  of  Nairn's  construction  of  seven  inches  in  diameter, 
a  globe  of  a  foot  in  diameter  being  placed  in  connection 
with  the  prime  conductor  to  increase  its  capacity. 

Some  experiments  were  next  described  in  refereoce  to  the 

CI  induction  of  the  lateral  action  of  different  dis- 
,^^^^^^^^  charges  on  each  other.     When  the  long  wire  is 
arranged  in  two  parallel  but  continuous  lines 

)t  by  bending  the  wire  the  outer  side  of  each  wire 
only  becomes  luminous.     When  formed  into 
three  parallel  lines  by  a  double  bend  the  middle 
, portion  of  the  wire  does  not  become  luminous, 

the  outer  sides  only  of  the  outer  lines  of  wire  exhibit  the 
rays.  When  tlie  wire  is  formed  into  a  flat  spiral  the  outer 
spiral  alone  exhibits  the  lateral  discharge,  but  the  light  in 
this  case  is  very  brilliant;  the  inner  spirals  appear  to  in- 
crease the  effect  by  induction. 

Professor  Henry  stated  that  a  metallic  conductor  inti- 
mately connected  with  the  earth  at  one  end,  does  not  silently 
conduct  the  electricity  thrown  in  sparks  on  the  otlier  end. 
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In  one  experiment  described  a  copper  wire  one-eighth  of  an 
inch  in  diameter  was  plunged  at  its  lower  end  into  the  water 
of  a  deep  well,  so  as  to  form  as  perfect  a  connection  with  the 
earth  as  possible.  A  small  ball  being  attached  to  the  upper 
end  and  sparks  passed  on  to  this  from  the  globe  before  men- 
tioned a  lateral  spark  could  be  drawn  from  any  part  of  the 
wire,  and  a  pistol  of  Volta  fired  even  near  the  surface  of  the 
water.  This  effect  was  rendered  still  more  striking  by  attach- 
ing a  ball  to  the  middle  of  the  perpendicular  part  of  a  light- 
ning rod,  put  up  according  to  the  directions  given  by  Gay- 
Lussac.  When  sparks  of  about  an  inch  and  a  half  in  length 
were  thrown  on  the  ball  corresponding  lateral  sparks  could 
be  drawn  not  only  from  the  parts  of  the  rod  between  the 
gmund  and  the  ball,  but  from  the  part  above  even  to  the 
top  of  the  rod.  Some  remarks  were  then  made  on  the  theory 
of  thunder-storms,  as  given  by  the  French  writers,  in  which 
the  cloud  is  considered  as  analogous  in  action  to  one  coating 
of  a  charged  glass,  the  earth  the  other  coating,  and  the  air 
between  as  the  non-conducting  glass.  One  very  material 
circumstance  has  been  overlooked  in  this  theory,  namely, 
the  great  thickness  of  the  intervening  stratum  and  the  con- 
sequent great  quantity  of  free  or  redundant  electricity  in 
the  cloud.  This  must  modify  the  nature  of  the  discharge 
from  the  thunder-cloud,  and  Iciid  to  doubt  if  it  be  perfectly 
analogous  to  the  discharge  from  an  ordinary  Leyden  jar, 
since  the  great  quantity  of  redundant  electricity  must  pro- 
duce a  comparatively  greater  lateral  action;  and  hence,  pos- 
sibly, the  ramifications  of  the  flash  and  other  similar  phe- 
nomena may  be  but  cases  of  the  lateral  discharge. 

Some  facts  were  then  mentioned  on  the  phenomena  of  the 
spark  from  a  long  wire  charged  with  common  or  atmospheric 
electricity.  It  is  well  known  that  the  spark  in  this  case  is 
very  pungent,  resembling  a  shock  from  a  Leyden  jar.  The 
effect  does  not  appear  to  be  produced,  as  is  generally  sup- 
posed, by  the  high  intensity  of  the  electricity  at  the  ends  of 
the  wire  by  mere  distribution,  since  this  is  incompatible 
with  the  shortness  of  the  spark.  In  one  experiment  fifteen 
peisons,  joining  hands,  received  a  severe  shock,  (while  stand- 
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ing  on  the  grass,)  from  a  long  wire.  One  of  the  number 
only  touched  the  conductor.  The  spark  in  this  case  was  not 
more  than  a  quarter  of  an  inch  long.  Several  other  anal- 
ogous facts  were  mentioned,  and  the  suggestion  made  that 
the  whole  were  probably  the  result  of  an  inductive  action  in 
the  long  wire,  similar  to  that  observed  in  a  long. galvanic 
current.     The  subject  now  required  further  investigation. 

Professor  Henry  concluded  by  observing  that  the  facts  he 
had  given  in  this  communication  were  such  as  must  have 
been  noticed  by  every  person  who  is  in  the  liabit  of  experi- 
menting on  ordinary  electricity;  but  he  believed  these  had 
never  been  studied  in  this  connection.  He  was  anxious  to 
direct  the  attention  of  the  Section  to  the  subject  as  one  which 
appeared  to  afford  an  interesting  field  of  research,  particu- 
larly in  connection  with  the  recent  discoveries  of  the  sur- 
prising inductive  actions  of  galvanic  currents. 
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THE   LATERAL   DISCHARGE   OF    ELECTRICITY. 
(Proceedings  of  the  American  Philosophical  Society,  vol.  i,  p.  0.)* 

February  16,  1838. 

Professor  Henry  made  a  verbal  communication  on  the 
lateral  diseliarge  of  electricity  while  passing  along  a  wire, 
as  in  the  Leyden  experiment,  or  communicated  directly  to 
an  insulated  wire,  or  to  a  wire  connected  with  the  earth,  and 
detailed  various  experiments  proving  that  free  electricity  is 
not,  under  an)'  circumstances,  conducted  silently  to  the 
earth. 


INDUCTION   CURRENTS   FROM   ORDINARY    ELECTRICITY. 

(Proceedings  of  the  American  Philosophical  Society,  vol.  i,  p.  14.) 

May  4,  1838. 

Dr.  Patterson  read  a  letter  from  Professor  Henry,  of  Prince- 
ton, dated  Maj'  4,  1838,  announcing  tliat  in  recent  experi- 
ments lie  has  produced  directly  from  ordinary  electricity 
currents  by  induction  analogous  to  those  obtained  from  gal- 
vanism, and  that  he  has  ascertained  that  these  currents  {)0S- 
sess  some  peculiar  properties;  that  they  maybe  increased 
in  intensity  to  an  indefinite  degree,  so  that  if  a  discharge 
from  a  Leyden  jar  be  sent  through  a  good  conductor  a 
shock  may  be  obtained  from  a  contiguous  but  perfectly  in- 
sulated conductor  more  intense  than  one  directly  from  the 
jar.  Professor  Henry  remarks  that  he  has  also  found  that 
all  conducting  substances  screen  the  inductive  action,  and 
that  he  has  succeeded  in  referring  this  screening  process  to 
currents  induced  for  a  moment  in  the  interposed  body. 

*[The  title-page  of  Vid.  i  (comprising  the  proceedings  from  Jan.,  1838, 
to  Dec,  1840,)  beai-s  date  1840.] 
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INDUCED   CURRENTS    FROM   ORDINARY   ELECTRICITY. 
(Proceedings  of  the  American  Philosophical  Society,  vol.  i,  pp.  54-50.) 

November  2,  1838. 

Professor  Henry  read  a  paper  entitled  "Contributions  to 
Electricity  and  Magnetism,  No.  3.  On  tlie  Phenomena  of 
Electro-dynamic  Induction." 

The  primary  object  of  the  investigation  undertaken  by 
the  author  was  the  discovery  of  induced  currents  from  ordi- 
nary electricity  similar  to  these  produced  by  galvanism. 
Preparatory  to  this,  a  new  investigation  was  instituted  of 
the  phenomena  of  galvanic  induction,  and  the  result  of  this, 
forms  perhaps  the  most  important  part  of  the  communica- 
tion. 

The  first  section  of  the  paper  refers  to  the  conditions 
which  influence  the  induction  of  a  current  on  itself,  as  in 
the  case  of  a  long  wire  and  a  spiral  conductor.  These  are 
shown  to  depend  on  the  intensity  and  quantity  of  the  bat- 
tery current,  and  on  the  length,  thickness,  and  form  of  the 
conductor. 

The  next  section  examines  the  conditions  necessary  to  the 
production  of  powerful  secondary  currents,  and  also  the 
changes  which  take  place  in  the  same  when  the  form  of  the 
battery  and  the  size  and  form  of  the  conductor  are  varied. 

The  important  fact  is  shown  tliat  not  only  a  current  of 
intensity  can  be  induced  by  one  of  quantity,  but  also  the 
converse — that  a  current  of  quantity  can  be  produced  by 
one  of  intensity. 

The  third  section  relates  to  the  effect  of  interposing  dif- 
ferent substances  between  the  conductor  which  transmits 
the  current  from  the  battery,  and  that  which  is  arranged  to 
receive  the  induced  current.  All  good  conducting  sub- 
stances are  found  to  screen  the  inducing  action,  and  this 
screening  effect  is  shown,  by  the  detail  of  a  variety  of  ex- 
periments, to  be  the  result  of  the  neutralizing  action  of  a 
current  induced  in  the  interposed  body.     This  neutralizing 
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current  is  separately  examined,  and  its  direction  found  to 
be  the  same  as  that  of  the  battery  current.  The  question  is 
then  raised,  how  two  currents  in  the  same  direction  can 
counteract  each  other?  An  answer  to  this  question  is  given 
in  a  subsequent  part  of  the  paper. 

The  fourth  section  relates  to  the  discovery  of  induced 
currents  of  the  third,  fourth,  and  fifth  orders;  that  is,  to  the 
fact  that  the  second  current  is  found  capable  of  inducing  a 
third  current,  and  this  latter  again  another,  and  so  on.  The 
properties  of  tljese  new  currents  arc  next  examined,  and  the 
screening  influence  is  found  to  take  place  between  them; 
quantity  is  induced  from  intensity,  and  conversely;  magne- 
tism is  developed  in  soft  iron,  decomposition  is  effected,  and 
intense  shocks  arc  obtained,  even  from  the  current  of  the 
fourth  order.  A  remarkable  and  important  fact  is  stated  in 
reference  to  the  direction  of  these  currents.  If  the  direction 
of  the  battery  current  and  that  of  the  second  be  called  pluSy 
then  the  direction  of  the  third  current  will  be  minus,  of 
the  fourth  current  plus,  of  the  fifth  minus,  and  so  on.  The 
application  of  the  fact  of  these  alternations  is  made  to  the 
explanation  of  the  phenomenon  of  screening  before  men- 
tioned, and  also  to  the  improvement  of  the  magneto-electri- 
cal machine. 

The  last  part  of  the  paper  relates  to  the  discovery  of 
secondary  currents,  and  of  currents  of  the  several  orders,  in 
the  discharge  of  ordinary  electricity.  Shocks  arc  obtained 
from  these,  the  screening  influence  of  good  conductors  is 
shown  to  take  place,  magnetism  is  developed,  and  the  alter- 
nations in  the  direction  are  found  to  exist  as  in  the  cur- 
rents from  galvanic  induction.  Some  remarkable  results  are 
given  in  reference  to  the  great  distance  at  which  the  induc- 
tion takes  place.  Experiments  are  detailed  in  which  needles 
were  made  magnetic  when  the  conductors  were  removed  to 
the  distance  of  twelve  feet  from  each  other. 

Prof.  Henry  made  a  verbal  communication  during  the 
course  of  which  he  illustrated  experimonttilly  the  pheno- 
mena developed  in  his  paper. 
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CONTRIBUTIONS  TO  ELECTRICITY  AND  MAGNETISM.   No.  III. 

ON   ELECTRO-DYNAMIC   INDUCTION. 

(Transactions  American  Philosophical  Society,  n.  s.,  vol.  vi,  pp.  803-337.)* 

Read  November  2,  1838. 

INTRODUCTION. 

1.  Since  ray  investigations  in  reference  to  the  influence 
of  a  spiral  conductor,  in  increasing  the  intensity  of  a  gal- 
vanic current,  were  submitted  to  the  Society,  the  valuable 
paper  of  Dr.  Faraday,  on  the  same  subject,  has  been  pub- 
lished, and  also  various  modifications  of  the  principle  have 
been  made  by  Sturgeon,  Masson,  Page,  and  others,  to  increase 
the  effects.  The  spiral  conductor  has  likewise  been  applied 
by  Cav.  Antinori  to  produce  a  spark  by  the  action  of  a 
thermo-electrical  pile ;  and  Mr.  Watkins  has  succeeded  in  ex- 
hibiting all  the  phenomena  of  hydro-electricity  by  the  same 
means.  Although  the  principle  has  been  much  extended 
by  the  researches  of  Dr.  Faraday,  yet  I  am  happy  to  state 
that  the  results  obtained  by  this  distinguished  philosopher 
are  not  at  variance  with  those  given  in  my  paper. 

2.  I  now  offer  to  the  Society  a  new  series  of  investigations 
in  the  same  line,  which  I  hope  may  also  be  considered  of 
sufficient  importance  to  merit  a  place  in  the  Transactions. 

3.  The  primary  object  of  these  investigations  was  to  dis- 
cover, if  possible,  inductive  actions  in  common  electricity 
analogous  to  those  found  in  galvanism.  For  this  purpose  a 
series  of  experiments  was  commenced  in  the  spring  of  1836, 
but  I  was  at  that  time  diverted,  in  part,  from  the  immediate 
object  of  my  research,  by  a  new  investigation  of  the  phe- 
nomenon known  in  common  electricity  by  the  name  of  the 
lateral  discharge.  Circumstiinces  prevented  my  doing  any- 
thing further,  in  the  way  of  experiment,  until  April  last, 
when  most  of  the  results  which  I  now  offer  to  the  Society 
were  obtained.  The  investigations  are  not  as  complete  in 
several  points  as  I  could  wish,  but  as  my  duties  will  not'per- 

■^  [The  title  page  of  vol.  vi  bears  date  1839.] 
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iiiit  me  to  resume  the  subject  for  some  months  to  come,  I 
tlierefore  present  them  as  they  are ;  knowing,  from  the  in- 
terest excited  by  this  branch  of  science  in  every  part  of  the 
world,  that  the  errors  which  may  exist  will  soon  be  detected, 
and  the  truths  be  further  developed. 

4.  The  experiments  are  given  nearly  in  the  order  in  which 
they  were  made;  and  in  general  they  are  accompanied  by  the 
reflections  which  led  to  the  several  steps  of  the  investigation. 
The  whole  series  is  divided,  for  convenience  of  arrangement, 
into  six  sections,  although  the  subject  may  be  considered  as 
consisting,  principally,  of  two  parts.  The  first  relating  to  a 
new  examination  of  the  induction  of  galvanic  currents ;  and 
the  second  to  the  discovery  of  analogous  results  in  the  dis- 
charge of  ordinary  electricity. 

5.  The  principal  articles  of  apparatus  used  in  the  experi- 
ments, consist  of  a  number  of  flat  coils  of  copper  ribbon, 
which  will  be  designated  by  the  names  of  coil  No.  1,  coil  No. 


Fio.  1. — a  rcprcsonU  coil  No.   1,  b  coil  No.  2,  and  c  coil   No.   3;  e  the 

biittery,  d  the  nisp. 

2,  &c. ;  also  of  several  coils  of  long  wire;  and  these,  to  dis- 
tinguish them  from  the  ribbons,  will  be  called  helix  No.  1, 
helix  No.  2,  &c. 

(>.  Coil  No.  1  is  formed  of  thirteen  pounds  of  copper  plate, 
one  inch  and  a  half  wide  and  ninety-three  feet  long.  It  is 
well  covered  witli  two  coatings  of  silk,  and  was  generally 
used  in  the  form  represented  in  Fig.  1,  which  is  tliat  of  a 
flat  spiral  sixteen  inches  in  diameter.    It  was  however  some- 
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times  formed  into  a  ring  of  larger  diameter,  as  is  shown  in 
Fig.  4,  Section  iii. 

7.  Coil  No.  2  is  also  formed  of  copper  plate,  of  the  same 
width  and  thickness  as  coil  No.  1.  It  is  however  only  sixty 
feet  long.  Its  form  is  shown  at  6,  Fig.  1.  The  opening  at  the 
centre  is  sufficient  to  admit  helix  No.  1.  Coils  No.  3,  4,  5,  6, 
&c.,  are  all  about  sixty  feet  long,  and  of  copper  plate  of  the 
same  thickness,  but  of  half  the  width  of  coil  No.  1. 

8.  Helix  No  1  consists  of  sixteen  hundred  and  sixty  yards 
of  copper  wire,  ^Vth  of  an  inch  in  diameter.    No.  2,  of  nine 


Fig.  2. — a  represents  helix  No.  1,  b  helix  No.'2,  c  helix  No.  8. 

hundred  and  ninety  yards ;  and  No.  3,  of  three  hundred  and 
fifty  yards,  of  tlie  same  wire.  These  helices  are  shown  in  Fig. 
2,  and  arc  so  adjusted  in  size  as  to  fit  into  each  other;  thus 
forming  one  long  helix  of  three  thousand  yards :  or,  by  using 
them  separately,  and  in  different  combinations,  seven  helices 
of  diflFerent  lengths.  The  wire  is  covered  with  cotton  tliread, 
saturated  with  beeswax,  and  between  each  stratum  of  spires 
a  coating  of  silk  is  interposed. 

9.  Helix  No.  4  is  shown  at  a,  Fig.  4,  Section  iii;  it  is 
formed  of  five  hundred  and  forty -six  yards  of  wire,  -Ja^'^  ^f 
an  inch  in  diameter,  the  several  spires  of  which  are  insulated 
by  a  coating  of  cement.  Helix  No.  5  consists  of  fifteen  hun- 
dred yards  of  silvered  copper  wire,  y^^th  of  an  inch  in  diam- 
eter, covered  with  cotton,  and  is  of  the  form  of  No.  4. 

10.  Besides  these  I  was  favored  with  the  loan  of  a  large 
spool  of  copper  wire,  covered  with  cotton, -j^th  of  an  inch  in 
diameter,  and  five  miles  long.  It  is  wound  on  a  small  axis 
of  iron,  and  forms  a  solid  cylinder  of  wire,  eighteen  inches 
long,  and  thirteen  in  diameter. 

11.  For  determining  the  direction  of  induced  currents,  a 
magnetizing  spiral  was  generally  used,  which  consists  of 
about  thirty  spires  of  copper  wire,  in  the  form  of  a  cylinder, 
and  so  small  as  just  to  admit  a  sewing  needle  into  the  axis. 
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12.  Also  a  small  horseshoe  is  frequently  referred  to,  which 
is  formed  of  a  piece  of  soft  iron,  about  three  inches  long,  and 
|ths  of  an  inch  thick ;  each  leg  is  surrounded  with  about 
five  feet  of  copper  bell  wire.  This  length  is  so  small,  that 
only  a  current  of  electricity  of  considerable  quantity  can 
develop  the  magnetism  of  the  iron.  The  instrument  is  used 
for  indicating  the  existence  of  such  a  current. 

13.  The  battery  used  in  most  of  the  experiments  is  shown 
in  Fig.  1.  It  is  formed  of  three  concentric  cylinders  of  copper, 
and  two  interposed  cylinders  of  zinc.  It  is  about  eight 
inches  high,  five  inches  in  diameter,  and  exposes  about  one 
square  foot  and  three  quarters  of  zinc  surface,  estimating 
both  sides  of  the  metal.  In  some  of  the  experiments  a 
larger  battery  was  used,  weakly  charged,  but  all  the  re- 
sults mentioned  in  the  paper  except  those  with  a  Cruiek- 
shank  trough,  can  be  obtained  with  one  or  two  batteries  of 
the  above  size,  particularly  if  excited  by  a  strong  solution. 
The  manner  of  interrupting  the  circuit  of  the  conductor  by 
means  of  a  rasp  />,  is  shown  in  the  same  Figure. 

SECTION  I. 

Conditions  which  influence  the  indmtion  of  a  Current  on  itself, 

14.  The  phenomenon  of  the  spiral  conductor  is  at  present 
known  by  the  name  of  the  induction  of  a  current  on  itself,  to 
distinguish  it  from  the  induction  of  the  secondary  current, 
discovered  by  Dr.  Faraday.  The  two  however  belong  to 
the  same  class,  and  experiments  render  it  probable  that  the 
spark  given  by  the  long  conductor  is,  from  the  natural  elec- 
tricity of  the  metal,  disturbed  for  an  instant  by  the  induc- 
tion of  the  primary  current.  Before  proceeding  to  the  other 
parts  of  these  investigations,  it  is  important  to  state  the  re- 
sults of  a  number  of  preliminary  experiments,  made  to  de- 
termine more  definitely  the  conditions  which  influence  the 
action  of  the  spiral  conductor. 

15.  When  the  electricity  is  of  low  intensity,  as  in  the  case 
of  the  thermo-electrical  pile,  or  a  large  single  battery  weakly 
excited  with  dilute  acid,  the  flat  ribbon  coil  No.  1,  ninety- 
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three  feet  long,  is  found  to  give  the  most  brilliant  deflagra- 
tions, and  the  loudest  snaps  from  a  surface  of  mercury.  The 
shocks,  with  this  arrangement,  are  however  very  feeble,  and 
can  only  be  felt  in  the  fingers  or  through  the  tongue. 

16.  The  induced  current  in  a  short  coil,  which  thus  pro- 
duces deflagration,  but  not  shocks,  may,  for  distinction,  be 
called  one  of  quantity. 

17.  When  the  length  of  the  coil  is  increased,  the  battery 
continuing  the  same,  the  deflagrating  power  decreases,  while 
the  intensity  of  the  shock  continually  increases.  With  five 
ribbon  coils,  making  an  aggregate  length  of  three  hundred 
feet,  and  the  small  battery,  Fig.  1,  the  deflagration  is  less 
than  with  coil  No.  1,  but  the  shocks  are  more  intense. 

18.  There  is  however  a  limit  to  this  increase  of  intensity 
of  the  shock,  and  this  takes  place  when  the  increased  resist- 
ance or  diminished  conduction  of  the  lengthened  coil  begins 
to  counteract  the  influence  of  the  increasing  length  of  the 
current.  The  following  experiment  illustrates  this  fact.  A 
coil  of  copper  w^re  ^^th  of  an  inch  in  diameter,  was  increased 
in  length  by  successive  additions  of  about  thirty-two  feet  at 
a  time.  After  the  first  two  lengths,  or  sixty-four  feet,  the 
brilliancy  of  the  spark  began  to  decline,  bi:"  the  shocks  con- 
stantly increased  in  intensity,  until  a  length  of  five  hun- 
dred and  seventv-five  feet  was  obtained,  when  the  shocks  also 
began  to  decline.  This  was  then  the  proper  length  to  pro- 
duce the  maximum  eflcct  with  u  single  battery,  and  a  wire 
of  the  above  diameter. 

19.  When  the  intensity  of  the  electricity  of  the  battery  is 
increased,  the  action  of  the  short  ribbon  coil  decreases.  W^ith 
a  Cruickshank's  trough  of  sixty  plates,  four  inches  square, 
scarcely  any  peculiar  effect  can  be  observed,  when  the  coil 
forms  a  part  of  the  circuit.  If  however  the  length  of  the  cc»il 
be  increased  in  proportion  to  the  inten/sity  of  the  current, 
then  the  inductive  influence  becomes  apparent.  When  the 
current,  from  ten  plates  of  the  above  mentioned  trough,  was 
passed  through  the  wire  of  the  large  spool  (10),  the  induced 
shock  was  too  severe  to  be  taken  through  the  body.  Again, 
when  a  small  trough  of  twenty-five  one-inch  plates,  which 
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alone  would  give  but  a  very  feeble  shock,  was  used  with 
helix  No.  1,  an  intense  shock  was  received  from  the  induc- 
tion, when  the  contact  was  broken.  Also  a  slight  shock  in 
this  arrangement  is  given  when  the  contact  is  formed,  but 
it  is  very  feeble  in  comparison  with  the  other.  The  spark 
however  with  the  long  WMre  and  compound  battery  is  not  as 
brilliant  as  with  the  single  battery  and  the  short  ribbon  coil. 

20.  When  the  shock  is  produced  from  a  long  wire,  as  in 
the  last  experiments,  the  size  of  the  plates  of  the  battery 
may  be  very  much  reduced,  without  a  corresponding  reduc- 
tion of  the  intensity  of  the  shock.  This  is  shown  in  an  ex- 
periment with  the  large  spool  of  wire  (10).  A  very  small 
compound  battery  was  formed  of  six  pieces  of  copper  bell- 
wire,  about  one  inch  and  a  half  long,  and  an  equal  number 
of  pieces  of  zinc  of  the  same  size.  When  the  current  from 
this  was  passed  through  the  five  miles  of  the  wire  of  the  spool, 
the  induced  shock  was  given  at  once  to  twenty-six  persons 
joining  hands.  This  astonishing  effect  placed  the  action  of 
a  coil  in  a  striking  point  of  view. 

21.  With  the  same  spool  and  the  single  battery  used  in 
the  former  experiments,  no  shock,  or  at  most  a  very  feeble 
one,  could  be  obtained.  A  current  however  was  found  to 
pass  through  the  whole  length,  by  it.s  action  on  the  galva- 
nometer ;  but  it  was  not  sufficiently  powerful  to  induce  a  cur- 
rent which  could  counteract  the  resistance  of  so  long  a  wire. 

22.  The  induced  current  in  these  experiments  may  be  con- 
sidered as  one  of  coimdcrahle  ^^intcimtyy^^and  small  ^'quaniityy 

23.  The  form  of  the  coil  has  considerable  influence  on  the 
intensity  of  the  action.  In  the  experiments  of  Dr.  Faraday, 
a  long  cylindrical  coil  of  thick  copper  wire,  inclosing  a  rod 
of  soft  iron,  was  used.  This  form  produces  the  greatest  ef- 
fect when  magnetic  reaction  is  employed  ;  but  in  the  case  of 
simple  galvanic  induction,  I  have  found  the  form  of  the  coils 
and  helices  represented  in  the  figures  most  effectual.  The 
several  spires  are  more  nearly  approximated,  and  therefore 
they  exert  a  greater  mutual  influence.  In  some  cases,  as 
will  be  seen  hereafter,  the  ring  form,  shown  in  Fig.  4,  is 
most  effectual. 
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24.  In  all  cases  the  several  spires  of  the  coil  should  be  well 
insulated,  for  although  in  magnetizing  soft  iron,  and  in  anal- 
ogous experiments,  the  touching  of  two  spires  is  not  attended 
with  any  great  reduction  of  action ;  yet  in  the  case  of  the 
induced  current,  as  will  be  shown  in  the  progress  of  these 
investigations,  a  single  contact  of  two  spires  is  sometimes 
sufficient  to  neutralize  the  whole  iefFect. 

25.  It  must  be  recollected  that  all  the  experiments  with 
these  coils  and  helices,  unless  otherwise  mentioned,  are  made 
without  the  reaction  of  iron  temporarily  magnetized;  since 
the  introduction  of  this  would  in  some  cases  interfere  with 
the  action,  and  render  the  results  more  complex. 

SECTION  II. 

Conditions  which  influence  the  production  of  Secondary  Ourrents. 

26.  The  secondary  currents,  as  it  is  well  known,  were  dis- 
covered in  the  introduction  of  magnetism  and  electricity,  by 
Dr.  Faraday,  in  1831.  But  he  was  at  that  time  urged  to  the 
exploration  of  new ,  and  apparen  tly  richer  veins  of  science,  and 
left  this  branch  to  be  traced  bv  others.  Since  then  however 
attention  has  been  almost  exclusively  directed  to  one  part  of 
the  subject,  namely,  the  induction  from  maguetism,  and  the 
perfection  of  the  magneto-electrical  machine:  and  I  know 
of  no  attemi)ts,  except  my  own,  to  review  and  extend  tlie 
l)urely  electrical  part  of  Dr.  Faraday^s  admirable  discovery. 

27.  The  energetic  action  of  the  flat  coil,  in  producing  the 
induction  of  a  current  on  itself,  led  me  to  conclude  that  it 
would  also  be  the  most  proper  means  for  the  exhibition  and 
study  of  the  phenomena  of  the  secondary  galvanic  currents. 

28.  For  this  purpose  coil  No.  1  was  arranged  to  receive  the 
current  from  the  small  battery,  and  coil  No.  2  placed  on  this, 
with  a  plate  of  glass  interposed  to  insure  perfect  insulation; 
as  often  as  the  circuit  of  No.  1  was  interrupted,  a  powerful 
secondary  current  was  induced  in  No.  2.  The  arrangement 
is  the  same  as  that  exhibited  in  Fig.  3,  with  the  exception 
that  in  this  the  compound  helix  is  represented  as  receiving 
the  induction,  instead  of  coil  No.  2. 
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20.  When  the  ends  of  the  second  coil  were  rubbed  together, 
a  spark  was  produced  at  the  opening.    When  the  same  ends 


a 

Fio.  3. — a  represents  cuil  No.  1,  h  helix  Nu.  1.  and  «*,  c/,  bundles  for  receiv- 
ing the  shock. 

were  joined  by  the  magnetizing  spiral  (11),  the  enclosed 
needle  became  strongly  magnetic.  Also  when  the  secondary 
current  was  passed  through  the  wires  of  the  iron  horseshoe 
(12),  magnetism  was  develoi>ed;  and  when  the  ends  of  the 
second  coil  were  attached  to  a  small  decomposing  apparatus, 
of  the  kind  which  accompanies  the  magneto-electrical  ma- 
chine, a  stream  of  gas  was  given  off  at  each  pole.  The  shock 
however  from  this  coil  is  verv  feeble,  and  can  scarcelv  be 
felt  above  the  fingers. 

30.  This  current  has  therefore  the  properties  of  one  of 
moderate  "intensity,"  but  considerable  "quantity." 

31.  Coil  No.  1  remaining  as  before,  a  longer  coil,  formed 
by  uniting  Nos.  3,  4,  and  o,  was  substituted  for  No.  2.  With 
this  arrangement,  the  spark  produced  when  the  ends  were 
rubbed  together,  was  not  as  brilliant  as  before;  the  magnet- 
izing power  was  much  less;  decomposition  was  nearly  the 
same,  but  the  shocks  were  more  powerful,  or  in  other  words 
the  "intensity"  of  the  induced  current  was  increased  by  an 
increase  of  the  length  of  the  coil,  while  the  "quantity"  was 
apparently  decreased. 

32.  A  compound  helix, formed  by  uniting  Nos.  1  and  2, 
and  therefore  containing  two  thousand  six  hundred  and  fifty 
yards  of  wire,  was  next  placed  on  coil  No.  1.  The  weight  of 
this  helix  happened  to  be  precisely  the  same  as  that  of  coil 
No.  2,  and  hence  the  different  effects  of  the  same  quantity  of 
metal  in  the  two  forms  of  a  long  and  short  conductor,  could 
be  compared.    With  this  arrangement  the  magnetizing  effects, 
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with  the  apparatus  before  mentioned,  disappeared.  The 
sparks  were  much  smaller,  and  also  the  decomposition  less, 
than  with  the  short  coil ;  but  the  shock  was  almost  too  intense 
to  be  received  with  impunity,  except  through  the  fingers  of 
one  hand.  A  circuit  of  fifty-six  of  the  students  of  the  senior 
class,  received  it  at  once  from  a  single  rupture  of  the  battery 
current,  as  if  from  the  discharge  of  a  Leyden  jar  weakly 
charged.  The  secondary  current  in  this  case  was  one  of. 
small  quantity,  but  of  great  intensity. 

33.  The  following  experiment  is  important  in  establishing 
the  fact  of  a  limit  to  the  increase  of  the  intensity  of  the  shock, 
as  well  as  the  power  of  decomposition,  with  a  wire  of  a  given 
diameter.  Helix  No.  5,  which  consists  of  wire  only  y^^th 
of  an  inch  in  diameter,  was  placed  on  coil  No.  2,  and  its 
length  increased  to  about  seven  hundred  yards.  With  this 
extent  of  wire,  neither  decomposition  nor  magnetism  could 
be  obtained,  but  shocks  were  given  of  a  peculiarly  pungent 
nature;  they  did  not  however  produce  much  muscular  action. 
The  wire  of  the  helix  was  further  increased  to  about  fifteen 
hundred  yards;  the  shock  was  now  found  to  be  scarcely  per- 
ceptible in  the  fingers. 

34.  As  a  counterpart  to  the  last  experiment,  coil  No.  1  was 
formed  into  a  ring  of  sufficient  internal  diameter  to  admit 
the  great  spool  of  wire  (11),  and  with  the  whole  length  of 
this  (which,  as  has  before  been  stated,  is  five  miles)  the  shock 
was  found  so  intense  as  to  be  felt  at  the  shoulder,  when 
passed  only  through  the  forefinger  and  thumb.  Sparks  and 
decomposition  were  also  produced,  and  needles  rendered  mag- 
netic. The  wire  of  this  spool  is  yV^h  of  an  inch  thick,  and 
we  therefore  sec  from  this  experiment,  that  by  increasing 
the  diameter  of  the  wire,  its  length  may  also  be  much  in- 
creased, with  an  increased  effect. 

35.  The  fact  (33)  that  the  induced  current  is  diminished 
by  a  further  increase  of  the  wire,  after  a  certain  length  has 
been  attained,  is  important  in  the  construction  of  the  mag- 
neto-electrical machine,  since  the  same  effect  is  produced  in 
the  induction  of  magnetism.  Dr.  Goddard  of  Philadelphia, 
to  whom  I  am  indebted  for  coil  No.  5,  found  that  when  its 
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whole  length  was  wound  on  the  iron  of  a  temporary  magnet 
no  shocks  could  be  obtained.  The  wire  of  the  machine  may 
therefore  be  of  such  a  length,  relative  to  its  diameter,  as  to 
produce  shocks,  but  no  decomposition ;  and  if  the  length  be 
still  further  increased,  the  power  of  giving  shocks  may  also 
become  neutralized. 

36.  The  inductive  action  of  coil  No.  1,  in  the  foregoing 
experiments,  is  precisely  the  same  as  that  of  a  temporary 
magnet  in  the  case  of  the  magneto-electrical  machine.  A 
short  thick  wire  around  the  armature  gives  brilliant  defla- 
grations, but  a  long  one  produces  shocks.  This  fact,  I  be- 
lieve, was  first  discovered  by  my  friend  Mr.  Saxton,  and 
afterwards  investigated  by  Sturgeon  and  Lentz. 

37.  We  might,  at  first  sight,  conclude,  from  the  perfect 
similarity  of  these  effects,  that  the  currents  which,  according 
to  the  theory  of  Ampere,  exist  in  the  magnet,  are  like  those 
in  the  short  coil,  of  great  quantity  and  feeble  intensity;  but 
succeeding  experiments  will  show  that  this  is  not  necessarily 
the  case. 

38.  All  the  experiments  given  in  this  section  have  thus  far 
been  made  with  a  battery  of  a  single  element.  This  condi- 
tion was  now  changed,  and  a  Cruickshank  trough  of  sixty 
pairs  substituted.  When  the  current  from  this  was  passed 
through  the  ribbon  coil  No.  1,  no  indication,  or  a  very  feeble 
one,  was  given  of  a  secondary  current  in  any  of  the  coils  or 
helices,  arranged  as  in  the  preceding  experiments.  The 
length  of  the  coil,  in  this  case,  was  not  commensurate  with 
the  intensity  of  the  current  from  the  battery.  But  when 
the  long  helix.  No.  1,  was  placed  instead  of  coil  No.  1,  a 
powerful  inductive  action  was  produced  on  each  of  the 
articles,  as  before. 

39.  First,  helices  No.  2  and  3  were  united  into  one,  and 
placed  within  helix  No.  1,  which  still  conducted  the  battery 
current.  With  this  disposition  a  secondary  current  was  pro- 
duced, which  gave  intense  shocks  but  feeble  decomposition, 
and  no  magnetism  in  the  soft  iron  horseshoe.  It  was  there- 
fore one  of  intensity,  and  was  induced  by  a  battery  current 
also  of  intensity. 
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40.  Instead  of  the  helix  used  in  the  last  experiment  for 
receiving  the  induction,  one  of  the  coils  (No.  3)  was  now 
placed  on  helix  No.  1,  the  battery  remaining  as  before. 
With  this  arrangement  the  induced  current  gave  no  shocks, 
but  it  magnetized  the  small  horseshoe;  and  when  the  ends 
of  the  coil  were  rubbed  together,  produced  bright  sparks. 
It  had  therefore  the  properties  of  a  current  of  quantity;  and 
it  was  produced  by  the  induction  of  a  current,  from  a  battery, 
of  intensity. 

41.  This  experiment  was  considered  of  so  much  impor- 
tance, that  it  was  varied  and  repeated  many  times,  but  always 
with  the  same  result;  it  therefore  establishes  the  fact  that  an 
"intensity"  current  can  induce  one  of  "quantity/^  and,  by  the 
preceding  experiments,  the  converse  has  also  been  shown, 
that  a  "quantity"  current  can  induce  one  of  "intensity" 

42.  This  fact  appears  to  have  an  important  bearing  on  the 
law  of  the  inductive  action,  and  would  seem  to  favor  the 
supposition  that  the  lower  coil,  in  the  two  experiments  with 
the  long  and  short  secondary  conductors,  exerted  the  same 
amount  of  inductive  force,  and  that  in  one  case  this  was 
expended  (to  use  the  language  of  theory)  in  giving  a  great 
velocity  to  a  small  quantity  of  the  fluid,  and  in  the  other  in 
producing  a  slower  motion  in  a  larger  current;  but  in  the 
two  cases,  were  it  not  for  the  increased  resistance  to  conduc- 
tion in  the  longer  wire,  the  quantity  multiplied  by  the 
square  of  the  velocity  would  be  the  same.  This  however 
is  as  yet  a  hypothesis,  but  it  enables  us  to  conceive  how  in- 
tensity and  quantity  may  both  be  produced  from  the  same 
induction. 

43.  From  some  of  the  foregoing  experiments  we  may  con- 
clude, that  the  quantity  of  electricity  in  motion  in  the  helix 
is  really  less  than  in  the  coil,  of  the  same  weight  of  metal; 
but  this  may  possibly  be  owing  simply  to  the  greater  resist- 
ance offered  by  the  longer  wire.  It  would  also  appear,  if 
the  above  reasoning  be  correct,  that  to  produce  the  most 
energetic  physiological  effects,  only  a  small  quantity  of  elec- 
tricity, moving  with  great  velocity,  is  necessary. 

44.  In  this  and  the  preceding  section,  I  have  attempted 
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to  give  only  the  general  conditions  which  influence  the  gal- 
vanic induction.  To  establish  the  law  woilld  require  a  great 
number  of  more  refined  experiments,  and  the  consideration 
of  several  circumstances  which  would  afibct  the  results,  such 
as  the  conduction  of  the  wires,  the  constant  state  of  the  bat- 
tery, the  method  of  breaking  the  circuit  with  perfect  regu- 
larity, and  also  more  perfect  means  than  we  now  possess  of 
measuring  the  amount  of  the  inductive  action;  all  these 
circumstances  render  the  problem  very  complex. 

SECTION  III. 

On  the  Induction  of  Secondary  Currents  at  a  distance. 

45.  In  the  experiments  given  in  the  two  preceding  Sections, 
the  conductor  which  received  the  induction,  was  separated 
from  that  which  transmitted  the  primary  current  by  the 
thickness  only  of  a  pane  of  glass;  but  the  action  from  this 
arrangement  was  so  energetic,  that  I  was  naturally  led  to 
try  the  effect  at  a  greater  distance. 

46.  For  this  purpose  coil  No.  1  was  formed  into  a  ring  of 
about  two  feet  in  diameter,  and  helix  No.  4  placed  as  is  shown 


Fia.  4. — a  represents  helix  No.  4,  b  coil  No.  1,  in  the  form  of  a  ring. 

in  the  figure.  When  the  helix  was  at  the  distance  of  about 
sixteen  inches  from  the  middle  of  the  plane  of  the  ring, 
shocks  could  be  perceived  through  the  tongue,  and  these 
rapidly  increiased  in  intensity  as  the  helix  was  lowered,  and 
when  it  reached  the  plane  of  the  ring  they  were  quite  severe. 
The  eifect  however  was  still  greater,  when  the  helix  was 
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moved  from  the  centre  to  the  inner  circumference,  as  at  c; 
but  when  it  was  placed  without  tlie  ring,  in  contact  with 
the  outer  circumference, ^t  6,  the  shocks  were  very  slight; 
and  when  placed  within,  but  its  axis  at  right  angles  to  that 
of  the  ring,  not  the  least  effect  could  be  observed. 

47.  With*a  little  reflection,  it  will  be  evident  that  this 
arrangement  is  not  the  most  favorable  for  exhibiting  the 
induction  at  a  distance,  since  the  side  of  the  ring,  for  ex- 
ample, at  c,  tends  to  produce  a  current  revolving  in  one 
direction  in  the  near  side  of  the  helix,  and  another  in  an 
opposite  direction  in  the  farther  side.  The  resulting  effect 
is  therefore  only  the  difference  of  the  two,  and  in  the  position 
as  shown  in  the  figure;  this  difference  must  be  very  small, 
since  the  opposite  sides  of  the  helix  are  approximately  at  the 
same  distance  from  c.  But  the  difference  of  action  on  the 
two  sides  constantly  increases  as  the  helix  is  brought  near 
the  side  of  the  ring,  and  becomes  a  maximum  when  the  two 
are  in  the  position  of  internal  contact.  A  helix  of  larger 
diameter  would  therefore  produce  a  greater  effect. 

48.  Coil  No.  1  remaining  as  before,  helix  No.  1,  which  is 
nine  inches  in  diameter,  was  substituted  for  the  small  helix 
of  the  last  experiment,  and  with  this  the  effect  at  a  distance 
was  much  increased.  When  coil  No.  2  was  added  to  coil 
No.  1,  and  the  currents  from  two  small  batteries  sent  through 
these,  shocks  were  distinctly  perceptible  through  the  tongue, 
when  the  distance  of  the  planes  of  the  coils  and  the  three 
helices,  united  as  one,  was  increased' to  thirty-six  inches. 

49.  The  action  at  a  distance  was  still  further  increased  by 
coiling  the  long  wire  of  the  lar^e  spool  into  the  form  of  a 
ring  of  four  feet  in  diameter,  and  placing  parallel  to  this 
another  ring,  formed  of  the  four  ribbons  of  coils  No.  1,  2,  3, 
and  4.  When  a  current  from  a  single  battery  of  tliirty-five 
feet  of  zinc  surface  was  passed  through  the  ribbon  conductor, 
shocks  through  the  tongue  were  felt  when  the  rings  were 
separated  to  the  distance  of  four  feet.  As  the  conductors 
were  approximated, the  shocks  became  more  and  more  severe; 
and  w^hen  at  the  distance  of  twelve  inches,  they  could  not  be 
taken  through  the  body. 
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50.  It  may  be  stated  in  this  connection,  that  the  galvanic 
induction  of  magnetism  in  soft  iron,  in  reference  to  distance, 
is  also  surprisingly  great.  A  cylinder  of  soft  iron,  two  inches 
in  diameter  and  one  foot  long,  placed  in  the  centre  of  the 
ring  of  copper  ribbon,  with  the  battery  above  mentioned, 
becomes  strongly  magnetic. 

51.  I  may  perhaps  be  excused  for  mentioning  in  this  com- 
munication that  the  induction  at  a  distance  atfords  the  means 
of  exhibiting  some  of  tlie  most  astonishing  exfjeriments,  in 
the  line  of  physique  amtisante,  to  be  found  perhaps  in  the 
whole  course  of  science.  I  will  mention  one  which  is  some- 
what connected  with  the  experiments  to  be  described  in  the 
next  section,  and  which  exhibits  the  action. in  a  striking 
manner.  This  consists  in  causing  the  induction  to  take  place 
through  the  partition  wall  of  two  rooms.  For  this  purj>ose 
coil  No.  1  is  suspended  against  the  wall  in  one  room,  while 
a  person  in  the  adjoining  one  receives  the  shock,  by  grasping 
the  handles  of  the  helix,  and  approaching  it  to  the  spot 
opposite  to  which  the  coil  is  suspended.  The  cflFect  is  as  if 
by  magic,  without  a  visible  cause.  It  is  best  produced 
through  a  door,  or  thin  wooden  partition. 

52.  The  action  at  a  distance  affords  a  simple  method  of 
graduating  the  intensity  of  the  shock  in  the  case  of  its  appli- 
cation to  medical  purposes.  The  helix  may  be  suspended 
by  a  string  passing  over  a  pulley,  and  then  gradually  low- 
ered down  towards  the  plane  of  the  coil,  until  the  shocks  are 
of  the  required  intensity.  At  the  request  of  a  medical  friend, 
I  have  lately  administered  the  induced  current  precisely  in 
this  way,  in  a  case  of  paralysis  of  a  part  of  the  nerves  of  the 
face. 

53.  I  may  also  mention  Ihat  the  energetic  action  of  the 
spiral  conductors  enables  us  to  imitate,  in  a  very  striking 
manner  the  inductive  operation  of  the  magneto-electrical 
machine,  by  means  of  an  uninterrupted  galvanic  current. 
For  this  purpose  it  is  only  necessary  to  arrange  two  coils  to 
represent  the  two  poles  of  a  horseshoe  magnet,  and  to  cause 
two  helices  to  revolve  past  them  in  a  parallel  plane.  While 
a  constant  current  is  passing  tli rough  each  coil,  in  opposite 
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directions,  the  effect  of  the  rotation  of  the  helices  is  precisely 
the  same  as  that  of  the  revolving  armature  in  the  machine. 

54.  A  remarkable  fact  should  here  be  noted  in  reference 
to  helix  No.  4,  which  is  connected  with  a  subsequent  part 
of  the  investigation.  This  helix  is  formed  of  copper  wire, 
the  spires  of  which  are  insulated  by  a  coating  of  cement  in- 
stead of  thread,  as  in  the  case  of  the  others.  After  being  used 
in  the  above  experiments,  a  small  discharge  from  a  Leyden 
jar  was  passed  through  it,  and  on  applying  it  again  to  the 
coil,  I  was  much  surprised  to  find  that  scarcely  any  signs  of 
a  secondary  current  could  be  obtained. 

55.  The  discharge  had  destroyed  the  insulation  in  some 
part,  but  this  was  not  sufficient  to  prevent  the  magnetizing 
of  a  bar  of  iron  introduced  into  the  opening  at  the  centre. 
The  effect  appeared  to  be  confined  to  the  inductive  action. 
The  same  accident  had  before  happened  to  another  coil  of 
nearly  the  same  kind.  It  was  therefore  noted  as  one  of  some 
importance.  An  explanation  was  afterwards  found  in  a 
peculiar  action  of  tlie  secondary  current. 

SECTION    IV. 

On  the  Effects  produced  by  interposing  different  Substances  be- 
tween the  Conductors. 

56.  Sir  H.  Davy  found,  in  magnetizing  needles  by  an 
electrical  discharge,  that  the  effect  took  place  through  in- 
terposed plates  of  all  substances,  conductors  and  non-con- 
ductors.* The  experiment  which  I  have  given  in  para- 
graph 51  would  appear  to  indicate  that  the  inductive  action 
which  produces  the  secondary  current  might  also  follow  the 
same  law. 

57.  To  test  this  the  compound  helix  was  placed  about  five 
inches  above  coil  No.  1,  Fig.  5,  and  a  plate  of  sheet  iron, 
about  Y^^th  of  an  inch  thick,  interi)Osed.  With  this  arrange- 
ment no  shocks  could  be  obtained  ;  although,  when  the 
plate  was  withdrawn,  they  were  very  intense. 

58.  It  was  at  first  thought  that  this  effect  might  be  pc- 

■*  Philosophical  Transactions,  1821. 
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culiar  to  the  iron,  on  account  of  its  temporary  magnetism  ; 
but  this  idea  was  shown  to  be  erroneous  by  substituting  a 


Fig  6. — a  represents  coil  No.  1,  b  helix  No.  1,  and  e  an  interposed  plate  of 

metal. 

plate  of  zinc  of  about  the  same  size  and  thickness.     With 
this  the  screening  influence  was  exhibited  as  before. 

59.  After  this  a  variety  of  substances  was  interposed  in 
succession,  namely,  copper,  lead,  mercury,  acid,  water,  wood, 
glass,  (fee. ;  and  it  was  found  that  all  the  perfect  conductors, 
such  as  the  metals,  produced  the  screening  influence ;  but 
nonconductors,  as  glass,  wood,  &c.,  appeared  to  have  no  ef- 
fect whatever. 

60.  When  the  helix  was  separated  from  the  coil  by  a  dis- 
tance only  equal  to  the  thickness  of  the  plate,  a  slight  sensa- 
tion could  be  perceived  even  when  the  zinc  of  -^  of  an  inch 
in  thickness  was  interposed.  This  effect  was  increased  by 
increasing  the  quantity  of  the  battery  current.  If  the  thick- 
ness of  the  plate  was  diminished,  the  induction  through  it  be- 
came more  intense.  Thus  a  sheet  of  tinfoil  interposed  pro- 
duced no  perceptible  influence;  also  four  sheets  of  the  same 
were  attended  with  the  same  result.  A  certain  thickness  of 
metal  is  therefore  required  to  produce  the  screening  effect, 
and  this  thickness  depends  on  the  quantity  of  the  current 
from  the  battery. 

61.  The  idea  occurred  to  me  that  the  screening  might,  iii 
some  way,  be  connected  with  an  instantaneous  current  in  the 
plate,  similar  to  that  in  the  induction  by  magnetic  rotation^ 
discovered  by  M.  Arago.  The  ingenious  variation  of  this 
principle  by  Messrs.  Babbage  and  Herschel-i  furnished  me 
with  a  simple  method  of  determining  this  point. 
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62.  A  circular  plate  of  lead  was  interposed,  which  caused 
the  induction  in  the  helix  almost  entirely  to  disappear.  A 
slip  of  the  metal  was  then  cutout  in  the  direction  of  a  radius 
^ — ..^^^  of  the  circle,  as  is  shown  in  Fig.  6.  With  the 
C>^^^^  plate  in  this  condition,  no  screening  was  pro- 
„  ^  duced :    the  shocks  were  as  intense  as  if  the 

Fia.  6.— arep-    •     ^       ' 

resents  a  lead  metal  were  not  present. 

plate,  of  which      33   ^his  experiment  however  is  not  entirely 

the  sector  6  is         ,  .  .  ,  *' 

cut  out.  satisfactory,  since  the  action  might  have  taken 

place  through  the  opening  of  the  lead  ;  to  obviate  this  ob- 
jection, another  plate  was  cut  in  the  same  manner,  and  the 
two  interposed  with  a  glass  plate  between  them,  and  so  ar- 
ranged that  the  opening  in  the  one  might  be  covered  by  the 
continuous  part  of  the  other.  Still  shocks  were  obtained 
with  undiminished  intensity. 

64.  But  the  existence  of  a  current  in  the  interposed  con- 
ductor was  rendered  certain  by  attaching  the  magnetizing 
spiral  by  means  of  two  wires  to  the  edge  of  the  opening  in 
the  circular  plate,  as  is  shown  in  Fig.  7.    By  this  arrange- 

men  t  the  latent  current  was  d  raw^n 
out,  and  its  direction  obtained  by 
the  polarity  of  a  needle  placed  in 

Fia.  7. — a  represents  a  lead  plate,  the  spiral  at  h. 

h  the  magnetizing  spiral.  05   Tj^-g  current  was  a  Second- 

ary one,  and  its  direction,  in  conformity  with  the  discovery 
of  Dr.  Faraday,  was  found  to  be  the  same  as  that  of  the 
primary  current. 

66.  That  the  screening  influence  is  in  some  way  produced 
by  the  neutralizing  action  of  the  current  thus  obtained,  w^ill 
be  clear,  from  the  following  experiment.  The  plate  of  zinc 
before  mentioned,  which  is  nearly  twice  the  diameter  of  the 
helix,  instead  of  being  placed  between  the  conductors,  was 
put  on  the  top  of  the  helix,  and  in  this  position,  although 
the  neutralization  was  not  as  perfect  as  before,  yet  a  great 
reduction  was  observed  in  the  intensity  of  the  shock. 

67.  But  here  a  very  interesting  and  puzzling  question  oc- 
curs. How  does  it  happen  that  two  currents,  both  in  the 
same  direction,  can   neutralize  each  other?     I  was  at  first 
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disposed  to  consider  the  phenomenon  as  a  case  of  real  elec- 
trical interference,  in  which  the  impulses  succeed  each  other 
by  some  regular  interval.  But  if  this  were  true  the  effect 
should  depend  on  the  length  and  other  conditions  of  the 
current  in  the  interposed  conductor.  In  order  to  investigate 
this,  several  modifications  of  the  experiments  were  instituted. 

68.  First  a  flat  coil  (No.  3)  was  interposed  instead  of  the 
plates.  When  the  two  ends  of  this  were  separated,  the  shocks 
were  received  as  if  the  coil  were  not  present ;  but  when  the 
ends  were  joined,  so  as  to  form  a  perfect  metallic  circuit,  no 
shocks  could  be  obtained.  The  neutralization  with  the  coil 
in  this  experiment  was  even  more  perfect  than  with  the  plate. 

69.  Again,  coil  No.  2,  in  the  form  of  a  ring,  was  placed 
not  between  the  conductors,  but  around  the  helix.  With 
this  disposition  of  the  apparatus,  and  the  ends  of  th©  coil 
joined,  the  shocks  wore  scarcely  perceptible,  but  when  the 
ends  were  sejjarated,  the  presence  of  the  coil  has  no  effect. 

70.  Also  when  helix  No.  1  and  2  were  together  submitted 
to  the  influence  of  coil  No.  1,  the  ends  of  the  one  being  joined, 
the  other  gave  no  shock. 

71.  The  experiments  were  further  varied  by  placing  helix 
No.  2  within  a  hollow  cvlinder  of  sheet  brass,  and  this 
again  within  coil  No.  2  in  a  manner  similar  to  that  shown 
in  Fig.  12,  which  is  intended  to  illustrate  another  experi- 
ment. In  this  arrangement  the  neutralizing  action  was  ex- 
hibited, as  in  the  case  of  the  plate. 

72.  A  hollow  cylinder  of  iron  was  next  substituted  for  the 
one  of  brass,  and  with  this  also  no  shocks  could  be  obtained. 

73.  From  these  experiments  it  is  evident  that  the  neutral- 
ization takes  place  with  currents  in  the  interposed  or  ad- 
joining conductors  of  all  lengths  and  intensities,  and  there- 
fore cannot,  as  it  appears  to  me,  be  referred  to  the  interfer- 
ence of  two  svstems  of  vibrations. 

74.  This  part  of  the  invastigation  was,  for  a  time,  given 
up  almost  in  despair,  and.  it  was  not  until  new  light  had 
been  obtained  from  another  part  of  the  inquiry,  that  any 
further  advances  could  be  made  towards  a  solution  of  the 
mystery. 
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75.  Before  proceeding  to  the  next  Section,  I  may  here 
state  that  the  phenomenon  mentioned,  paragraph  54,  in  ref- 
erence to  helix  No.  4,  is  connected  with  the  neutralizing  ac- 
tion. The  electrical  discharge  having  destroyed  the  insula- 
tion at  some  point,  a  part  of  the  spires  would  thus  form  a 
shut  circuit,  and  the  induction  in  this  would  counteract  the 
action  in  the  other  part  of  the  helix ;  or  in  other  words,  the 
helix  was  in  the  same  condition  as  the  two  helices  mentioned 
in  paragraph  70,  when  the  ends  of  the  wire  of  one  were 
joined. 

76.  Also  the  same  principle  appears  to  have  an  important 
bearing  on  the  improvement  of  the  magneto-electrical  ma- 
chine :  since  the  plates  of  metal  which  sometimes  form  the 
ends  of  the  spool  containing  the  wire,  must  necessarily  di- 
minish the  action,  and  also  from  experiment  of  paragraph  72 
the  armature  Itself  may  circulate  a  closed  current  which 
will  interfere  with  the  intensity  of  the  induction  in  the  sur- 
rounding wire.  I  am  inclined  to  believe  that  the  increased 
effect  observed  by  Sturgeon  and  Calland,  when  a  bundle  of 
wire  is  substituted  for  a  solid  piece  of  iron,  is  at  least  in  part 
due  to  the  interruption  of  these  currents.  I  hope  to  resume 
this  part  of  the  subject,  in  connection  with  several  other 
points,  in  another  communication  to  the  Society. 

77.  The  results  given  in  this  Section  may,  at  first  sight, 
be  thought  at  variance  with  the  statements  of  Sir  H.  Davy, 
that  needles  could  be  magnetized  by  an  electrical  discharge 
with  conductors  interposed.  But  from  his  method  of  per- 
forming the  experiment,  it  is  evident  that  the  plate  of  metal 
was  placed  between  a  straight  conductor  and  the  needle.  The 
arrangement  was  therefore  similar  to  the  interrupted  circuit 
in  the  experiment  with  the  cut  plate  (62),  which  produces 
no  screening  effect.  Had  the  plate  been  curved  into  the 
form  of  a  hollow  cylinder,  with  the  two  ends  in  contact,  and 
the  needle  placed  within  this,  the  effect  would  have  been 
otherwise. 


1838] 


WRITINGS  OF   JOSEPH   HENRY 


127 


SECTION  V. 

On  the  Production  and  Properties  of  induced  Currents  of  the 

Thirdy  Fourth,  and  Fifth  order, 

78.  The  fact  of  the  perfect  neutralization  of  the  primary 
current  by  a  secondary,  in  the  interposed  conductor,  led  me 
to  conclude  that  if  the  latter  could  be  drawn  out,  or  separated 
from  the  influence  of  the  former,  it  would  itself  be  capable 
of  producing  a  new  induced  current  in  a  third  conductor. 

79.  The  arrangement  exhibited  in  Fig.  8  furnishes  a  ready 


Fia.  8. —  a  coil  No.  1,  b  coil  No.  *2,  c  coil  No.  3,  d  helix  No.  1. 

means  of  testing  this.  The  primary  current,  as  usual,  is 
passed  through  coil  No.  1,  while  coil  No.  2  is  placed  over 
this  to  receive  the  induction,  with  its  ends  joined  to  those  of 
coil  No.  3.  By  this  disposition  the  secondary  current  passes 
through  No.  3;  and  since  this  is  at  a  distance,  and  without 
the  influence  of  the  primary,  its  separate  induction  will  bo 
rendered  manifest  by  the  eflects  on  helix  No.  1.  When  the 
handles  e,  /,  are  grasped  a  powerful  shock  is  received,  prov- 
ing the  induction  of  a  tertiary  current. 

80.  By  a  similar  but  more  extended  arrangement,  as  shown 
in  Fig.  9,  shocks  were  received  from  currents  of  a  fourth  and 
fifth  order;  and  with  a  more  powerful  primary  current,  and 
additional  coils,  a  still  greater  number  of  successive  induc- 
tions might  be  obtained. 

81.  The  induction  of  currents  of  different  orders,  of  suf- 
ficient intensity  to  give  shocks,  could  scarcely  have  been 
anticipated  from  our  previous  knowledge  of  the  subject. 
The  secondary  current  consists  as  it  were  of  a  single  wave 
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of  the  natural  electricity  of  the  wire,  disturbed  but  for  an 
instant  by  the  induction  of  the  primary;  yet  this  has  the 
power  of  inducing  another  current,  but  little  inferior  in 
energy  to  itself,  and  thus  produces  effects  apparently  much 
greater  in  proportion  to  the  quantity  of  electricity  in  motion 
than  the  primary  current. 

82.  Some  diflference  mav  be  conceived  to  exist  in  the  action 
of  the  induced  currents,  and  that  from  the  battery,  since  they 
are  apparently  different  in  nature;  the  one  consisting,  as  we 
may  suppose,  of  a  single  impulse,  and  the  other  of  a  succes- 
sion of  such  impulses,  or  a  continuous  action.  It  was  there- 
fore important  to  investigate  the  properties  of  these  currents, 
and  to  compare  the  results  with  those  before  obtained. 

83.  First,  in  reference  to  the  intensity,  it  was  found  that 
with  the  small  battery  a  shock  could  be  given  from  the  cur- 
rent of  the  third  order  to  twenty-five  persons  joining  hands; 
also  shocks  perceptible  in  the  arms  were  obtained  from  a 
current  of  the  fifth  order. 

84.  The  action  at  a  distance  was  also  much  greater  than 
could  have  been  ianticipated.  In  one  experiment  shocks 
from  the  tertiary  current  were  distinctly  felt  through  the 
tongue,  when  helix  No.  1  was  at  the  distance  of  eighteen 
inclies  above  the  coil  transmitting  the  secondary  current. 

85.  The  same  screening  effects  were  i)roduced  by  the  in- 
terposition of  plates  of  metal  between  the  conductors  of  the 
different  orders,  as  those  whicli  have  been  described  in  refer- 
ence to  the  primary  and  secondary  currents. 

86.  Also  when  the  long  helix  is  placed  over  a  secondary 
current  generated  in  a  short  coil,  and  which  is  therefore,  as 
we  have  before  shown,  one  of  quantity,  a  tertiary  current  of 
intensity  is  produced. 

87.  Again,  when  the  intensity  current  of  the  last  experi- 
ment is  passed  through  a  second  helix,  and  another  coil  is 
placed  over  this,  a  quantity  current  is  again  produced. 
Therefore  in  the  case  of  these  currents,  as  in  that  of  the  pri- 
mary, a  quantity  current  can  he  induced  from  one  of  intensity ^ 
and  the  converse.  By  the  arrangement  of  the  apparatus  as 
shown  in  Fig.  9,  these  different  results  are  exhibited  at  once. 
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The  induction  from  coil  No.  3  to  lielix  No.  1  produces  an 
intensity  current,  and  from  helix  No.  2  to  coil  No.  4  a  quan- 
tity current. 

r 


Fig.  9. 


coil  No.  1,  6  coil  No.  2,  c  coil  No.  3,  d  helix 'No.  1,  e  liolix  No.  2 
and  3,/  coil  No.  4,  and  g  magnetizing  spiral. 


88.  If  the  ends  of  coil  No.  2,  as  in  the  arrangement  of  Fig. 
8,  be  united  to  helix  No.  1  instead  of  coil  No.  3,  no  shocks 
can  be  obtained ;  the  quantity  current  of  coil  No.  2  appears 
not  to  be  of  sufficient  intensity  to  pass  through  the  wire  of 
the  long  helix. 

89.  Also,  no  shocks  can  be  obtained  from  the  handles 
attached  to  helix  No.  2,  in  the  arrangement  exhibited  in  Fig. 


Fig.  10. — a  coil  No.  1,  h  lielix  No.  1,  c  coil  No.  3,  and  d  helix  No.  3. 

10.  In  this  case  the  quantity  of  electricity  in  the  current 
from  the  helix  appears  to  be  too  small  to  produce  any  effect, 
unless  its  power  is  multiplied  by  passing  it  through  a  con- 
ductor of  many  spires. 

90.  The  next  inquiry  was  in  reference  to  the  direction  of 
these  currents,  and  this  appeared  important  in  connection 
with  the  nature  of  the  action.  The  experiments  of  Dr.  Fara- 
day would  render  it  probable,  that  at  the  beginning  and 
ending  of  the  secondary  current,  its  induction  on  an  adjacent 
wire  is  in  contrary  directions,  as  is  shown  to  bo  the  case  in 
the  primary  current.     But  the  whole  action  of  a  secondary 

current  is  so  instantaneous,  that  the  inductive  effects  at  the 
9 
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beginning  and  ending  cannot  be  distinguished  from  each 
other,  and  we  can  only  observe  a  single  impulse,  which 
however  may  be  considered  as  the  difference  of  two  impulses 
in  opposite  directions. 

91.  The  first  experiment  happened  to  be  made  with  a  cur- 
rent of  the  fourth  order.  The  magnetizing  spiral  (11)  was 
attached  to  the  ends  of  coil  No.  4,  Fig.  9,  and  by  the  polarity 
of  the  needle  it  was  found  that  this  current  was  in  the  same 
direction  with  the  secondary  and  primary  currents.*  By  a 
too  hasty  generalization,  I  was  led  to  conclude,  from  this 
experiment,  that  the  currents  of  all  orders  are  in  the  same 
direction  as  that  of  the  battery  current,  and  I  was  the  more 
confirmed  in  this  from  the  results  of  my  first  experiments  on 
the  currents  of  ordinary  electricity.  The  conclusion  however 
caused  me  mucli  useless  labor  and  perplexity,  and  was 
afterwards  proved  to  be  erroneous. 

92.  By  a  careful  repetition  of  the  last  experiment,  in  refer- 
ence to  each  current,  the  important  fact  was  discovered,  that 
there  exists  an  alternation  in  tlic  direction  of  the  currents  of  the 
several  orders,  commencing  with  the  secondary.  This  result  was 
so  extraordinary,  that  it  was  thought  necessary  to  establish 
it  by  a  variety  of  experiments.  For  this  purpose  the  direc- 
tion was  determined  by  decomposition,  and  also  by  the  gal- 
vanometer, but  the  result  was  still  the  same;  and  at  this 
stage  of  the  inquiry  I  was  compelled  to  the  conclusion  that 
the  directions  of  the  several  currents  were  as  follows : 

Primary  current -f 

Secondary  current -f 

Currcnt  of  the  third  order_ — 

Current  of  the  fourth  order -f 

Curront  of  the  fifth  order . — 

93.  In  the  first  glance  at  the  above  table,  we  are  struck 
with  the  fact  that  the  law  of  alternation  is  complete,  except 
between  the  primary  and  secondary  currents,  and  it  appeared 

"'It  should  he  recollected  that  nil  the  inductions  which  have  been  men- 
tioned were  produced  at  the  moment  of  breaking  the  circuit  of  the  battery 
current.  The  induction  at  the  formation  of  the  current  is  too  feeble  to  pro- 
duce the  effects  described. 
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that  this  exception  might  possibly  be  connected  with  the 
induced  current  which  takes  place  in  the  first  coil  itself,  and 
which  gives  rise  to  the  phenomena  of  the  spiral  conductor. 
If  this  should  be  found  to  be  minus,  we  might  consider  it  as 
existing  between  the  primary  and  secondary,  and  the  anomaly 
would  thus  disappear.  Arrangements  were  therefore  made 
to  fully  satisfy  myself  on  this  point.  For  this  purpose  the 
decomposition  of  dilute  acid  and  the  use  of  the  galvanometer 
were  resorted  to,  by  placing  the  apparatus  between  the  en<ls 
of  a  cross  wire  attached  to  the  extremities  of  the  coil,  as  fn 
the  arrangement  described  by  Dr.  Faraday  (ninth  series ;) 
but  all  the  results  persisted  in  giving  a  direction  to  this  cur- 
rent the  same  as  stated  by  Dr.  Faraday,  namely,  that  of  the 
primary  current.  I  was  therefore  obliged  to  abandon  the 
supposition  that  the  anomaly  in  the  change  of  the  current 
is  connected  with  the  induction  of  the  battery  current  on  itself. 

94.  Whatever  may  be  the  nature  or  causes  of  these  changes 
in  the  direction,  they  offer  a  ready  explanation  of  the  neutral- 
izing action  of  the  plate  interposed  between  two  conductoi-s, 
since  a  secondary  current  is  induced  in  the  plate;  and 
although  the  action  of  this,  as  has  been  shown,  is  in  the 
same  direction  as  the  current  from  the  battery,  yet  it  tends 
to  induce  a  current  in  the  adjacent  conducting  matter  of  a 
contrary  direction.  The  same  explanation  is  also  applicable 
to  all  the  other  cases  of  neutralization,  even  to  those  which 
take  place  between  the  conductors  of  the  several  orders  of 
currents. 

95.  The  same  principle  explains  some  effects  noted  in 
reference  to  the  induction  of  a  current  on  itself.  If  a  flat 
coil  be  connected  with  the  battery,  of  course  sparks  will  be 
produced  by  the  induction,  at  each  rupture  of  the  circuit. 
But  if  in  this  condition  another  flat  coil,  with  its  ends  joined, 
be  placed  on  the  first  coil,  the  intensity  of  the  shock  is  much 
diminished,  and  when  the  several  spires  of  the  two  coils  are 
mutually  interposed  by  winding  the  two  ribbons  together 
into  one  coil,  the  sparks  entirely  disappear  in  the  coil  trans- 
mitting the  battery  current,  when  the  ends  of  the  other  are 
joined.    To  understand  this,  it  is  only  necessary  to  mention 
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that  the  induced  current  in  the  first  coil  is  a  true  secondary 
current,  and  it  is  therefore  neutralize<l  by  the  action  of  the 
secondary  in  the  adjoining  conductor;  since  this  tends  to 
produce  a  current  in  the  opposite  direction. 

96.  It  would  also  appear  from  the  perfect  neutralization 
which  ensues  in  the  arrangement  just  before  described,  that 
the  induced  current  in  the  adjoining  conductor  is  more 
powerful  than  that  of  the  first  conductor;  and  we  can  easily 
see  how  this  mav  be.  The  two  ends  of  the  second  coil  are 
joined,  and  it  thus  forms  a  perfect  metallic  circuit;  while 
the  circuit  of  the  other  coil  may  be  considered  as  partially 
interrupted,  since  to  render  the  spark  visible  the  electricity 
must  be  projected  as  it  were  through  a  small  distance  of  air. 

07.  We  would  also  infer  that  two  contiguous  secondary 
currents,  produced  by  the  same  induction,  would  partially 
counteract  each  other.  Moving  in  the  same  direction,  they 
would  each  tend  to  induce  a  current  in  the  other  of  an 
opposite  direction.  This  is  illustrated  by  the  following  ex- 
periment: helix  No.  I  and  2  were  placed  together,  but  not 
united,  above  coil  No.  1,  so  that  they  each  might  receive  the 
induction ;  the  larger  was  then  gradually  removed  to  a  greater 
distance  from  the  coil,  until  the  intensity  of  the  shock  from 
each  was  about  the  same.  When  the  ends  of  the  two  were 
united,  so  that  the  shock  would  pass  through  the  body  from 
the  two  together,  the  effect  was  apparently  less  than  with 
one  helix  alone.  The  result  however  was  not  as  satisfactory 
as  in  the  case  of  the  other  experiments;  a  sHght  difference 
in  the  intensity  of  two  shocks  could  not  be  appreciated  with 
perfect  certainty. 

SECTION  VI. 

The  production  of  induced  Currcids  of  (lie  diffcrcid  Orders  from 

ordina nj  Electricity. 

98.  Dr.  Fara(hiv,  in  tlie  ninth  series  of  his  researches,  re- 
marks  that  "  the  efl'eet  })roduced  at  the  commencement  and 
the  end  of  a  current  (which  are  separated  by  an  interval  of 
time  when  that  current  is  supplied  from  a  voltaic  apparatus) 
must  occur  at  the  same  moment  when  a  common  electrical 
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discharge  is  passed  through  a  long  wire.  Whether  if  it 
happen  accurately  at  the  same  moment  they  would  entirely 
neutralize  each  other,  or  whether  they  would  not  still  give 
some  definite  peculiarity  to  the  discharge,  is  a  matter  re- 
maining to  be  examined." 

99.  The  discovery  of  the  fact  that  the  secondary  current, 
which  exists  but  for  a  moment,  could  induce  another  cur- 
rent of  considerable  energy,  gave  some  indication  that  simi- 
lar effects  might  be  produced  by  a  discharge  of  ordinary 
electricity,  provided  a  sufficiently  perfect  insulation  could 
be  obtained. 

100.  To  test  this  a  hollow  glass  cylinder.  Fig.  11,  of  about 


Fig.  11. — a  glass  cylinder,  b  Lcyden  jar,  c  magnetizing  spiral. 

six  inches  in  diameter,  was  prepared  with  a  narrow  ribbon 
of  tinfoil,  about  thirty  feet  long,  pasted  spirally  around  the 
outside,  and  a  similar  ribbon  of  the  same  length,  pasted  on 
the  inside ;  so  that  the  corresponding  spires  of  the  two  were 
directly  opposite  each  other.  The  ends  of  the  inner  spiral 
passed  out  of  the  cylinder  through  a  glass  tube,  to  prevent 
all  direct  communication  between  the  two.  When  the  ends 
of  the  inner  ribbon  were  joined  by  the  magnetizing  spiral 
(11),  containing  a  needle,  and  a  discharge  from  a  half  gallon 
jar  sent  through  the  outer  ribbon,  the  needle  was  strongly 
magnetized  in  such  a  manner  as  to  indicate  an  induced  cur- 
rent through  the  inner  ribbon  in  the  same  direction  as  that  of 
the  current  of  the  jar.  Tliis  experiment  was  repeated  many 
times,  and  always  with  the  same  result. 

101.  When  the  ends  of  one  of  the  ribbons  were  placed 
very  nearly  in  contact,  a  small  spark  was  perceived  at  th(» 
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that  the  induced  current  in  the  first  cdil  is  a  true  secondary 
current,  and  it  is  therefore  neutralized  by  the  action  of  the 
secondary  in  the  adjoining  conductor;  since  this  tends  to 
produce  a  current  in  the  opposite  direction. 

96.  It  would  also  appear  from  the  perfect  neutralization 
which  ensues  in  the  arrangement  just  before  described,  that 
the  induced  current  in  the  adjoining  conductor  is  more 
powerful  than  that  of  the  first  conductor;  and  we  can  easily 
see  how  this  may  be.  The  two  ends  of  the  second  coil  are 
joined,  and  it  thus  forms  a  perfect  metallic  circuit;  while 
the  circuit  of  the  other  coil  may  be  considered  as  partially 
interrupted,  shice  to  render  the  spark  visible  the  electricity 
must  be  projected  as  it  were  through  a  small  distance  of  air. 

97.  We  would  also  infer  that  two  contiguous  secondary 
currents,  produced  by  the  same  induction,  would  partially 
counteract  each  other.  Moving  in  the  same  direction,  they 
would  each  tend  to  induce  a  current  in  the  other  of  an 
opposite  direction.  This  is  illustrated  by  the  following  ex- 
periment: helix  No.  I  and  2  were  placed  together,  but  not 
united,  above  coil  No.  1,  so  that  they  each  might  receive  the 
induction ;  the  larger  was  then  gradually  removed  to  a  greater 
distance  from  the  coil,  until  the  intensity  of  the  shock  from 
each  was  about  the  same.  When  the  ends  of  the  two  were 
united,  so  that  the  shock  would  pass  through  the  body  from 
the  two  together,  the  effect  was  apparently  less  than  with 
one  helix  alone.  The  result  however  was  not  as  satisfactory'' 
as  in  the  case  of  the  other  experiments;  a  slight  difference 
in  the  intensity  of  two  shocks  could  not  be  appreciated  with 
perfect  certainty. 

SECTION  VI. 

The  production  of  induced  Currents  of  the  different  Orders  from 

ordinarij  Electricity. 

98.  Dr.  Faraday,  in  the  ninth  series  of  his  researches,  re- 
marks  that  "  the  effect  produced  at  the  commencement  and 
the  end  of  a  current  (which  are  separated  by  an  interval  of 
time  when  that  current  is  supplied  from  a  voltaic  apparatus) 
must  occur  at  the  same  moment  when  a  common  electrical 
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discharge  is  passed  through  a  long  wire.  Whether  if  it 
happen  accurately  at  the  same  moment  they  would  entirely 
neutralize  each  other,  or  whether  they  would  not  still  give 
some  definite  peculiarity  to  the  discharge,  is  a  matter  re- 
maining to  be  examined." 

99.  The  discovery  of  the  fact  that  the  secondary  current, 
which  exists  but  for  a  moment,  could  induce  another  cur- 
rent of  considerable  energy,  gave  some  indication  that  simi- 
lar effects  might  be  produced  by  a  discharge  of  ordinary 
electricity,  provided  a  sufficiently  perfect  insulation  could 
be  obtained. 

100.  To  test  this  a  hollow  glass  cylinder.  Fig.  11,  of  about 


Fig.  11. — a  glass  cylinder,  h  Lcyden  jar,  c  magnetizing  spiral. 

six  inches  in  diameter,  was  prepared  with  a  narrow  ribbon 
of  tinfoil,  about  thirty  feet  long,  pasted  spirally  around  the 
outside,  and  a  similar  ribbon  of  the  same  length,  pasted  on 
the  inside ;  so  that  the  corresponding  spires  of  the  two  were 
directly  opposite  each  other.  The  ends  of  the  inner  spiral 
passed  out  of  the  cylinder  through  a  glass  tube,  to  prevent 
all  direct  communication  between  the  two.  When  the  ends 
of  the  inner  ribbon  were  joined  by  the  magnetizing  spiral 
(11),  containing  a  needle,  and  a  discharge  from  a  half  gallon 
jar  sent  through  the  outer  ribbon,  the  needle  was  strongly 
magnetized  in  such  a  manner  as  to  indicate  an  induced  air- 
rent  through  the  inner  ribbon  in  the  same  direction  as  that  of 
the  current  of  the  jar.  Tliis  experiment  was  repeated  many 
times,  and  always  with  the  same  result. 

101.  When  the  ends  of  one  of  the  ribbons  wore  placed 
very  nearly  in  contact,  a  small  spark  was  perceived  at  the 
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opening,  the  moment  the  discharge  took  place  through  the 
other  ribbon. 

102.  When  the  ends  of  the  same  ribbon  were  separated  to 
a  considerable  distance,  a  larger  spark  than  the  last  could 
be  drawn  from  each  end  by  presenting  a  ball,  or  the  knuckle. 

103.  Also  if  the  ends  of  the  outer  ribbon  were  united,  so 
as  to  form  a  perfect  metallic  circuit,  a  spark  could  be  drawn 
from  any  point  of  the  same,  when  a  discharge  was  sent 
through  the  inner  ribbon. 

104.  The  sparks  in  the  two  last  experiments  are  evidently 
due  to  the  action  known  in  ordinary  electricity  by  the 
name  of  the  lateral  discharge.  To  render  this  clear,  it  is 
perhaps  necessary  to  recall  the  well  known  fact,  that  when 
tho  knob  of  a  jar  is  electrified  positively,  and  the  outer  coat- 
ing is  connected  with  the  earth,  then  the  jar-  contains  a 
small  excess  of  positive  electricity  beyond  what  is  necessary 
to  perfectly  neutralize  the  negative  surface.  If  the  knob  be 
put  in  communication  with  the  earth,  the  extra  quantity, 
or  the  free  electricity,  asit  is. sometimes  called,  will  be  on  the 
negative  side.  When  the  discharge  took  place  in  the  above 
experiments,  the  inner  ribbon  became  for  an  instant  charged 
with  this  free  electricity,  and  consequently  threw  off  from 
the  outer  ribbon,  by  ordinary  induction,  the  sparks  de- 
scribed. It  therefore  became  a  question  of  importance  to 
determine  whether  the  induced  current  described  in  para- 
graph 100  was  not  also  a  result  of  the  lateral  discharge,  in- 
stead of  being  a  true  case  of  a  secondary  current  analogous 
to  those  produced  from  galvanism.  For  this  purpose  the 
jar  was  charged,  first  with  the  outer  coating  in  connection 
with  the  earth,  and  again  with  the  knob  in  connection  with 
the  same,  so  that  the  extra  quantity  might  be  in  the  one 
case  plus  and  in  the  other  iniints;  but  tlic  direction  of  the  in- 
duced current  was  not  affected  by  these  clianges;  it  was 
always  the  same,  namely,  from  the  i)ositive  to  the  negative 
side  of  the  jar. 

105.  When  liowever  the  quantity  of  free  electricity  was 
increased,  by  connecting  the  knob  of  the  jar  with  a  globe 
about  a  foot  in  diameter,  the  intensity  of  magnetism  ap- 
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peared  to  be  somewhat  diminished,  if  the  extra  quantity  was 
on  the  negative  side;  and  this  might  be  expected,  since  the 
free  electricity,  in  its  escape  to  the  earth  through  the  ribbon, 
in  this  case  would  tend  to  induce  a  feeble  currenfTn  the  op- 
posite direction  to  that  of  the  jar. 

106.  The  spark  from  an  insulated  conductor  may  be  con- 
sidered as  consisting  almost  entirely  of  this  free  or  extra 
electricity,  and  it  was  found  that  this  was  also  capable  of 
producing  an  induced  current,  precisely  the  same  as  that 
from  the  jar.  In  the  experiment  which  gave  this  result, 
one  end  of  the  outer  ribbon  of  the  cylinder  (100)  was  con- 
nected with  the  earth,  and  the  other  caused  to  receive  a 
spark  from  a  conductor  fourteen  feet  long,  and  nearly  a  foot 
in  diameter.  The  direction  of  the  induced  current  was  the 
*same  as  that  of  the  spark  from  the  conductor. 

107.  From  these  experiments  it  appears  evident  that  the 
discharge  from  the  Leyden  jar  possesses  the  property  of  in- 
ducing a  secondary  current  precisely  the  same  as  the  gal- 
vanic apparatus,  and  also  that  this  induction  is  only  so  for 
connected  with  the  phenomenon  of  the  lateral  discharge  as 
this  latter  partakes  of  the  nature  of  an  ordinary  electrical 
current. 

108.  Experiments  were  next  made  in  reference  to  the  pro- 
duction of  currents  of  the  different  orders  by  ordinary  elec- 
tricity. For  this  purpose  a  second  cylinder  was  prepared 
with  ribbons  of  tinfoil,  in  a  similar  manner  to  the  one  before 
described.  The  two  were  then  so  connected  that  the  second- 
ary current  from  the  first  would  circulate  around  the  second. 
When  a  discharge  was  passed  through  the  outer  ribbon  of 
the  first  cylinder,  a  tertiary  current  was  induced  in  the  inner 
ribbon  of  the  second.  This  was  rendered  manifest  by  the 
magnetizing  of  a  needle  in  a  spiral  joining  the  ends  of  the 
lavSt  mentioned  ribbon. 

109.  Also  by  the  addition,  in  the  same  way,  of  a  third 
cylinder,  a  current  of  the  fourth  order  was  developed.  The 
same  result  was  likewise  obtained  by  using  the  arrangement 
of  the  coils  and  helices  shown  in  Fig.  9.  For  these  experi- 
ments however  the  coils  were  furnished  with  a  double  coat- 
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ing  of  silk,  and  the  contiguous  conductors  separated  by  a 
large  plate  of  glass. 

110.  Screening  effects  precisely  the  same  as  those  exhibited 
in  the  action  of  galvanism  were  produced  by  interposing  a 
plate  of  metal  between  the  conductors  of  different  orders, 
Figures  8  and  9.  The  precaution  was  taken  to  place  the 
plate  between  two  frames  of  glass,  in  order  to  be  assured  that 
the  effect  was  not  due  to  a  want  of  perfect  insulation. 

111.  Also  analogous  results  were  found  when  the  experi- 
ments were  made  with  coils  interposed  instead  of  plates,  as 
described  in  paragraph  68.  When  the  ends  of  the  inter- 
posed coils  were  separated,  no  screening  was  observed,  but 
when  joined,  the  effect  was  produced.  The  existence  of  the 
induced  current,  in  all  these  experiments,  was  determined 
by  the  magnetism  of  a  needle  in  a  spiral  attached  to  one  of 
the  coils. 

112.  Likewise  shocks  were  obtained  from  the  secondary 
current  by  an  arrangement  shown  in  Fig.  12.     Helices  No. 


Fig.  12. — n  coil  No.  2,  b  an  inverted  hell  glass,  c  helices  No.  2  and  3. 

2  and  No.  3  united  are  put  within  a  glass  jar,  and  coil  No.  2 
is  placed  around  the  same.  When  the  handles  arc  grasped, 
a  shock  is  felt  at  the  moment  of  the  discharge,  through  the 
outer  coil.  The  shocks  however  were  very  different  in  in- 
tensity with  different  discharges  from  the  jar.  In  some  cases 
no  shock  was  received,  when  again,  with  a  less  charge,  a 
severe  one  was  obtained.  But  these  irregularities  find  an 
explanation  in  a  subsequent  part  of  the  investigation. 

113.  In  all  these  experiments,  the  results  with  ordinary 
and  galvanic  electricity  are  similar.  But  at  this  stage  of  the 
investigation  there  appeared  what  at  first  was  considered  a 


1838]  WRITINGS  OF  JOSEPH   HENRY.  137 

remarkable  difference  in  the  action  of  the  two.  I  allude  to 
the  direction  of  the  currents  of  the  different  orders.  These, 
in  the  experiments  with  the  glass  cylinders,  instead  of  ex- 
hibiting the  alternations  of  the  galvanic  currents  (92),  were 
all  in  the  same  direction  as  the  discharge  from  the  jar.  or 
in  other  words,  they  were  all  plus. 

114.  To  discover,  if  possible,  the  cause  of  this  difference, 
a  series  of  experiments  was  instituted;  but  the  first  fact  de- 
veloped, instead  of  affording  any  new  light,  seemed  to  ren- 
der the  obscurity  more  profound.  When  the  directions  of 
the  currents  were  taken  in  the  arr^jingement  of  the  coils  (Fig. 
9)  the  discrepancN'  vanished.  Alternations  wn*e  found  the  same 
as  in  the  case  of  galvanism.  This  result  was  so  extraordinary 
that  the  experiments  were  many  times  repeated,  first  with 
the  glass  cylinders,  and  then  with  the  coils ;  the  results  how- 
ever were  always  the  same.  The  cylinders  gave  currents  all 
in  one  direction ;  the  coils  in  alternate  directions. 

115.  After  various  hypotheses  had  been  formed,  and  in 
succession  disproved  by  experiment,  the  idea  occurred  to  me 
that  the  direction  of  the  currents  might  depend  on  the  dis- 
tance of  the  conductors,  and  this  appeared  to  be  the  only 
difference  existing  in  the  arrangement  of  the  experiments 
with  the  coils  and  the  cylinders.*  In  the  former  the  distance 
between  the  ribbons  was  nearly  one  inch  and  a  half,  while 
in  the  latter  it  was  only  the  thickness  of  the  glass,  or  about 
^Vth  of  an  inch. 

110.  In  order  to  test  this  idea,  two  narrow  slips  of  tinfoil, 
about  twelve  feet  long,  were  stretched  parallel  to  each  other, 
and  separated  by  thin  plates  of  mica  to  the  distance  of  about 
s^oth  of  an  inch.  When  a  discharge  from  the  half  gallon  jar 
was  passed  through  one  of  these,  an  induced  current  in  the 
same  direction  was  obtained  from  the  other.  The  ribbons 
were  then  separated,  by  plates  of  glass,  to  the  distance  of  .}^i\\ 
of  an  inch;  the  current  was  still  in  the  same  direction,  or 
plus.  When  the  distance  was  increased  to  about  \W\  of  an 
inch,  no  induced  current  could  be  obtained;  and  when  they 

*This  idea  was  not  iininodiatdy  adoptetl,  becauso  I  had  previously  experi- 
mented on  the  direction  of  the  secondary  ourront  from  galvanism,  and  found 
no  change  in  reference  to  distance. 
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were  still  further  separated  the  current  again  appeared,  but 
was  now  found  to  have  a  different  direction^  or  to  be  minus.  No 
other  change  was  observed  in  the  direction  of  the  current; 
the  intensity  of  the  induction  decreased  as  the  ribbons  were 
separated.  The  existence  and  direction  of  the  current,  in 
this  experiment,  were  determined  by  the  polarity  of  the 
needle  in  the  spiral  attached  to  the  ends  of  one  of  the  ribbons. 

1 17.  The  question  at  this  time  arose,  whether  the  direc- 
tion of  the  current,  as  indicated  by  the  polarity  of  the  needle, 
was  the  true  one,  since  the  magnetizing  spiral  might  itself, 
in  some  cases,  induce  an  opposite  current.  To  satisfy  myself 
on  this  point  a  series  of  charges,  of  various  intensity  and 
quantity,  from  a  single  spark  of  the  large  conductor  to  the 
full  charge  of  nine  jars,  were  passed  through  the  small  spiral, 
which  had  been  used  in  all  the  experiments,  but  they  all 
gave  the  same  polarity.  The  interior  of  this  spiral  is  so 
small,  that  the  needle  is  throughout  in  contact  with  the  wire. 

118.  The  fact  of  a  change  in  the  direction  of  the  induced 
current  by  a  change  in  the  distance  of  the  conductors,  being 
thus  established,  a  great  number  and  variety  of  experiments 
were  made  to  determine  the  other  conditions  on  which  the 
change  depends.  These  were  sought  for  in  a  variation  of 
the  intensity  and  quantity  of  the  primary  discharge,  in  the 
length  and  thickness  of  the  wire,  and  in  the  form  of  the  cir- 
cuit. The  results  were  however  in  many  cases  anomalous, 
and  are  not  sufficiently  definite  to  be  placed  in  detail  before 
the  Society.  I  hope  to  resume  the  investigation  at  another 
time,  and  will  therefore  at  present  briefly  state  only  those 
general  facts  which  appear  well  established. 

119.  With  a  single  half  gallon  jar,  and  the  conductors 
separated  to  a  distance  less  than  Yijih  of  an  inch,  the  in- 
duced current  is  always  in  the  same  direction  as  the  primary. 
But  when  the  conductors  are  gradually  separated,  there  is 
always  found  a  distance  at  which  the  current  begins  to 
change  its  direction.  This  distance  depends  certainly  on  the 
amount  of  the  discharge,  and  probably  on  the  intensity , 
and  also  on  the  length  and  thickness  of  the  conductors. 
With  a  battery  of  eight  half  gallon  jars,  and  parallel  wires 
of  about  ten  feet  long,  the  change  in  the  direction  did  not 
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take  place  at  a  less  distance  than  from  twelve  to  fifteen 
inches,  and  with  a  still  larger  battery  and  longer  conductors, 
no  change  was  found,  although  the  induction  was  produced 
at  the  distance  of  several  feet. 

120.  The  facts  given  in  the  last  paragraph  relate  to  the 
inductive  action  of  the  primary  current :  but  it  apjK^ars 
from  the  results  detailed  in  paragraphs  110  and  114,  that  the 
currents  of  all  the  other  orders  also  change  the  direction  of 
the  inductive  influence  with  a  change  of  the  distance.  In 
these  cases  however  the  change  always  takes  place  at  a  very 
.small  distance  from  the  conducting  wire;  and  in  this  re- 
spect the  result  is  similar  to  the  effect  of  a  primary/  current 
from  the  discharge  of  a  small  jar. 

121.  The  most  important  experiment.^,  in  reference  to  dis- 
tance, were  made  in  the  lecture  room  of  my  respected  friend 
Dr.  Hare  of  Phihidelphia,  with  the  splendid  electrical  appa- 
ratus described  in  the  Fifth  Volume  (new  series)  of  the 
Transactions  of  this  Society.  The  battery  consists  of  thirty- 
two  jars,  each  of  the  capacity  of  a  gallon.  A  thick  copper 
wire  of  about  j^th  of  an  inch  in  diameter  and  eighty  fixjt  in 
length,  was  stretched  across  the  lecture  room,  and  its  ends 
brought  to  the  battery,  so  as  to  form  a  trapezium,  the  longer 
side  of  which  was  about  thirty-five  feet.  Along  this  side  a 
wire  was  stretched  of  the  ordinarv  bell  size,  and  the  extreme 
ends  of  this  joined  by  a  spiral,  similar  to  the  arrangement 
shown  in  Fig.  13.     The  two  wires  were  at  first  placed  within 

the  distance  of  about  an  inch, 
and  afterwards  constantly  sep- 
arated after  each  discharge  of 
the  whole  battery  through  the 
thick  wire.  When  a  break  was 
madein  the  second  wireata,  no 
magnetism  was  developed  in 
a  needle  in  the  sj)iral  at  6,  but 
when  the  circuit  was  complete, 
the  needle  at  each  discharge 
indicated  a  current  in  the  same 
j.,^   ,«         ,         r  *!,    1  ..        /   direction  as  that  of  the  batterv. 

Fio.  13. — c  place   of  the  hattorv,  h 

spinil.  '       When  the  distance  of  the  two 
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wires  was  increased  to  sixteen  inches,  and  the  ends  of  the 
second  wire  placed  in  two  glasses  of  mercury,  and  a  finger  of 
each  hand  plunged  into  the  metal,  a  shock  was  received. 
The  direction  of  the  current  was  still  the  same,  but  the  mag- 
netism not  as  strong  as  at  a  less  distance. 

122.  The  second  wire  was  next  arranged  around  the  other, 
so  as  to  enclose  it.  The  magnetism  by  this  arrangement  ap- 
peared stronger  than  with  the  last ;  the  direction  of  the  cur- 
rent was  still  the  same,  and  continued  thus,  until  the  two 
wires  were  at  every  point  separated  to  the  distance  of  twelve 
feet,  except  in  one  place  where  they  were  obliged  to  be 
crossed  at  the  distance  of  seven  feet,  but  here  the  wires  were 
made  to  form  a  right  angle  with  each  other,  and  the  effect 
of  the  approximation  was  therefore  (46)  considered  as  noth- 
ing. The  needle  at  this  surprising  distance  was  tolerably 
strongly  magnetized,  as  was  shown  by  the  quantity  of  filings 
which  would  adhere  to  it.  The  direction  of  the  current  was 
still  the  same  as  that  of  the  battery.  The  form  of  the  room 
did  not  permit  the  two  wires  to  be  separated  to  a  greater  dis- 
tance. The  whole  length  of  the  circuit  of  the  interior  large 
wire  was  about  eighty  feet ;  that  of  the  exterior  one  hun- 
dred and  twenty.  The  two  were  not  in  the  same  plane,  and 
a  part  of  the  outer  passed  through  a  small  adjoining  room. 

123.  The  results  exhibited  in  this  experiment  are  such  as 
could  scarcely  have  been  anticipated  by  our  previous  knowl- 
edge of  the  electrical  discharge.  They  evince  a  remarkable 
inductive  energy,  which  has  not  before  been  distinctly  recog- 
nized, but  which  must  perform  an  important  part  in  the  dis- 
charge of  electricity  from  the  clouds.  Some  effects  w^hich 
have  been  observed  during  thunder  storms,  appear  to  be  due 
to  an  action  of  this  kind. 

124.  Since  a  discharge  of  ordinary  electricity  produces  a 
secondary  current  in  an  adjoining  wire,  it  should  also 
produce  an  analogous  effect  in  its  own  w^irc;  and  to  this 
cause  may  be  now  referred  the  peculiar  action  of  a  long  con- 
ductor. It  is  well  known  that  the  spark  from  a  very  long 
wire,  although  quite  short,  is  remarkably  pungent.  I  was 
so  fortunate  as  to  witness  a  very  interesting  exhibition  of 
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this  acdoD  during  some  experimeot^  on  atmospheric  dec- 
tridtr  made  bv  a  committee  of  the  Franklin  Institute,  in 
1S30.  Two  kites  were  attach€d,  one  above  the  other,  and 
raised  with  a  small  iron  wire  in  place  of  a  string.  On  the  occa- 
sion at  which  I  was  present,  the  wire  was  extended  by  the 
kites  to  the  length  of  aboat  one  mile.  The  day  was  perfectly 
clear,  j'et  the  sparks  from  the  wire  had  so  much  projectile 
force  (to  use  a  conveni«it  expression  of  Dr.  Hare)  that  fifteen 
persons  joining  hands  and  standing  on  the  ground,  receiveil 
the  shock  at  once,  when  the  first  person  of  the  series  touched 
the  wire.  A  Leyden  jar  being  grasped  in  the  hand  by  tlie 
outer  coating,  and  the  knob  presented  to  the  wire,  a  severe 
shock  was  received,  as  if  by  a  perforation  of  the  glass,  but 
which  was  found  to  be  the  result  of  the  sudden  and  intense 
induction. 

125.  These  effects  were  evidentlv  not  due  to  the  accumu- 
lated  intensity  at  the  extremities  of  the  wire,  on  the  principles 
of  ordinary  electrical  distribution,  since  the  knuckle  required 
to  be  brought  within  about  a  quarter  of  an  inch  l>efore  the 
spark  could  be  received.  It  was  not  alone  the  quantity, 
since  the  experiments  of  Wilson  prove  that  the  same  effect 
is  not  produced  with  an  ecjual  amount  of  electricity  on  the 
surface  of  a  large  conductor.  It  apj^ears  evidently  therefore 
H  case  of  the  induction  of  an  electrical  current  on  itself.  The 
wire  is  charged  with  a  considerable  quantity  of  feeble  elec- 
tricity, which  passes  off  in  the  form  of  a  current  along  iUs 
whole  length,  and  thus  the  induction  takes  place  at  the  end 
of  the  discharge,  as  in  the  case  of  a  long  wire  transmitting 
a  current  of  galvanism. 

126.  It  is  well  known  that  the  discharge  from  an  electri- 
cal battery  possesses  great  divellent  powers;  that  it  entirely 
separates,  in  many  instances,  the  particles  of  the  body  through 
which  it  passes.  This  force  acts,  in  part,  at  least,  in  the  direc- 
tion of  the  line  of  the  discharge,  and  appears  to  be  analogous 
to  the  repulsive  action  discovered  by  Ampere,  in  the  con- 
secutive parts  of  the  same  galvimic  current.  To  illustrate 
this,  paste  on  a  piece  of  glass  a  narrow  slip  of  tinfoil,  cut  it 
through  at  several  points,  and  loosen  the  ends  from  the  glass 
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at  the  places  so  cut.  Pass  a  discharge  through  the  tinfoil 
from  about  nine  half  gallon  jars;  the  ends,  at  eacli  separa- 
tion, will  be  thrown  up,  and  sometimes  bent  entirely  back, 
as  if  by  the  action  of  a  strong  repulsive  force  between  them. 

This  will  be  understood  by  a  ref- 

«- ^ V  erence  to  Fig.  14;   the  ends  are 

<^\^^'^a'^^^^^S'^^^^^  shown  bent  back  at  a^  a,  a,  a.     In 

Fig  14.-*  glass  plutc ;  a,  a,  a,  a,  the  popular  experiment  of  the 

openings  in  tinfoil.  pierced  Card,  the  bur  on  each  side 

appears  to  be  due  to  an  action  of  the  same  kind. 

127.  It  now  appears  probable,  from  the  facts  given  in  para- 
graphs 119  and  120,  that  the  table  i,u  paragraph  92  is  only 
an  approximation  to  the  truth,  and  that  each  current  from 
galvanism,  as  well  as  from  electricity,  first  produces  an  in- 
ductive action  in  the  direction  of  itself,  and  that  the  inverse 
influence  flakes  place  at  a  little  distance  from  the  wire. 

128.  To  test  this  the  compound  helix  was  placed  on  coil 
No.  1,  to  receive  the  induction,  and  its  ends  joined  to  those 
of  the  outer  ribbon  of  tinfoil  of  the  glass  cylinder,  while  the 
magnetizing  spiral  was  attached  to  the  ends  of  the  inner 
riband.  A  feeble  tertiary  current  was  produced  by  this 
arrangement,  which  in  two  cases  gave  a  polarity  to  the 
needle  indicating  a  direction  the  same  as  that  of  the  primary 
current.  In  other  cases  the  magnetism  was  either  imper- 
ceptible or  minus.  With  an  arrangement  of  two  coils  of 
wires  around  two  glass  cylinders,  one  within  the  other,  the 
same  effect  was  produced.  The  magnetism  was  less  when 
the  distance  of  the  two  sets  of  spires  was  smaller,  indicating, 
as  it  would  appear,  an  approximation  to  a  position  of  neu- 
trality. These  results  are  rather  of  a  negative  kind,  yet  they 
appear  to  indicate  the  same  change  with  distance  in  the  case 
of  the  galvanic  currents  as  in  that  of  the  discharge  of  ordi- 
nary electricity.  The  distance  however  at  which  the  change 
takes  place  would  seem  to  be  less  in  the  former  than  in  the 
latter. 

129.  There  is  a  perfect  analogy  between  the  inductive 
action  of  the  primary  current  from  the  galvanic  apparatus 
and  of  that  from  the  larger  electrical  battery.  The  point 
of  change,  in  each,  appears  to  be  at  a  great  distance. 
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130.  The  neutralizing  effect  described  in  Section  iv  may 
now  be  more  definitely  explained  by  saying  that  when  a 
third  conductor  is  acted  on  at  the  same  time  by  a  primary 
and  secondary  current  (unless  it  be  very  near  the  second 
wire)  it  will  fall  into  the  region  of  the  plus  influence  of  the 
former,  and  into  that  of  the  minus  influence  of  the  latter ; 
and  hence  no  induction  will  be  produced. 

131.  This  will  be  rendered  perfectly  clear  by  Fig.  15,  in 

which  a  represents  the  conduc- 


-    —a 


+ 


_|.  tor  of  theprimary  current,  h  that 

+ ,  of  the  secondary,  and  c  the  third 


-f    -I-  conductor.   The  characters  +  + 

+    iL  +,  &c.,  beginning  at  the  mid- 

_l-    —  die  of  the  first  conductor  and 

___  extending  downwards,  represent 

the  constant  plus  influence  of 
■^    ■"  the  primary  current,  and  those 

*''^-  ^^'  +0 ,  &c.,  beginning  at  the 

second  conductor,  indicate  its  inductive  influence  as  chang- 
ing with  the  distance.  The  third  cgnductor,  as  is  shown  by 
the  figure,  falls  in  the  plus  region  of  the  primary  current, 
and  in  the  minus  region  of  the  secondary,  and  hence  the 
two  actions  neutralize  each  other,  and  no  apparent  result  is 
produced. 

132.  Fig.  16  indicates  the  method  in  which  the  neutra- 
lizing efifect  is  produced  in  the 
_|.  case  of  the  secondary  and  terti- 

^  ary  currents.    The  wire  conduc- 

_    --  ^  ting  the  secondary  current  is 

—    4-  represented  by  6,  that  conduct- 


0 


_  ^  ing  the  tertiary  by  c,  and  the 

other  wire,  to  receive  the  in- 
~~    "^  duction  from  these,  by  d.     The 

—   +  direction  of  the  influence,  as  be- 

^10-  1^-  fore,  is  indicated  by  +  0 , 

&c,and  the  third  wire  is  again  seen  to  be  in  ih^plus  region 
of  the  one  current,  and  in  the  minus  of  the  other.  If  how- 
ever d  i^  placed  sufficiently  near  c,  then  neutralization  will 
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not  take  place,  but  the  two  currents  will  conspire  to  produce 
in  it  an  induction  in  the  same  direction.  A  similar  eflFect 
would  also  be  produced  were  the  wire  c,  in  Fig.  15,  placed 
sufficiently  near  the  conductor  b. 

133.  Currents  of  the  several  orders  were  likewise  produced 
from  the  excitation  of  the  magneto-electrical  machine.  The 
same  neutralizing  effects  were  observed  between  these  as  in 
the  case  of  the  currents  from  the  galvanic  battery,  and  hence 
we  may  infer  that  also  the  same  alternations  take  pkce  in  the 
direction  of  the  several  currents. 

134.  In  conclusion,  I  may  perhaps  be  allowed  to  state,  that 
the  facts  here  presented  have  been  deduced  from  a  laborious 
series  of  experiments,  and  are  considered  as  forming  some 
addition  to  our  knowledge  of  electricity,  independently  of 
any  theoretical  considerations.  They  apjKjar  to  be  intimately 
connected  with  various  phenomena,  which  have  been  known 
for  some  years,  but  which  have  not  been  referred  to  any 
general  law  of  action.  Of  this  class  are  the  discoveries  of 
Savary  on  the  alternate  magnetism  of  steel  needles  placed 
at  different  disttinces  from  the  line  of  a  discharge  of  ordinary 
electricity,*  and  also  the  magnetic,  screening  influence  of  all 
metals,  discovered  by  Dr.  Snow  Harris,  of  Plymouth.f  A 
comparative  study  of  the  phenomena  observed  by  these  dis- 
tinguished savant^  and  those  given  in  this  paper,  would 
probably  lead  to  some  new  and  important  developments. 
Indeed  every  part  of  the  subject  of  electro-dynamic  induc- 
tion appears  to  open  a  field  for  discovery,  which  experimental 
industry  cannot  fail  to  cultivate  with  immediate  success. 

NOTE. 

On  the  evening  of  the  meeting  at  which  my  investigations 
were  presented  to  the  Society,  my  friend,  Dr.  Bache  of  the 
(lirard  College,  gave  an  account  of  the  investigations  of 
Professor  Ettingshausen,  of  Vienna,  in  reference  to  the  im- 
provement of  the  magneto-electric  machine,  some  of  the 
results  of  which  he  had  witnessed  at  the  University  of  Vienna, 

■•' Annalos  do  Chimie  et  dc  Physique,  1827. 
f  Philosophical  Transactions,  1831. 
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about  a  year  since.  No  published  account  of  these  experi- 
ments has  yet  reached  this  country,  but  it  appears  that  Pro- 
fessor Ettinp[shausen  had  been  led  to  suspect  the  develop- 
ment of  a  current  in  the  metal  of  the  keeper  of  the  magneto- 
electric  machine,  which  diminished  the  effect  of  the  current 
in  the  coil  about  the  keeper,  and  hence  to  separate  the  coil 
from  the  keeper  by  a  ring  of  wood  of  some  thickness,  and 
afterwards,  to  prevent  entirely  the  circulation  of  currents  in 
the  keeper,  by  dividing  it  into  segments,  and  separating  them 
by  a  non-conducting  material.  I  am  not  aware  of  the  result 
of  this  last  device,  nor  whether  the  mechanical  difficulties  in 
its  execution  were  fully  overcome.  It  gives  me  pleasure  to 
learn  that  the  improvements,  which  I  have  merely  suggested 
as  deductions  from  the  principles  of  the  interference  of  in- 
duced currents  (76),  should  be  in  accordance  with  the  experi- 
mental conclusions  of  the  above  named  philosopher.* 

*[Rc-priDted  in  Silliman's  American  Journal  of  Science,  March,  1840, 
vol.  xxxTiii,  pp.  209-248.] 
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CAPILLARY   TRANSMISSION   THROUGH   SOLIDS. 

(Proceedings  of  the  American  Philosophical  Society,  vol.  i,  pp.  82,  83.)* 

March  15,  1889. 

Professor  Henry  made  a  verbal  communication  relating  to 
a  phenomenon  of  capillary  action  which  had  fallen  under 
his  notice. 

A  lead  tube  of  about  half  an  in*h  in  diameter  and  eight 
inches  long  happened  to  be  left  with  one  end  immersed  in 
a  cup  of  mercury,  and  on  inspection  a  few  days  afterwards 
it  was  observed  that  the  mercury  had  disappeared  from  the 
cup,  and  was  found  on  the  floor  at  the  other  end  of  the  tube. 
Struck  with  the  phenomenon,  I  again  filled  the  cup  with 
mercury;  the  next  morning  the  same  efloct  was  exhibited. 
The  mercury  had  again  passed  over  through  the  tube,  ap- 
parently like  water  through  a  capillary  siphon,  and  was 
again  found  on  the  floor. 

On  cutting  the  tube  into  pieces,  it  was  evident  that  the 
mercury  had  not  passed  along  the  hollow  axis,  but  had  ap- 
parently been  transmitted  through  the  pores  of  the  solid 
metal.  To  determine  this,  a  lead  rod  of  about  seven  inches 
long  and  a  quarter  of  an  inch  in  diameter  was  bent  into 
the  form  of  a  siphon.  The  shorter  leg  was  immersed  in  a 
watch-glass  filled  with  mercury,  and  a  similar  glass  placed 
under  the  end  of  the  longer  leg,  to  receive  the  metal  which 
might  pass  over.  At  the  end  of  twenty-four  hours  a  globule 
of  mercury  was  perceived  at  the  lower  end;  and  in  the 
course  of  five  or  six  days  all  the  mercury  passed  over,  leav- 
ing a  crop  of  beautiful  arborescent  crystals  of  an  amalgam 
of  lead  in  the  upper  glass. 

The  mercury  did  not  pass  along  the  surface  of  the  wire, 
since  the  lead  exhibited,  externally,  but  little  change  of  ap- 
pearance, although  the  progress  of  the  penetration  could  be 
traced  by  a  slight  variation  of  the  color  of  the  oxide  on  the 
surface. 

The  action  is  much  influenced  by  the  texture  of  the  lead. 
When  a  rod  of  cast  lead,  of  the  same  size  and  form,  was 


*[Rc-printed  in  Silliinan's  American  Journul  of  Science,  December,  1830, 
vol.  XXXVIII,  pp.  180,  181.] 
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substituted  for  the  one  before  described,  the  globule  of  mer- 
cury did  not  mhke  its  appearance  at  the  lower  end  until 
about  forty  days,  and  all  the  mercury  of  the  upper  glass 
had  not  yet  (after  three  months)  entirely  disappeared. 

The  penetration  takes  place  much  more  readily  in  the 
direction  of  the  laminee  of  the  metal  than  across  them.  A 
plate  of  thick  sheet  lead  was  formed  into  a  cup,  and  mercury 
poured  into  this;  and  it  was  found  that  before  a  drop  had 
passed  directly  through,  the  mercury  oozed  out  all  around 
the  edge  of  the  plate. 

Professor  Henry  stated  that  he  had  in  progress  a  variety 
of  experiments  to  investigate  this  action,  and  if  any  results 
of  importance  were  obtained  he  would  communicate  them 
to  the  Societv. 


LETTER   ON   ELECTRICAL   INDUCTION. 
(Proceedings  of  the  American  Philosophical  Society,  vol.  i,  pp.  134-136.) 

October  18,  1839. 

The  following  extract  from  a  letter  addressed  by  Professor 
Henry  to  Professor  Bache  was  read,  announcing  the  discov- 
ery of  two  distinct  kinds  of  dynamic  induction  by  a  gal- 
vanic current. 

*^  Since  the  publication  of  my  last  paper,  I  have  received 
through  the  kindness  of  Dr.  Faraday  a  cop}'  of  his  four- 
teenth series  of  experimental  researches,  and  in  this  I  was 
surprised  to  find  a  statement  directly  in  opposition  to  one  of 
the  principal  results  given  in  n)y  paper.  It  is  stated  in 
substance  in  the  59th  paragraph  of  ray  last  communication 
to  the  American  Philosophical  Society,  that  when  a  plate  of 
metal  is  interposed  between  a  galvanic  current  and  a  con- 
ductor the  secondary  shock  is  neutralized.  Dr.  Faraday  • 
finds,  on  the  contrary,  under  apparently  the  same  circum- 
stances, that  no  effect  is  produced  by  the  interposition  of 
the  metal.  As  the  fact  mentioned  forms  a  very  important 
part  of  my  paper,  and  is  connected  with  nearly  all  the  phe- 
nomena described  subsequently  to  it,  I  was  anxious  to  in- 
vestigate the  cause  of  the  discrepancy  between  the  results 
obtained  by  Dr.  Faraday,  and  those  found  by  myself.    My 
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experiments  were  on  such  a  scale,  and  the  results  so  decided, 
that  there  could  be  no  room  for  doubt  as  to  their  character; 
a  secondary  current  of  such  intensity  as  to  paralyze  the 
arms  having  been  so  neutralized  by  the  interposition  of  a 
plate  and  ribbon  of  metal,  as  not  to  be  perceptible  through 
the  tongue.  I  was  led  by  a  little  reflection  to  conclude  that 
there  might  exist  a  case  of  induction  similar  to  that  of 
magnetism,  in  which  no  neutralization  would  take  place; 
and  I  thought  it  possible  that  Dr.  Faraday's  results  might 
have  been  derived  from  this.  I  have  now  however  found 
a  solution  to  the  diflSculty  in  the  remarkable  fact  that  an 
electrical  current  from  a  galvanic  battery  exerts  two  distinct 
kinds  of  dynamic  induction.  One  of  these  produces,  by 
means  of  a  helix  of  long  wire,  intense  secondary  shocks  at 
the  moment  of  breaking  the  contact,  and  feeble  shocks  at 
the  moment  of  making  the  contact.  This  kind  of  induction 
is  capable  also  of  being  neutralized  by  the  interposition  of 
a  plate  of  metal  between  two  conductors.  The  other  kind 
of  induction  is  produced  at  the  same  time  from  the  same 
arrangement,  and  does  not  give  shocks,  but  affects  the  needle 
of  the  galvanometer.  It  is  of  equal  energy  at  the  moment  of 
making  contact  and  of  breaking  contact,  and  is  not  affected 
by  the  introduction  of  a  plate  of  copper  or  zinc  between  the 
conductors.*  The  phenomena  produced  by  the  first  kind  of 
induction  form  the  subject  of  my  last  paper,  as  well  as  that 
of  the  previous  one;  while  it  would  appear  from  the  arrange- 
ment of  Dr.  Faraday's  experiments  that  the  results  detailed 
in  his  first  series  and  those  in  the  fourteenth  were  princi- 
pally produced  by  the  second  kind  of  induction.  Although 
J  may  be  too  sanguine  in  reference  to  the  results  of  the  dis- 
covery, yet  I  cannot  refrain  from  adding  that  it  appears  to 
lead  to  a  separation  of  the  electrical  induction  of  a  galvanic 
current  from  the  magnetical,  and  that  it  is  a  step  of  some 
importance  towards  a  more  precise  knowledge  of  the  i)he- 
nomeiia  of  magneto-electricity." 

«  HIiKMi  writing  the  account  of  the  two  kinds  of  induction  T  liave  found 
I  hut  tlwi  HiM-ond  kinil,  although  not  screened  by  a  plate  of  copper  or  zinc,  is 
ulV«M«t<«<l  hy  tho  Introduction  of  a  plate  of  iron.  In  the  cases  of  the  first 
kind  of  Induction  Iron  acts  as  any  other  metal. 
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CONTRIBUTIONS  TO  ELECTRICITY  AND  MAGNETISM.  No.  IV. 

ON  ELECTRO-DYNAMIC  INDUCTION.      (CONTINUED.) 
(Transactions  American  Philosophical  Society,  n.  s.,  vol.  Tin,  pp.  1-85.)* 

Read  June  19,  1840. 
INTRODUCTION. 

1.  In  the  course  of  my  last  paper,  (No.  Ill,)  it  was  stated 
that  the  investigations  which  it  detailed  were  not  as  complete 
in  some  parts  as  I  could  wish,  and  that  I  hoped  to  develop 
them  more  fully  in  another  communication.  After  consid- 
erable delay,  occasioned  by  alterations  in  the  rooms  of  the 
physical  department  of  the  college,  I  was  enabled  to  resume 
my  researches;  and  since  then  I  have  been  so  fortunate  as  to 
discover  a  series  of  new  facts  belonging  to  different  parts  of 
the  general  subject  of  my  contributions.  These  I  have  an- 
nounced to  the  Society  at  diflFerent  times,  as  they  were  dis- 
covered, and  I  now  purpose  to  select  from  the  whole  such 
portions  as  relate  particularly  to  the  principal  subject  of  my 
last  paper,  namely,  the  induction  at  the  beginning  and  end- 
iftg  of  a  galvanic  current,  and  to  present  them  as  a  contin- 
uation, and  in  a  measure  as  the  completion  of  this  part  of 
my  researches.  The  other  results  of  my  labors  in  this  line 
will  be  arranged  for  publication  as  soon  as  my  duties  will 
permit  me  to  give  them  a  more  careful  examination. 

2.  In  the  course  of  the  experiments  I  am  about  to  describe, 
I  have  had  occasion  to  repeat  and  vary  those  given  in  my  last 
paper,  and  I  am  happy  to  be  able  to  state,  in  reference  to 
the  results,  that  except  in  some  minor  particulars  which 
will  be  mentioned  in  the  course  of  this  paper,  I  have  found 
no  cause  to  desire  a  change  in  the  accounts  before  published. 
My  views  however  of  the  connection  of  the  phenomena 
have  been  considerably  modified,  and  I  think  rendered 
much  more  definite  by  the  additional  light  which  the  new 
facts  have  aflForded. 

3.  The  principal  articles  of  apparatus  used  in  these  ex- 
periments are  nearly  the  same  as  those  described  in  my  last 

*[The  title-page  of  vol.  viii  hears  date  1848.] 
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paper,  namely,  several  flat  coils,  and  a  number  of  long  wire 
helices.  (No.  Ill,  6, 7,  8.*)  I  have  however  added  to  these  a 
constant  battery,  on  Prof.  Daniell's  plan,  the  performance  of 
which  has  fully  answered  my  expectations,  and  confirmed 
the  accounts  given  of  this  form  of  the  instrument  by  its 
author.  It  consists  of  thirty  elements,  formed  of  as  many 
copper  cylinders,  open  at  the  bottom,  each  five  inches  and  a 
half  in  height,  three  inches  and  a  half  in  diameter,  and 
placed  in  earthen  cups.  A  zinc  rod  is  suspended  in  each  of 
these,  of  the  same  length  as  the  cylinders,  and  about  one 
inch  in  diameter.  The  several  elements  are  connected  by  a 
thick  copper  wire,  soldered  to  the  copper  of  one  element, 
and  dipping  into  a  cup  of  mercury  on  the  zinc  of  the  next. 
The  copper  and  zinc  as  usual  arc  separated  by  a  membrane, 
on  both  sides  of  which  is  placed  a  solution  of  one  part  of 
sulphuric  acid  in  ten  parts  of  water;  and  to  this  is  added,  on 
the  side  next  the  copper,  as  much  sulphate  of  copper  as  will 
saturate  the  solution.  The  battery  was  sometimes  used  as  a 
single  series,  with  all  its  elements  placed  consecutively,  and 
at  others  in  two  or  three  scries,  arranged  collaterally,  so  as 
to  vary  the  quantity  and  intensity  of  the  electricity  as  the 
occasion  nyght  require. 

4.  The  galvanometers  mentioned  in  this  paper,  and  re- 
ferred to  in  the  last,  are  of  two  kinds;  one,  which  is  used  with 
a  helix,  to  indicate  the  action  of  an  induced  current  of  in- 
tensity, consists  of  about  five  hundred  turns  of  fine  copper 
wire,  covered  with  cotton  thread,  and  more  effectually  insu- 
lated by  steeping  the  instrument  in  melted  cement,  which 
was  drawn  into  the  spaces  between  the  spires  by  capillary 
attraction.  The  other  galvanometer  is  formed  of  about 
forty  turns  of  a  shorter  and  thicker  wire,  and  is  always 
used  to  indicate  an  induced  current,  of  considerable  quan- 
tity, but  of  feeble  intensity.  The  needle  of  both  these  in- 
struments is  suspended  by  a  single  fibre  of  raw  silk. 

5.  I  should  also  state,  that  in  all  cases  where  a  magnetiz- 
ing spiral   is  mentioned  in  connection  with  a  helix,  the 

*The  immenils  II  or  III  included  in  parentheses  refer  to  the  correspond- 
ing Nos.  of  my  previous  Contrihution«. 
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article  is  formed  of  a  long,  fine  wire,  making  about  one 
hundred  turns  around  the  axis  of  a  hollow  piece  of  straw 
about  two  inches  and  a  half  long:  also  the  spiral  mentioned 
in  connection  with  a  coil,  is  formed  of  a  short  wire  which 
makes  about  twenty  turns  around  a  similar  piece  of  straw. 
The  reason  of  the  use  of  the  two  instruments  in  these  two 
cases  is  the  same  as  that  for  the  galvanometers,  under  sim- 
ilar circumstances,  namely,  the  helix  gives  a  current  of  in- 
tensity, but  of  small  quantity,  while  the  coil  produces  one  of 
considerable  quantity,  but  of  feeble  intensity. 

SECTION   I. 

On  the  Induction  produced  at  the  moment  of  the  Beginning  of  a 

Galvanic  Oiirrenty  &c, 

6.  It  will  be  recollected  that  the  arrangement  of  appara- 
tus employed  in  my  last  series  of  experiments  gave  a  power- 
ful induction  at  the  moment*  of  breaking  the  galvanic  cir- 
cuit, but  the  effect  at  making  the  same  was  so  feeble  as 
scarcely  to  be  perceptible.  I  was  unable  in  any  case  to  get 
indications  of  currents  of  the  third  or  fourth  orders  from  the 
beginning  induction,  and  its  action  Wiis  therefore  supposed 
to  be  so  feeble  as  not  materially  to  affect  the  results  obtained. 

7.  Subsequent  reflection  however  led  me  to  conclude  that 
in  order  to  complete  this  part  of  my  investigations,  a  more 
careful  study  of  the  induction  at  the  beginning  of  the  cur- 
rent would  be  desirable;  and  accordingly  on  resuming  the 
experiments,  my  attention  was  first  directed  to  the  discovery 
of  some  means  ty  which  the  intensity  of  this  induction 
might  be  increased.  After  some  preliminary  experiments, 
it  appeared  probable  that  the  desired  result  could  be  ob- 
tained by  using  a  compound  galvanic  battery,  instead  of  the 
single  one  before  employed.  In  reference  to  this  conjecture, 
the  constant  battery  before  mentioned  (3)  was  constructed, 
and  a  series  of  experiments  instituted  with  it,  the  results  of 
which  agreed  with  my  anticipation. 

8.  In  the  first  experiment,  coil  No.  2,  which  it  will  be  re- 
membered (No.  Ill,  7,)  consists  of  a  copper  ribbon  about  sixty 
feet  long,  coiled  on  itself  like  the  main  spring  of  a  watch. 
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was  connected  with  the  compound  battery,  and  helix  No.  1, 
(No.  Ill,  8,)  formed  of  one  thousand  six  hundred  and  sixty 
yards  of  fine  copper  wire,  was  placed  on  the  coil  to  receive 
the  induction,  as  is  shown  in  figure  3,  which  is  again  inserted 
here  for  the  convenience  of  the  reader. 


a 

Fig.  Z.—a  reprt'sents  coil  No.  1,  h  helix  No.  1,  find  c,  rf,  handles  for  receiv- 
ing the  shock. 

This  arrangement  being  made,  currents  of  increasing  in- 
tensity were  passed  through  the  coil  by  constantly  retaining 
one  of  its  ends  in  the  cup  of  mercury  forming  one  extremity 
of  the  Imttory,  and  successively  plunging  the  other  end  into 
tliccupH  which  served  to  form  the  connections  of  the  several 
<fl<5iiientH  of  the  battery.  With  the  current  from  one  element, 
th<!  nhock  ut  breaking  tlje  circuit  was  quite  severe;  but  at 
ifiakin^  tin?  Maine  it  was  very  feeble,  and  could  be  perceived 
in  the  (in^<TH  only,  or  through  the  tongue.  With  two  ele- 
uu')\\m  in  ilM^  cHnriiit,  the  sliock  at  the  beginning  was  slightly 
wwrt^mA  ;  with  tlirer?  (.'Ir^ments  the  increase  was  more  decided, 
wliil<!  Ili<5  nliork  at  bn'uking  the  circuit  remained  nearly  of 
th<'  wiffM?  '\\\U'.\\H\\,y  a.s  at  first,  or  was  comparatively  but  little 
\\\t'.\'i'im'i\.  \S\u'\\  the  number  of  elements  was  increased  to 
//•//.,  IIm'  nhock  at  making  contact  was  found  fully  equal  to 
I  hat  III  break  in^j  *^'»^1  '^y  employing  a  still  greater  number, 
the  I'onner  wan  dc^ridedly  stronger  than  the  latter,  the  differ- 
<^n<M;  eontihiially  inereaHing  until  all  the  thirty  elements 
wca'(}  introdiKH'd  into  the  circuit. 

II.  In  my  last  paper,  a  few  experiments  are  mentioned 
as  Ixjing  made  with  a  compound  battery  of  Cruickshank's 
eonstruction ;  but  from  the  smallness  of  its  plates,  and 
the  rapidity  with  which  its  power  declined,  I  was  led  into 
the  error  of  supposing  that  the  induction  at  the  ending  of 
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the  curreDt,  Id  the  case  of  a  short  coil,  was  diminished  by  in- 
creasing  the  intensity  of  the  battery;  (see  paragraph  19,  of 
No.  Ill ;)  but  by  employing  the  more  perfect  instrument  of 
Professor  Daniell  in  the  arrangement  of  the  last  experiment, 
I  am  enabled  to  correct  this  error,  and  to  state  that  the  in- 
duction at  the  ending  remains  nearly  the  same,  when  tlie 
intensity  of  the  battery  is  increased.  If  the  induction  de- 
pends in  any  degree  on  the  quantity  of  current  electricity  in 
the  conductor,  then  a  slight  increase  in  the  induction  should 
take  place,  since  according  to  theory  the  current  is  some- 
what increased  in  quantity,  in  the  case  of  a  long  coil,  by  the 
increase  of  the  intensity  of  the  battery.  Although  very 
little,  if  any,  diflFerence  could  be  observed  in  the  intensity  of 
the  shock  from  the  secondary  current,  yet  the  snap  and 
deflagration  of  the  mercury  appeared  to  be  greater  from  the 
primary  current,  when  ten  elements  of  the  battery  were  in- 
cluded in  the  circuit,  than  with  a  single  one.  The  other  re- 
sults which  are  mentioned  in  my  last  paper  in  reference  to 
the  compound  battery  are  I  believe  correctly  given. 

10.  The  intensities  of  the  different  shocks  in  the  foregoing 
experiments  were  compared  by  gradually  raising  the  helix 
from  the  coil5(see  Fig.  3,)  until  on  account  of  the  distance  of 
the  conductors,  the  shock  in  one  case  would  be  so  much  re- 
duced as  to  be  scarcely  perceptible  through  the  fingers  or  the 
tongue,  while  the  shock  from  another  arrangement,  but  with 
the  same  distance  of  the  conductors,  would  be  evident  per- 
haps in  the  hands.  The  same  method  was  generally  em- 
ployed in  the  experiments  in  which  shocks  are  mentioned 
as  being  compared,  in  the  other  parts  of  this  paper. 

11.  Experiments  were  next  made  to  determine  the  in- 
fluence of  a  variation  in  the  length  of  the  coil,  the  intensity 
of  the  battery  remaining  the-  same.  For  this  purpose,  the 
battery  consisting  of  a  single  element,  and  the  arrangement 
of  the  apparatus  as  represented  in  Fig.  3,  the  coil  was  di- 
minished in  length  from  sixty  feet  to  forty-five,  then  to 
thirty,  and  so  on.  With  the  first  mentioned  length  the 
shock,  at  making  contact  with  tlie  battery,  was  of  course 
very  feeble,  and  could  be  felt  only  in  the  tongue;  with  the 
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next  shorter  length  it  was  more  perceptible,  and  increased 
in  intensity  with  each  diminution  of  the  coil,  until  a  length 
of  about  fifteen  feet  appeared  to  give  a  maximum  result. 

12.  The  diminution  of  the  intensity  of  the  shock  in  the 
last  experiment,  after  the  length  of  the  coil  was  diminished 
below  fifteen  feet,  was  due  to  the  diminution  of  the  number 
of  spires  of  the  coil,  each  of  which,  by  acting  on  the  helix, 
tends  to  increase  the  intensity  of  the  secondary  current,  un- 
less the  combined  length  of  the  whole  is  too  great  for  the  in- 
tensity of  the  battery.  That  this  is  the  fact  is  shown  by  the 
following  experiment:  the  helix  was  placed  on  a  single  spire 
or  turn  of  the  coil,  and  the  length  of  the  other  part  of  the 
copper  ribbon,  which  did  not  act  on  the  helix,  was  contin- 
ually shortened,  until  the  whole  of  it  was  excluded  from  the 
circuit;  in  this  case  the  intensity  of  the  shock  at  the  begin- 
ning was  constantly  increased.  We  may .  therefore  state 
generally,  that  at  the  beginning  of  the  battery  current,  the 
induction  of  a  unit  of  its  length  is  increased  by  every 
diminution  of  the  length  of  the  conductor. 

13.  In  the  experiment  given  in  paragraph  11,  the  inten- 
sity of  the  shock  at  the  ending  of  the  battery  current  dimin- 
ishes with  each  diminution  of  the  length  of  ^he  coil ;  and 
this  is  also  due  to  the  decrease  of  the  number  of  the  spires  of 
the  coil,  as  is  evident  from  an  experiment  similar  to  the  last, 
in  which  the  helix  was  placed  on  a  coil  consisting  of  only 
two  turns  or  spires  of  copper  ribbon ;  the  shock  at  the  end- 
ing, with  this  arrangement,  was  comparatively  feeble,  but 
could  be  felVin  the  hands.  Different  lengths  of  coil  No.  2 
were  now  introduced  into  the  same  circuit,  but  not  so  as  to 
act  on  tlie  helix  ;  but  although  these  were  varied  from  four 
or  five  feet  to  the  whole  length  of  the  coil,  (sixty  feet,)  not 
the  least  diflcTcnce  in  the  intensity  of  the  shock  could  be 
perceived.  We  have  therefore  the  remarkable  result,  that 
the  intensity  of  the  ending  induction  of  each  unit  of  length 
of  the  battery  current  is  not  materially  altered,  at  least  within 
certain  limits,  by  changing  the  length  of  the  whole  con- 
ductor. From  this  we  would  infer  that  the  shock  dc})ends 
more  on  the  intensity  of  the  action  than  on  the  quantity  of 
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the  current,  since  we  know  that  the  latter  is  diminished  in  a 
given  unit  of  the  conductor  by  increasing  the  length  of  the 
whole. 

14.  We  have  seen  (8)  that  with  a  circuit  composed  of  ten 
elements  of  the  compound  battery  and  the  coil  No.  2,  the 
shock,  at  the  beginning  of  the  current,  was  fully  equal  to 
that  at  the  ending.  It  was  however  found  that  if  in  this 
case  the  length  of  the  coil  was  increased,  this  shock  was  di- 
minished; and  we  may  state  as  an  inference  from  several 
experiments,  that  however  great  may  be  the  intensity  of  the 
electricity  from  the  battery,  the  shock  at  the  beginning  may 
be  so  reduced,  by  a  sufficient  increase  of  the  length  of  the 
primary  circuit,  as  to  bo  scarcely  perceptible. 

15.  It  was  also  found  that  when  the  thickness  of  the  coil 
was  increased,  the  length  and  intensity  of  the  circuit  remain- 
ing the  same,  the  shock  at  the  beginning  of  the  battery 
current  was  somewhat  increased.  This  result  was  produced 
by  using  a  double  coil;  the  electricity  was  made  to  pass 
through  one  strand,  and  immediately  afterwards  through 
both ;  the  shock  from  the  helix  in  the  latter  case  was  ap- 
parently the  greater. 

16.  By  the  foregoing  results  we  are  evidently  furnished 
with  two  methods  of  increasing  at  pleasure  the  intensity  of 
the  induction  at  the  beginning  of  a  battery  current; — the  one 
consisting  in  increasing  the  intensity  of  the  source  of  the 
electricity,  and  the  other  in  diminishing  the  resistance  to 
conduction  of  the  circuit  while  the  intensity  remains  the 
same. 

17.  The  explanation  of  the  effects  which  we  have  given, 
relative  to  the  induction  at  the  beginning,  is  apparently  not 
difficult.  The  resistance  to  conduction  in  the  case  of  a  long 
conductor  and  a  battery  of  a  single  element  is  so  great  that 
the  full  development  of  the  primary  current  may  be  sup- 
posed not  to  take'  place  with  sufficient  rapidity  to  produce 
the  instantaneous  action  on  which  the  shock  from  the  sec- 
ondary  current  would  seem  to  depend.  But  when  a  battery 
of  a  number  of  elements  is  employed,  the  poles  of  this,  pre- 
vious to  the  moment  of  completing  the  circuit,  are  in  a  state 
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of  electrical  tension;  and  therefore  the  discharge  through 
the  conductor  may  be  supposed  to  be  more  sudden,  and 
hence  an  induction  of  more  intensity  is  produced. 

18.  That  the  shock  at  both  making  and  breaking  the  cir- 
cuit in  some  way  depends  on  the  rapidity  of  formation  and 
diminution  of  the  current  is  shown  by  the  following  experi- 
ment, in  which  the  tension  just  mentioned  does  not  take 
place,  and  in  which  also  the  current  appears  to  diminish  more 
slowly.  The  two  ends  of  the  coil  were  placed  in  the  two  cups 
which  formed  the  poles  of  the  battery,  and  permanently  re- 
tained there  during  the  experiment;  also,  at  the  distance  of 
about  six  inches  from — say  the  right  hand  end  of  the  coil,  a 
loop  was  made  in  the  ribbon,  which  could  be  plunged  into 
the  cup  containing  the  left  hand  end.  With  this  arrange- 
ment, and  while  only  the  two  extreme  ends  of  the  coil  were 
in  connection  with  the  cups  of  mercury,  of  course  the  cur- 
rent passed  through  the  entire  length  of  the  ribbon  of  the 
coil;  but  by  plunging  the  loop  into  the  left  hand  cup,  the 
whole  length  of  the  coil,  except  the  six  inches  before  men- 
tioned, was  excluded  from  the  battery  circuit.  And  again, 
when  the  loop  was  lifted  out  of  the  cup,  the  whole  length 
was  included.  In  this  way  the  current  in  the  coil  could  be 
suddenly  formed  and  interrupted,  while  the  poles  of  the  bat- 
tery were  continually  joined  by  a  conductor,  but  no  shock 
with  either  a  single  or  a  compound  battery  could  be  obtained 
by  this  method  of  operation. 

19.  The  feebleness  of  the  shock  at  the  beginning  of  the 
current,  with  a  single  battery  and  a  long  coil,  is  not  entirely 
owing  to  the  cause  we  have  stated,  (17,)  namely  the  resistance 
to  conduction  offered  by  the  long  conductor,  but  also  depends 
in  a  considerable  degree  (if  not  principally)  on  the  adverse, 
influence  of  the  secondary  current,  induced  in  the  primary 
conductor  itself,  as  is  showMi  by  the  result  of  the  following 
experiment.  Helix  No.  1  was  placed  on  a  coil  consisting  of 
only  three  spires  or  turns  of  copper  ribbon;  with  this,  the 
shock  both  at  making  and  breaking  the  circuit  with  a  single 
battery  could  be  felt  in  the  hands.  A  compound  coil  was 
then  formed  of  the  copper  ribbons  of  coils  No.  3  and  4  rolled 
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together  so  that  the  several  spires  of  the  two  alternated  with 
each  other,  and  when  this  was  introduced  into  the  circuit  so 
as  not  to  act  on  the  helix  by  its  induction,  and  the  battery 
current  passed  through  (for  example)  coil  No.  3,  the  shock  at 
making  contact  with  the  pole  of  the  battery  was  so  much 
reduced  as  to  be  imperceptible  in  the  hands,  while  the  shock 
at  breaking  the  contact  was  about  the  same  as  before  this 
addition  was  made  to  the  length  of  the  circuit.  The  ends 
of  coil  No.  4  were  now  joined  so  as  to  produce  a  closed  cir- 
cuit, the  induced  current  in  which  would  neutralize  the  sec- 
ondary current  in  the  battery  conductor  itself;  and  now 
the  shock  at  making  the  contact  was  nearly  as  power- 
ful as  in  the  case  whore  the  short  conductor  alone  formed 
the  circuit  with  the  battery.  Hence  the  principal  cause  of 
the  feebleness  of  the  eflFect  at  the  beginning  of  the  battery 
current  is  the  adverse  action  on  the  helix  of  the  secondary 
current  produced  in  the  conductor  of  the  battery  circuit 
itself.  The  shock  at  the  breaking  of  the  circuit  in  this  ex- 
periment did  not  appear  affected  by  joining  or  separating 
the  ends  of  coil  No.  4. 

20.  Having  investigated  the  conditions  on  which  the  in- 
ductive action  at  the  beginning  of  a  battery  current  depends, 
experiments  were  next  instituted  to  determine  the  nature  of 
the  effects  produced  by  this  induction:  and  first,  the  coils 
were  arranged  iu  the  manner  described  in  my  last  paper, 
(No.  Ill,  79,)  for  producing  currents  of  the  different  orders. 
The  result  with  this  arrangement  was  similar  to  that  which 
I  have  described  in  reference  to  the  ending  induction, 
namely,  currents  of  the  third,  fourth,  and  fifth  orders  were 
readily  obtained. 

21.  Also,  when  an  arrangement  of  apparatus  was  made 
similar  to  that  described  in  paragraph  87  of  my  last  paper, 
it  was  found  that  a  current  of  intensity  could  be  induced 
from  one  of  quantity  and  the  converse. 

22.  Likewise,  the  same  screening  or  rather  neutralizing 
effect  was  produced,  when  a  plate  of  metal  was  interposed 
between  two  consecutive  conductors  of  the  series  of  currents, 
as  was  described  (No.  Ill  section  iv)  in  reference  to  the  ending 
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induction.  In  short,  the  series  of  induced  currents  produced 
at  the  beginning  of  the  primary  current  appeared  to  possess 
all  the  properties  belonging  to  those  of  the  induction  at  the 
ending  of  the  same  current. 

23.  I  may  mention  in  this  place  that  I  have  found  in  the 
course  of  these  experiments  that  the  neutralizing  power  of  a 
plate  of  metal  depends  in  some  measure  on  its  superficial 
extent.  Thus  a  broad  plate  which  extends  in  every  direc- 
tion beyond  the  helix  and  coil,  produces  a  more  perfect 
screening  than  one  of  the  same  metal  and  of  the  same  thick- 
ness, but  of  a  diameter  only  a  little  greater  than  that  of  the 
coil. 

24.  The  next  step  in  the  investigation  was  to  determine 
the  direction  of  the  currents  of  the  diflFerent  orders  produced 
by  the  beginning  induction;  and  for  this  purpose  the  mag- 
netizing spirals  (5)  were  used,  and  the  results  obtained  by 
these  verified  by  the  indications  of  the  galvanometer.  It 
should  be  stated  here,  as  a  fact  which  was  afterwards  found 
of  some  importance,  that  although  the  needle  of  the  galva- 
nometer was  powerfully  deflected  when  the  instrument  was 
placed  in  the  circuit  of  the  secondary  current,  yet  a  very 
feeble  eflect  was  produced  on  it  by  the  action  of  a  current 
of  the  third,  fourth,  or  fifth  order.  The  directions  however 
of  these  currents,  as  indicated  by  the  feeble  motions  of  the 
needle,  were  the  same  as  those  given  by  the  magnetizing 
spiral. 

25.  The  direction  of  the  diticrent  currents  produced  at  the 
making  of  the  battery  current,  as  determined  by  these  in- 
struments, is  as  follows,  namely:  the  direction  of  the  sec- 
ondary current  is,  as  stated  by  Dr.  Faraday,  adverse  to  that 
of  the  primary  current,  and  also  the  direction  of  each  suc- 
ceeding current  is  opposite  to  thcCt  of  the  one  which  produced 
it.  We  have  therefore  from  these  results,  and  those  formerly 
obtained,  (No.  Ill,  92,)  the  following  series  of  directions  of 
currents,  one  produced  at  the  moment  of  beginning,  and  the 
other  at  that  of  ending  of  the  battery  current. 
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A:  tb*  Besr-nsini:.  At  th»:  Endiuc:. 

Primanr  curr*-n: —     -r 

Sco>ndanr  eurrec: —     — 

CnrreDt  of  the  third  '•■r»l-rr —     — 

Current  of  th*  f.-anh -^rdrr —     -^ 

CuTPNit  of  th*  fifth  order —     — 

26.  These  two  5€-riea.  at  fin?t  sight,  may  appear  very  dif- 
ferent, but  with  a  little  attention,  thev  will  be  seen  to  be  of 
the  same  nature.  If  we  allow  that  the  induction  at  the  end- 
ing of  a  galvanic  battery  should  be  opp«>site  to  that  at  the 
beginning  of  the  same,  then  the>ign  at  the  top  of  the  second 
column  may  be  called  minus  instead  of  plus,  and  we  shall 

have  the  second  series h r  alternating  precisely  like 

the  first. 

27.  In  connection  with  the  results  given  in  the  last  two 
paragraphs,  it  is  due  to  Mr.  Sturgeon  that  I  should  state, 
that  in  a  letter  addre^ssed  to  me  and  published  in  the  Anuals 
of  Ekdricibj,  he  has  predictecl  from  his  theory,  that  I  would 
find  on  examination  the  series  of  alternation  of  currents 
for  the  beginning  induction  which  I  have  here  given.  I 
may  however  here  add,  it  appears  to  me  that  tliis  result 
might  have  been  predicted  without  reference  to  any  theory. 
There  was  no  reason  to  supiK>se  tlie  induction  at  the  begin- 
ning would  be  different  in  its  nature  from  that  at  the  end- 
ing, and  therefore  tlie  series  which  would  be  produced  from 
the  former  might  be  immediately  inferred  from  that  belong- 
ing to  the  latter,  by  recollecting  that  the  direction  of  the 
induction  at  the  beginning  should  be  opposite  to  that  at  the 
ending.  I  do  not  wish  it  to  be  supposed  however  from  this 
remark,  that  I  had  mvself  drawn  any  inference  from  niv 
experiments  as  to  the  alternations  of  currents  which  might 
be  produced  by  the  beginning  induction;  the  truth  is,  that 
this  action  was  so  feeble  with  the  arrangement  of  apparatus 
I  employed,  that  I  supposed  it  could  not  produce  a  series  of 
currents  of  the  different  orders. 

28.  In  the  course  of  the  experiments  given  in  this  section, 
I  have  found  that  a  shock  can  be  produced  without  using  a 
coil,  by  arranging  about  ten  elements  of  the  battery  in  the 
form  of  a  circle,  and  placing  the  helix  within  this.     The 
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shock  was  felt  in  the  hands  at  the  moment  of  closing  the  cir- 
cuit, but  the  effect  at  opening  the  same  was  scarcely  percep- 
tible through  the  tongue.  An  attempt  was  also  made  to  get 
indications  of  induction  by  placing  the  helix  within  a  circle 
of  dilute  acid,  connected  with  a  battery  instead  of  a  coil,  but 
the  effect  if  any  was  very  feeble. 

29.  I  have  shown,  in  the  second  number  of  my  Contribu- 
tions, that  if  the  body  be  introduced  into  a  circuit  with  a 
battery  of  one  hundred  and  twenty  elements,  without 
a  coil,  a  thrilling  sensation  will  be  felt  during  the  con- 
tinuance of  the  current,  and  a  shock  will  be  experienced  at 
the  moment  of  interrupting  the  current  by  breaking  the  cir- 
cuit at  any  point.  This  result  is  evidently  due  to  the  in- 
duction of  a  secondary  current  in  the  battery  itself,  and  on 
this  principle  the  remarkable  physiological  effects  produced 
by  Dr.  Ure,  on  the  body  of  a  malefactor,  may  be  explained. 
The  body,  in  these  experiments,  was  made  to  form  a  part  of 
the  circuit,  with  a  compound  galvanic  apparatus  in  which 
a  series  of  interruptions  was  rapidly  made  by  drawing  the 
end  of  a  conductor  over  the  edges  of  the  plates  of  the  bat- 
tery. By  this  operation  a  series  of  induced  currents  must 
have  been  produced  in  the  batter)'  itself,  the  intensity  of 
which  was  greater  than  that  of  the  primary  current. 

30.  In  this  connection  I  may  mention  that  the  idea  has 
occurred  to  me  that  the  intense  shocks  given  by  the  elec- 
trical fish  may  possibly  be  from  a  secondary  current,  and 
that  the  great  amount  of  nervous  organization  found  in 
these  animals  may  serve  the  purpose  of  a  long  conductor.* 
It  appears  to  me,  that  in  the  present  state  of  knowledge,  this 
is  the  only  way  in  which  we  can  conceive  of  electricity  so 
intense  being  produced  in  organs  imperfectly  insulated  and 
immersed  in  a  conducting  medium.  But  wo  have  seen  that 
an  original  current  of  feeble  intensity  can  induce,  in  a  long 
wire,  a  secondary  current  capable  of  giving  intense  shocks, 
although  the  several  strands  of  the  wire  are  separated  from 
each  other  only  by  a  covering  of  cotton  thread.     Whatever 

*Since  writing  the  above,  I  have  found  that  M.  Masson  has  suggested  tho 
same  idea,  in  an  interesting  thesis  hitely  published. 
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ma\'  be  the  worth  of  this  suggestion,  the  secondary  current 
affords  the  means  of  imitating  the  plienomena  of  the  shock 
from  the  electrical  eel,  as  described  by  Dr.  Faraday.  By 
immersing  the  apparatus  (Fig.  3)  in  a  shallow  vessel  of 
water,  the  handles  being  placed  at  the  two  extremities  of  the 
diameter  of  the  helix,  and  the  hands  plunged  into  the  water 
parallel  to  a  line  joining  the  two  poles,  a  shock  is  felt  through 
the  arms;  but  when  the  contact  with  the  water  is  made  in 
a  line  at  right  angles  to  the  last,  only  a  slight  sensation  is 
felt  in  each  hand,  but  no  shock. 

31.  Since  the  publication  of  my  last  paper,  I  have  exhib- 
ited to  my  class  the  experiment  (No.  Ill,  Sec.  in)  relative  to 
the  induction  at  a  distance  on  a  much  larger  scale.  All  my 
coils  were  united  so  as  to  form  a  single  length  of  conductor 
of  about  four  hundred  feet,  and  this  was  rolled  into  a  ring 
of  five  and  a  half  feet  in  diameter,  and  suspended  vertically 
against  the  inside  of  the  large  folding  doors  which  separate 
the  laboratory  from  the  lecture  room.  On  the  other  side  of 
the  doors,  in  the  lecture  room,  and  directly  opposite  the  coil 
was  placed  a  helix,  formed  of  upwards  of  a  mile  of  copper 
wire,  one  sixteenth  of  an  inch  in  thickness,  and  wound  into 
a  hoop  of  four  feet  in  diameter.  With  this  arrangement, 
and  a  battery  of  one  hundred  and  forty-seven  square  feet  of 
zinc  surface  divided  into  eight  elements,  shocks  were  per- 
ceptible in  the  tongue,  when  the  two  conductors  were  sep- 
arated, to  the  distance  of  nearly  seven  feet;  at  the  distance 
of  between  three  and  four  feet,  the  shocks  were  quite  severe. 
The  exhibition  was  rendered  more  interesting  by  causing 
the  induction  to  take  place  through  a  number  of  persons 
standing  in  a  row  between  the  two  conductors. 

SECTION   II. 

On  apparently  two  kinds  of  Electro-dynamic  Induction. 

32.  The  investigations  arranged  under  this  head  had  their 
origin  in  the  following  circumstances.  After  the  publication 
of  my  last  paper,  I  received,  through  the  kindness  of  Dr. 
Faraday,  a  copy  of  the  fourteenth  series  of  his  Researches, 
and  in  this  I  was  surprised  to  find  a  statement  which  ap- 

11 
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peared  in  direct  opposition  to  one  of  the  principal  facts  of 
my  communication.  In  paragraph  59, 1  state  in  substance 
that  when  a  plate  of  metal  is  interposed  between  the  coil 
transmitting  a  galvanic  current,  and  the  helix  placed  above 
it  to  receive  the  induction,  the  shock  from  the  secondary 
current  is  almost  perfectly  neutralized.  Dr.  Faraday,  in  the 
extension  of  his  new  and  ingenious  views  of  the  agency  of  the 
intermediate  particles  in  transmitting  induction,  was  led  to 
make  an  experiment  on  the  same  point,  and  apparently, 
under  the  same  circumstances,'  he  found  that  it  "  makes  not 
the  least  difference  whether  the  intervening  space  between 
the  two  conductors  is  occupied  by  such  insulating  bodies  as 
air,  sulphur,  and  shell-lac,  or  such  conducting  bodies  as 
copper  and  other  non-magnetic  metals." 

33.  As  the  investigation  of  the  fact  mentioned  above 
forms  an  important  part  of  my  paper,  and  is  intimately  con- 
nected with  almost  all  the  phenomena  subsequently  de- 
scribed in  the  communication  I  was  of  course  anxious  to 
discover  the  cause  of  so  remarkable  a  discrepancy.  There 
could  be  no  doubt  of  the  truth  of  my  results,  since  a  shock 
from  a  secondary  current  which  would  paralyze  the  arms 
was  so  much  reduced  by  the  interposition  of  plates  of  metal 
as  scarcely  to  be  felt  through  the  tongue. 

34.  After  some  reflection  however  the  thought  occurred  to 
me  that  induction  might  be  produced  in  such  a  way  as  not 
to  be  afibctcd  b)'^  the  interposition  of  a  plate  of  metal.  To 
understand  this,  suppose  the  end  of  a  magnetic  bar  placed 
perpendicularly  under  the  middle  of  a  plate  of  copper,  and 
a  helix  suddenly  brought  down  on  this;  an  induced  current 
would  be  produced  in  the  helix  by  its  motion  towards  the 
plate,  since  the  copper,  in  this  case,  could  not  screen  the 
magnetic  influence.  Now,  if  we  substitute  for  the  magnet 
a  coil  through  which  a  galvanic  current  is  passing,  the 
effect  should  be  the  same.  The  experiment  was  tried  by 
attaching  the  ends  of  the  helix  to  a  galvanometer,*  and  the 

*The  urningcmcnt  will  be  readily  understood  by  supposinj^  in  Fig.  3,  the 
handles  removed,  and  the  ends  of  the  helix  joined  to  the  ends  of  the  wire  of 
a  galvanometer;  also,  by  a  plate  of  metal  interposed  between  the  helix  and 
the  coil. 
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result  was  as  I  expected :  when  the  coil  was  suddenly  brought 
down  on  the  plate  the  needle  swung  in  one  direction  and 
when  lifted  up,  in  the  other;  the  amount  of  deflection  being 
the  same,  whether  the  plate  was  interposed  or  not. 

35.  It  must  be  observed  in  this  experiment,  that  the  plate 
was  at  rest,  and  consequently  did  not  partake  of  the  induc- 
tion produced  by  the  motion  of  the  helix.  From  my  pre- 
vious investigations,  I  was  led  to  conclude  that  a  different 
result  would  follow,  were  a  current  also  generated  in  the 
plate  by  simultaneously  moving  it  up  and  down  with  the 
helix.  This  conclusion  however  was  not  correct,  for  on 
making  the  experiment,  I  found  that  the  needle  was  just  as 
much  affected  when  the  plate  was  put  in  motion  with  the 
helix  as  when  the  latter  alone  was  moved. 

36.  This  result  was  so  unexpected  and  remarkable,  that 
it  was  considered  necessary  to  repeat  and  vary  the  experi- 
ment in  several  ways.  First,  a  coil  was  interposed  instead 
of  the  plate,  but  whether  the  coil  was  at  rest  or  in  motion 
with  the  helix,  with  its  ends  separated  or  joined,  the  effect 
on  the  galvanometer  was  still  the  same ;  not  the  least  screen- 
ing influence  could  be  observed.  In  reference  to  the  use  of 
the  coil  in  this  experiment,  it  will  be  recollected  that  I  have 
found  this  article  to  produce  a  more  perfect  neutralization 
than  a  plate. 

37.  Next,  the  apparatus  remaining  the  same,  and  the 
helix  at  rest  during  the  experiment,  currents  were  induced 
in  it  by  moving  the  battery  attached  to  the  coil  up  and 
down  in  the  acid.  But  in  this  case  as  in  the  others  the  effect 
on  the  galvanometer  was  the  same,  whether  the  plate  or  the 
coil  was  interposed  or  not. 

38.  The  experiment  was  also  tried  with  magneto-electricity. 
For  this  purpose,  about  forty  feet  of  copper  wire,  covered 
with  silk,  were  wound  around  a  short  cylinder  of  stiff  paper, 
and  into  this  was  inserted  a  hollow  cylinder  of  sheet  copper, 
and  into  this  again,  a  short  rod  of  soft  iron;  when  the  latter 
was  rendered  magnetic,  by  suddenly  bringing  in  contact 
with  its  two  ends  the  different  poles  of  two  magnets,  a  cur- 
rent was  of  course  generated  in  the  wire,  and  this  as  before 
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wuM  fotmd  to  affect  the  galvanometer  to  the  same  degree, 
when  the  copper  cylinder  was  interposed,  as  when  nothing 
bill  the  paper  intervened. 

3U.  The  last  experiment  was  also  varied  by  wrapping  two 
<!<ipper  wires  of  equal  length  around  the  middle  of  the 
keeper  of  a  horse-shoe  magnet,  leaving  the  ends  of  the  inner 
(iiio  projecting,  and  those  of  the  outer  attached  to  a  galva- 
Uiiineter.  A  current  was  generated  in  each  by  moving  the 
k<5(?por  on  the  ends  of  the  magnet,  but  the  effect  on  the 
galvanometer  was  not  in  the  least  diminislied  by  joining  the 
ends  of  the  inner  wire. 

40.  At  first  sight,  it  might  appear  that  all  these  results 
are  at  variance  with  those  detailed  in  my  last  paper,  relative 
to  the  effect  of  interposed  coils  and  plates  of  metal.  But  it 
will  be  observed  that  in  all  the  experiments  just  given,  the 
induced  currents  are  not  the  same  as  those  described  in  my 
last  communication.  They  are  all  produced  by  motion,  and 
Imve  an  appreciable  duration,  which  continues  as  long  as 
tf  10  motion  exists.  They  are  also  of  low  intensity,  and  thus 
far  I  have  not  been  able  to  get  shocks  by  any  arrange- 
ment of  apparatus  from  currents  of  this  kind.  On  the 
other  hand,  the  currents  produced  at  the  moment  of  sud- 
denly making  or  breaking  a  galvanic  current,  are  of  con- 
niderable  intensity,  and  exist  but  for  an  instant.  From  these 
and  other  facts  presently  to  be  mentioned,  I  was  led  to  sup- 
pose; that  there  are  two  kinds  of  electro-dynamic  induction; 
ono  of  which  can  be  neutralized  by  the  interposition  of  a 
iiHitallic  plate  between  the  conductors,  and  the  other  not. 

4\.  In  reference  to  this  surmise,  it  became  important  to 
cixaniine  again  all  the  phenomena  of  induction  at  suddenly 
making  and  breaking  a  galvanic  current.*  And  in  connec- 
tion with  this  part  of  the  subject,  I  will  first  mention  a  fact 
which  was  observed  in  the  course  of  the  experiments  given 
in  the  last  section,  on  the  direction  of  the  induced  currents 
of  different  orders.  It  was  found  that  though  the  indica- 
(i(»ns  of  the  galvanometer  were  the  same  as  those  of  the 
tipiral,  in  reference  to  the  direction  of  the  induced  currents, 

*See  my  last  paper.     (No.  III.) 
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yet  they  were  very  different  in  regard  to  the  intensity  of  the 
action.  Thus,  when  the  arrangement  of  the  apparatus  was 
such  that  the  induction  at  making  the  battery  circuit 
was  so  feeble  as  not  to  give  the  least  magnetism  to  the 
needle,  and  so  powerful  at  the  ending  as  to  magnetize  it  to 
saturation,  the  indication  of  the  galvanometer  was  the  same 
in  both  cases. 

42.  Also,  similar  results  were  obtained  in  comparing  the 
shock  and  the  deflection  of  the  galvanometer.  In  one  ex- 
periment for  example  the  shock  was  so  feeble  at  making 
contact  that  it  could  scarcely  be  perceived  in  the  fingers,  but 
so  powerful  at  the  breaking  of  the  circuit  as  to  be  felt  in  the 
breast;  yet  the  galvanometer  was  deflected  about  thirty -five 
degrees  to  the  right,  at  the  beginning  of  the  current,  and 
only  an  equal  number  of  degrees  to  the  left,  at  the  ending 
of  the  same. 

43.  In  another  experiment,  the  apparatus  being  the  same 
as  before,  the  magnetizing  spiral  and  the  galvanometer  were 
both  at  once  introduced  into  the  circuit  of  tlie  helix.  A 
sewing  needle  being  placed  in  the  spiral,  and  the  contact 
with  the  battery  made,  the  needle  showed  no  signs  of  mag- 
netism, although  the  galvanometer  was  deflected  thirty  de- 
grees. The  needle  being  replaced,  and  the  battery  circuit 
broken,  it  was  now  found  strongly  magnetized,  while  the 
galvanometer  was  moved  only  about  as  much  as  before  in 
the  opposite  direction. 

44.  Also,  effects  similar  to  those  described  in  the  last  two 
paragraphs  were  produced  when  the  apparatus  was  so  ar- 
ranged as  to  cause  the  induction  at  the  beginning  of  the  bat- 
tery current  to  predominate.  In  this  case  the  galvanometer 
was  still  almost  equally  affected  at  making  and  breaking 
battery  contact,  or  any  difference  which  was  observed  could 
be  referred  to  a  variation  in  the  power  of  the  battery  during 
the  experiment. 

45.  Another  fact  of  importance  belonging  to  the  same  class 
has  been  mentioned  before,  (24,)  namely,  that  the  actions  of 
the  currents  of  the  third,  fourth,  and  fifth  orders  produce  a 
very  small  effect  on  the  galvanometer,  compared  with  that 
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of  the  secondary  current;  and  this  is  not  on  account  of  the 
diminishing  power  alone  of  the  successive  inductions,  as  will 
be  evident  from  the  following  experiment:  By  raising  the 
helix  from  the  coil,  in  the  arrangement  of  the  apparatus  for 
the  secondary  current,  the  shock  was  so  diminished  as  to  be 
inferior  to  one  produced  by  the  arrangement  for  a  tertiary 
current,  yet  while  with  the  secondary  current  the  needle 
was  deflected  twenty-five  degrees,  with  the  tertiary  it  moved 
scarcely  more  than  one  degree;  and  with  the  currents  of  the 
fourth  and  fifth  orders  the  deflections  were  still  less,  resem- 
bling the  effect  of  a  slight  impulse  given  to  the  end  of  the 
needle. 

46.  With  the  light  obtained  from  the  foregoing  experi- 
ments, I  was  the  more  fully  persuaded  that  some  new  and 
interesting  results  might  be  obtained  by  a  re-examination  of 
my  former  experiments,  on  the  phenomena  of  the  inter- 
posed plate  of  metal,  in  the  case  where  the  induction  was 
produced  by  making  and  breaking  the  circuit  with  a  cup  of 
mercury;  and  in  this  I  was  not  disappointed.  The  coil 
(Fig.  3)  being  connected  with  a  battery  of  ten  elements,  the 
shocks,  both  at  making  and  breaking  the  circuit,  were  very 
severe;  and  these  as  usual  were  almost  entirelv  neutralized 
by  the  interposition  of  a  zinc  plate.  But  when  the  galva- 
nometer was  introduced  into  the  circuit  instead  of  the  body, 
its  indications  were  the  same  whether  the  plate  was  inter- 
posed or  not ;  or  in  other  words  the  galvanometer  indicated 
no  screeniuf^,  while,  under  the  same  circumstances,  the 
shocks  were  neutralized. 

47.  A  similar  effect  was  observed  when  the  galvanometer 
and  the  magnetizing  spiral  were  together  introduced  into  the 
circuit.  The  interposition  of  the  plate  entirely  neutralized 
the  magnetizing  power  of  the  spiral,  in  reference  to  tempered 
steel,  while  the  deflections  of  the  galvanometer  were  unaffected. 

48.  In  order  to  increase  the  number  of  facts  belonging  to 
this  class,  the  last  experiments  were  varied  in  several  ways; 
and  first,  instead  of  the  hard  steel  needle,  one  of  soft  iron 
wire  was  placed  in  the  spiral,  with  a  small  quantity  of  iron 
filings  almost  in  contact  with  one  of  its  ends.     The  plate 
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being  interposed,  the  small  particles  of  iron  were  attracted 
by  the  end  of  the  needle,  indicating  a  feeble,  temporary 
development  of  magnetism.  Hence  the  current  which  moves 
the  needle,  and  is  not  neutralized  by  the  interposed  plate, 
also  feebly  magnetizes  soft  iron,  but  not  hard  steel. 

49.  Again,  the  arrangement  of  apparatus  being  as  in  para- 
graph 46,  instead  of  a  plate  of  zinc,  one  of  cast  iron,  of  about 
the  same  superficial  dimensions,  but  nearly  half  an  inch 
thick,  was  interposed;  with  this,  the  magnetizing  power  of 
the  spiral,  in  reference  to  tempered  steel,  was  neutralized; 
and  also  the  action  of  the  galvanometer  was  much  dimin- 
ished. 

50.  Another  result  was  obtained  by  placing  in  the  circuit 
of  the  helix,  (Fig.  3,)  at  the  same  time,  the  galvanometer, 
the  spiral,  and  a  drop  of  distilled  water;  with  these  tlie 
magnetizing  power  of  the  spiral  was  the  same  as  without  the 
water,  but  the  deflection  of  the  galvanometer  was  reduced 
from  ten  to  about  four  degrees.  In  addition  to  tliese  the  body 
was  also  introduced  into  the  same  circuit;  the  shocks  were 
found  very  severe,  the  spiral  magnetized  needles  strongly, 
but  the  galvanometer  was  still  less  moved  than  before.  The 
current  of  low  intensity,  which  deflects  the  needle  of  the 
galvanometer  in  these  instances,  was  partially  intercepted  by 
the  imperfect  conduction  of  the  water  and  the  body. 

51.  To  exhibit  the  results  of  these  experiments  with  still 
more  precision,  an  arrangement  of  apparatus  was  adopted 
similar  to  that  used  by  Dr.  Faraday,  and  described  in  the 
fourteenth  series  of  his  Researches,  namely,  a  double  galvano- 
meter was  formed  of  two  separate  wires  of  equal  length  and 
thickness,  and  wound  together  on  the  same  frame;  and  also 
a  double  magnetizing  spiral  was  prepared  by  winding  two 
equal  wires  around  the  same  piece  of  hollow  straw.  Coil 
No.  1,  connected  with  the  battery,  was  supported  perpen- 
dicularly on  a  table,  and  coils  Nos.  3  and  4  were  placed 
parallel  to  this,  one  on  each  side,  to  receive  the  induction, 
the  ends  of  these  being  so  joined  with  those  of  the  galvano- 
meter and  the  spiral  that  the  induced  current  from  the  one 
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coil  would  pass  through  the  two  instruments,  in  an  opposite 
direction  to  that  of  the  current  from  the  other  coil.  The  two 
outside  coils  were  then  so  adjusted,  by  moving  them  to  and 
from  the  middle  coil,  that  the  induced  currents  perfectly 
neutralized  each  other  in  the  two  instruments,  and  the  needle 
of  the  galvanometer  and  that  in  the  spiral  were  both  unaf- 
fected when  the  circuit  of  the  battery  was  made  and  broken. 
With  this  delicate  arrangement  the  slightest  difference  in 
the  action  of  the  two  currents  would  be  rendered  perceptible; 
but  when  a  zinc  plate  was  introduced  so  as  to  screen  one  of 
the  coils,  the  needle  of  the  galvanometer  still  remained  per- 
fectly stationary,  indicating  not  the  least  action  of  the  plate, 
while  the  needle  in  the  spiral  became  powerfully  magnetic. 
When  however  a  plate  of  iron  was  interposed  instead  of  the 
one  of  zinc,  the  needle  of  the  galvanometer  was  also  affected. 
52.  From  the  foregoing  results  it  would  seem  that  the 
secondary  current,  produced  at  the  moment  of  the  sudden 
beginning  or  ending  of  a  galvanic  current,  by  making  and 
breaking  contact  with  a  cuj)  of  mercury,  consists  of  two  parts, 
which  possess  different  properties.  One  of  these  is  of  low 
intensity,  can  be  interrupted  by  a  drop  of  water,  does  not  mag- 
netize hardened  steel  needles,  and  is  not  screened  by  the  inter- 
position of  a  plate  of  any  metal,  except  iron,  between  the 
conductors.  The  other  part  is  of  considerable  intensity,  is 
not  intercepted  by  a  drop  of  water,  develops  the  magnetism 
of  hardened  steel,  gives  shocks,  and  is  screened  or  neutralized 
by  a  closed  coil,  or  a  plate  of  any  kind  of  metal.  Also,  the 
induced  current  produced  bj^  moving  a  conductor  towards 
or  from  a  battery  current,  and  that  produced  by  the  move- 
ment up  and  down  of  a  battery  in  the  acid,  are  of  the 
nature  of  the  first  mentioned  part,  while  the  currents  of  the 
third,  fourth,  and  fifth  orders  partake  almost  exclusively  of 
the  properties  of  the  second  part.* 

*  [The  abo%'e  paper  was  reprinted  in  Silliman's  American  Journal  of 
Scienc,  April,  1841,  vol.  xli,  pp.  117-152.  Also,  in  Sturgeon's  Annals  of 
Electricity,  etc.,  vol.  vii,  pp.  21-56.  Also,  in  the  London  and  Edinburgh 
Philosophical  Magazine,  June,  1841,  vol.  xviir,  pp.  482-514.] 
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Postscript. 

53.  The  principal  facts  and  conclusions  of  this  section 
were  announced  to  the  Society  in  October,  1839,  and  again, 
in  June  last,  presented  in  the  form  in  which  they  are  here 
detailed.  Since  then  however  I  have  had  leisure  to  examine 
the  subject  more  attentively,  and  after  a  careful  comparison 
of  tliese  results  with  those  before  given,  I  have  obtained  tlie 
more  definite  views  of  the  phenomena  which  are  given  in  the 
following  section. 

SECTION  III. 

Theoretical  CoTisiderations  relating  to  tlie  Phenomena  described 
in  this  and  the  preceding  Communications, 

Read  November  20,  1840. 

54.  The  experiments  given  in  number  III  of  my  Con- 
tributions were  merely  arranged  under  different  heads,  and 
only  such  inferences  drawn  from  them  as  could  be  imme- 
diately deduced  without  reference  to  a  general  explanation. 
The  addition  however  which  I  have  since  made  to  the  num- 
ber of  facts,  affords  the  means  of  a  wider  generalization ;  and 
after  an  attentive  consideration  of  all  the  results  given  in 
this  and  the  preceding  papers,  I  have  come  to  the  conclusion 
that  they  can  all  be  referred  to  the  simple  laws  of  the  induc- 
tion at  the  beginning  and  the  ending  of  a  galvanic  current. 

55.  In  the  course  of  these  investigations  the  limited  hypoth- 
eses which  I  have  adopted  have  been  continually  modified 
by  the  development  of  new  facts,  and  therefore  my  present 
views,  with  the  further  extension  of  the  subject,  may  also 
require  important  corrections.  But  I  am  induced  to  believe, 
from  its  exact  accordance  with  all  the  facts,  so  far  as  they 
have  been  compared,  that  if  the  explanation  I  now  venture 
to  give  be  not  absolutely  true,  it  is  so  at  least  in  approxima- 
tion, and  will  therefore  be  of  some  importance  in  the  way  of 
suggesting  new  forms  of  experiment,  or  as  a  first  step  towards 
a  more  perfect  generalization. 

56.  To  render  the  laws  of  induction  at  the  beginning  and 
the  ending  of  a  galvanic  current  more  readily  applicable  to 
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the  explanation  of  the  phenomena,  they  may  be  stated  as 
follows :  1.  During  the  time  a  galvanic  current  is  increas- 
ing in  quantity  in  a  conductor,  it  induces,  or  tends  to  induce, 
a  current  in  an  adjoining  parallel  conductor  in  an  opposite 
direction  to  itself.  2.  Du  ring  the  continuance  of  the  primary 
current  in  full  quajitity,  no  inductive  action  is  exerted. 
3.  But  when  the  same  current  begins  to  decline  in  quantity, 
and  during  the  whole  time  of  its  diminishing,  an  induced 
current  is  produced  in  an  opposite  direction  to  the  induced 
current  at  the  beginning  of  the  primary  current. 

57.  In  addition  to  these  laws,  I  must  frequently  refer  to 
the  fact,  that  when  the  same  quantity  of  electricity  in  a  current 
of  short  duration  is  passed  through  a  galvanometer* ,  the  deflecting 
force  on  the  needle  is  the  same^  whatever  be  the  intensity  of  tlie 
electricity.  By  intensity  is  here  understood  the  ratio  of  a 
given  quantity  of  force  to  the  time  in  which  it  is  expended;  * 
and  according  to  this  view,  the  proposition  stated  is  an  evi- 
dent inference  from  dynamic  principles.  But  it  does  not 
rest  on  considerations  of  this  kind  alone,  since  it  has  been 
proved  experimentally  by  Dr.  Faraday,  in  the  third  series  of 
his  Researches. 

58.  In  order  to  form  a  definite  conception  of  the  several 
conditions  of  the  complex  phenomena  which  we  are  about 
to  investigate,  I  have  adopted  the  method  often  employed 
in  physical  inquiries,  of  representing  the  varying  elements 
of  action  by  the  different  parts  of  a  curve.  This  artifice  has 
been  of  much  assistance  to  me  in  studying  the  subject,  and 
without  the  use  of  it  at  present,  I  could  scarcely  hope  to 
present  my  views  in  an  intelligible  manner  to  the  Society. 

59.  After  making  these  preliminary  statements,  we  will 
now  proceed  to  consider  the  several  phenomena ;  and  first, 
let  us  take  the  case  in  which  the  induction  is  most  obviously 
produced  in  accordance  with  the  laws  as  above  stated  (56), 
namely,  by  immersing  a  battery  into  the  acid,  and  also  by 
withdrawing  it  from  the  same.  During  the  time  of  the 
descent  of  the  battery  into  the  liquid,  the  conductor  con- 
nected with  it  is  constantly  receiving  additional  quantities 

*0r,  more  correctly  speaking,  the  ratio  of  two  quantities  of  the  same 
species,  representing  the  force  and  time. 
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of  current  electricity,  and  each  of  these  additions  produces 
an  inductive  action  on  the  adjoining  secondary  conductor. 
The  amount  therefore  of  induced  current  produced  during 
any  moment  of  time  will  be  just  in  proportion  to  the  cor- 
responding increase  in  the  current  of  the  battery  during  the 
same  moment.  Also,  the  amount  of  induction  during  any 
moment  while  the  current  of  the  battery  is  diminishing  in 
quantity  will  be  in  proportion  to  the  decrease  during  the 
same  moment. 

GO.  The  several  condition^  of  this  experiment  may  be 
represented  by  the  different  parts  of  the  curve,  A,  5,  C,  Z), 
Fig.  17,  in  which  the  distances  A  a^  A  h,  A  c,  represent 
the  times  during  which  the  battery  is  descending  to  different 
depths  into  the  acid;  and  the  corresponding  ordinates,  a  </, 
b  h,  c  B,  represent  the  amount  of  current  electricity  in  the 
battery  conductor  corresponding  to  these  times.  The  differ- 
ences of  the  ordinates,  namely,  a  g,  m  /i,  n  B,  express  the 
increase  in  the  quantity  of  the  battery  current  during  the 
corresponding  moments  of  time  represented  hy  A  a,  a  b,  be; 
and  since  the  inductive  action  (59)  is  just  in  proportion  to 
the  increase,  the  same  differences  will  also  represent  the 
amount  of  induced  action  exerted  on  the  secondary  conductor 
during  the  same  moments  of  time. 


Fio.  17. 

61.  When  the  battery  is  fully  immersed  in  the  acid,  or 
when  the  current  in  the  conductor  has  reached  its  state  of 
maximum  quantity,  and  during  the  time  of  its  remaining 
constant,  no  induction  is  exerted;  and  this  condition  is 
expressed  by  the  constant  ordinates  of  the  part  of  the  curve 
B  C,  parallel  to  the  axis.  Also,  the  inductive  action  pro- 
duced by  each  diminution  of  the  battery  current,  while  the 
apparatus  is  in  the  progress  of  being  drawn  from  the  acid, 
will  be  represented  by  the  differences  of  the  ordinates  at  the 
other  end,  C.  D,  of  the  curve. 
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62.  The  sum  of  the  several  increments  of  the  battery  cur- 
rent, up  to  its  full  development,  will  be  expressed  by  the 
ordinate  c  J?,  and  this  will  therefore  also  represent  the  whole 
amount  of  inductive  action  exerted  in  one  direction  at  the 
beginning  of  the  primary  current;  and,  for  the  same  reason, 
the  equal  ordinate,  Cd,  will  represent  the  whole  induction 
in  the  other  direction  at  the  ending  of  the  same  current. 
Also,  the  whole  time  of  continuance  of  the  inductive  action 
at  the  beginning  and  ending  will  be  represented  by  A  c 
and  d  D, 

63.  If  we  suppose  the  battery  to  be  plunged  into  the  acid 
to  the  same  depth,  but  more  rapidly  than  before,  then  the 
time  represented  by  ^  c  will  be  diminished,  while  the  whole 
amount  of  inductive  force  expended  remains  the  same; 
hence,  since  the  same  quantity  of  force  is  exerted  in  a  less 
time,  a  greater  intensity  of  action  will  be  produced  (57),  and 
consequently  a  current  of  more  intensity,  but  of  less  dura- 
tion, will  be  generated  in  the  secondary  conductor.  The 
intensity  of  the  induced  currants  will  therefore  evidently  be 
expressed  by  the  ratio  of  the  ordinate  c  B  to  the  abscissa  A  c. 
Or,  in  more  general  and  definite  terms,  the  intensity  of  the 
inductive  action  at  any  moment  of  time  will  be  represented 
by  the  ratio  of  the  rate  of  increase  of  the  ordinate  to  that  of 
the  abscissa  for  that  moment* 

64.  It  is  evident  from  the  last  paragraph,  that  the  greater 
or  less  intensity  of  the  inductive  action  will  be  immediately 
presented  to  the  eye  by  the  greater  or  less  obliquity  of  the 
several  parts  of  the  curve  to  the  axis.  Thus,  if  the  battery 
be  suddenly  plunged  into  the  acid  for  a  short  distance,  and 
then  gradually  immersed  through  the  remainder  of  the 
depth,  the  varying  action  will  be  exhibited  at  once  by  the 
form  of  A  B,  the  first  part  of  the  curve.  Fig.  17.  The  steep- 
ness of  the  part  A  g  will  indicate  an  intense  action  for  a 

*  According  to  the  ditferential  notation,  the  intensity  will  be  expressed  l>y 

dy 

-^.     In  some  cases  the  effect  may  be  proportional  to  the  intensity  multiplied 

by  the  quantity,  and  this  will  be  expressed  by  -j— ,  x  and  y  representing  as 

usiuil  the  variable  abscissa  and  ordinate. 
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short  time  A  a,  while  the  part  g  B  denotes  a  more  feeble 
induction  during  the  time  represented  by  a  c.  In  the  same 
way,  by  drawing  up  the  battery  suddenly  at  first,  and  after- 
wards slowly,  we  may  produce  an  inductive  action  such  as 
would  be  represented  by  the  parts  between  C  and  D  of  the 
ending  of  the  curve. 

65.  Having  thus  obtained  representations  of  the  different 
elements  of  action,  we  are  now  prepared  to  apply  these  to  the 
phenomena.  And  first,  however  varied  may  be  the  inten- 
sity of  the  induction  expressed  by  the  different  parts  of 
the  two  ends  of  the  curve,  we  may  immediately  infer  that 
a  galvanometer,  placed  in  the  circuit  of  the  secondary  con- 
ductor, will  be  equally  affected  at  the  beginning  and  ending 
of  the  primary  current;  for,  since  the  deflection  of  this 
instrument  is  due  to  the  whole  amount  of  a  current,  whatever 
may  be  its  intensity  (57),  and  since  the  ordinates  c  B  and 
C  dj  which  represent  the  quantity  of  induction  in  the  two 
directions^  are  equal,  and  consequently  the  amount  of  the 
secondary  current,  therefore  the  deflection  at  the  beginning 
and  ending  of  the  battery  current  will  in  all  cases  be  equal. 
This  inference  is  in  strict  accordance  with  the  results  of 
experiment;  for  however  rapidly  or  slowly  we  may  plunge 
the  battery  into  the  acid,  and  however  irregular  may  be  the 
rate  at  which  it  is  drawn  out,  still,  if  the  whole  effect  be  pro- 
duce4  within  the  time  of  one  swing  of  the  needle,  the  gal- 
vanometer is  deflected  to  an  equal  degree. 

06.  Again,  the  intensity  of  one  part  of  the  inductive  action, 
for  example  that  represented  by  A  g,  may  be  supposed  to  bo 
so  great  as  to  produce  a  secondary  current  capable  of  pene- 
trating the  body,  and  of  thus  producing  a  shock*  while  the 
other  parts  of  the  action,  represented  by  g  B  and  C  D,  are  so 
feeble  as  to  effect  the  galvanometer  only.  We  would  then 
have  a  result  the  same  as  one  of  those  given  in  the  last  sec- 
tion (42),  and  which  was  suppposed  to  be  produced  by  two 
kinds  of  induction;  for  if  the  shock  were  referred  to  as  the 
test  of  the  existence  of  an  induced  current,  one  would  be 


*The  shock  depends  more  on  the  intensity  than  on  the  quantity.    See 
paragraph  18. 
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found  at  the  beginning  only  of  the  battery  current,  while,  if 
the  galvanometer  were  consulted,  we  would  perceive  the 
effects  of  a  current  as  powerful  at  the  ending  as  at  the  begin- 
ning. 

67.  The  results  mentioned  in  the  last  paragraph  cannot 
be  obtained  by  plunging  a  battery  into  the  acid;  the  forma- 
tion of  the  current  in  this  way  is  not  sufficiently  rapid  to 
produce  a  shock.  The  example  was  given  to  illustrate  the 
manner  in  which  the  same  effect  is  supposed  to  bo  produced, 
in  the  case  of  the  more  sudden  formation  of  a  current,  by 
plunging  one  end  of  a  conductor  into  a  cup  of  mercury  per- 
manently attached  to  a  battery  already  in  the  acid,  and  in 
full  operation.  The  current  in  this  case — rapid  as  may  be 
its  development,  cannot  be  supposed  to  assume  per  saltum 
its  maximum  state  of  quantity;  on  the  contrary,  from  the 
general  law  of  continuity,  we  would  infer  that  it  passes 
through  all  the  intermediate  states  of  quantity,  from  that  of 
no  current,  (if  the  expression  rnay  be  allowed,)  to  one  of  full 
development;  there  are  however  considerations  of  an  experi- 
mental nature  which  would  lead  us  to  the  same  conclusion, 
(18,)  (90,)  and  also  to  the  further  inference  that  the  decline  of 
the  current  is  not  instantaneous.  According  to  this  view 
therefore  the  inductive  action  at  the  beginning  and  the 
ending  of  a  primary  current,  of  which  the  formation  and 
interruption  are  effected  b'y  means  of  the  contact  with  a  cup 
of  mercury,  may  also  be  represented  by  the  several  parts  of 
the  curve,  Fig.  17. 

08.  Wo  have  now  to  consider  how  the  rate  of  increase  or 
diminution  of  the  current,  in  the  case  in  question,  can  be 
altered  by  a  change  in  the  different  parts  of  the  apparatus; 
and  first,  let  us  take  the  example  of  a  single  battery  and  a 
short  conductor,  making  only  one  or  two  turns  around  the 
helix;  with  this  arrangement  a  feeble  shock,  as  we  have 
seen,  (11,)  will  be  felt  at  the  making,  and  also  at  the  break- 
ing of  the  circuit.  In  this  case  it  would  seem  that  almost 
the  only  impediment  to  the  most  rapid  development  of  the 
current  would  be  the  resistance  of  the  metal  to  conduction; 
and  this  we  might  suppose  would  be  more  rapidly  overcome 
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by  increasing  the  tension  of  the  electricity;  and  accord- 
ingly we  find  that  if  the  number  of  elements  of  the  bat- 
tery be  increased,  the  shock  at  making  the  circuit  will  also 
be  increased,  while  that  at  breaking  the  circuit  will  remain 
nearly  the  same.  To  explain  however  this  effect  more 
minutely,  we  must  call  to  mind  the  fact  before  referred  to, 
(17,)  that  when  the  poles  of  a  compound  battery  are  not  con- 
nected, the  apparatus  acquires  an  accumulation  of  electricity, 
which  is  discharged  at  the  first  moment  of  contact,  and^ 
which  in  this  case  would  more  rapidly  develop  the  full  cur- 
rent, and  hence  produce  the  more  intense  action  on  the 
helix  Qt  making  the  circuit. 

69.  The  shock,  and  also  the  deflection  of  the  needle,  at 
breaking  the  circuit  with  a  compound  battery  and  a  short 
coil,  (9,)  appear  nearly  the  same  as  with  a  battery  of  a  single 
element,  because  the  accumulation  just  mentioned,  in  the 
compound  battery,  is  discharged  almost  instantly,  and 
according  to  the  theory  (71)  of  the  galvanic  current,  leaves 
the  constant  current  in  the  conductor  nearly  in  the  same 
state  of  quantity  as  that  which  would  be  produced  by  a  bat- 
tery of  a  single  element;  and  hence  the  conditions  of  the 
ending  of  the  current  are  the  same  in  both  cases.  Indeed, 
in  reference  to  the  ending  induction,  it  may  be  assumed  as 
a  fact  which  is  in  accordance  with  all  the  experiments,  (9, 
13,  73,  74,  75,  76,  &c.,)  as  well  as  with  theoretical  consider- 
ations,* that  when  the  circuit  is  broken  by  a  cup  of  mercury ^  th^ 
rate  of  the  diminution  of  the  currenty  tdthin  certain  limits,  re- 
mains the  same,  however  the  intensity  of  the  electricity  or  the 
length  of  the  conductor  may  be  varied. 


B                                 C 

-/^. 

\.      + 

A              I 

>                                   < 

Fig.  18. 


70.  The  several  conditions  of  the  foregoing  examples  are 
exhibited  by  the  parts  of  the  curves.  Figs.  18  and  19.    The 

♦Adopting  here  the  theory  of  Ohm. 
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gradual  development  of  the  current  in  the  short  conductor, 
with  a  single  battery,  and  the  gradual  decline  of  the  same, 
are  represented  by  the  gentle  rise  of  ^4  JB  and  fall  of  CD, 
Fig.  18;  while,  in  tlie  next  Fig.,  (19,)  the  sudden  rise  of  A  B 
indicates  the  intensity  which  produces  the  increased  shock, 
after  the  number  of  elements  of  the  battery  has  been 
increased.  The  accumulation  of  the  electricity,  which 
almost  instantly  subsides,  is  represented  by  the  part  Bcc^ 


Fio.  19. 

Fig.  19,  and  from  this  we  see,  at  once,  that  although  the 
shock  is  increased  by  using  the  compound  battery,  yet  the 
needle  of  the  galvanometer  will  be  deflected  only  to  the 
same  number  of  degrees,  since  the  parts  Be  and  c€  give 
inductive  actions  in  contrary  directions,  and  both  within 
the  time  of  the  single  swing  of  the  needle,  and  consequently 
they  will  neutralize  each  other.  The  resulting  deflecting  force 
will  therefore  be  represented  by  ef,  which  is  equal  to  Ck, 
or  to  bB,  in  Fig.  19.  The  intensity  of  the  shock  at  the 
breaking  is  represented  as  being  the  same  in  the  two  figures, 
by  the  similarity  of  the  rate  of  descent  of  the  part  C D  of  the 
curve  in  each. 

71.  \Vc  have  said  (69)  that  the  quantity  of  current  elec- 
tricity in  a  short  conductor  and  a  compound  battery,  after 
the  first  discharge,  is  nearly  the  same  as  with  a  single  bat- 
tery. The  exact  quantity,  according  to  the  theory  of  Ohm, 
in  a  unit  of  length  of  the  conductor,  is  given  by  the  formula — 

n  A 

• 

rn  +  R 

In  this,  71  represents  the  number  of  elements;  A,  the  elec- 
tro-motive force  of  one  element;  r,the  resistance  to  conduc- 
tion of  one  element;  and  i?,  the  length  of  the  conductor,  or 
rather,  its  resistance  to  conduction  in  terms  of  r.  Now  when 
R  is  very  small  in  reference  to  rn,  as  is  the  case  with  a  very 
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short  metallic  conductor,  it  may  be  neglected,  and  then  the 

expression  becomes 

n  A        A 
or  — ; 

and  since  this  expresses  the  quantity  of  current  electricity  in 
a  unit  of  the  length  of  tlie  circuit,  with  either  a  single  or  a 
compound  battery,  therefore  with  a  short  conductor  the  quan- 
tity of  current  electricity  in  the  two  cases  is  nearly  the  same. 

72.  Let  us  next  return  to  the  experiment  with  a  battery 
of  a  single  element,  (68,)  and  instead  of  increasing  the  in- 
tensity of  the  apparatus,  as  in  the  last  example,  let  the 
length  of  the  conductor  be  increased ;  then  the  intensity  of 
the  shock  at  the  beginning  of  the  current,  as  we  have  seen, 
(14,)  will  be  diminished,  while  that  of  the  one  at  the  ending 
will  be  increased. '  That  the  shock  should  be  lessened  at  the 
beginning,  by  increasing  the  length  of  the  conductor,  is  not 
surprising,  since  as  we  might  suppose,  the  increased  resist- 
ance to  conduction  would  diminish  the  rapidity  of  the  de- 
velopment of  the  current.  But  the  secondary  current,  which 
is  produced  in  the  conductor  of  the  primary  current  itself, 
as  we  have  seen,  (19,)  is  the  principal  cause  which  lessens  the 
intensity  of  the  shock;  and  the  effect  of  this,  as  will  be 
shown  hereafter,  may  also  be  inferred  from  the  principles 
we  have  adopted. 

73.  The  explanation  of  the  increased  shock  at  the  moment 
of  breaking  the  circuit  with  the  long  conductor,  rests  on  the 
assumption  before  mentioned,  (69,)  that  the  velocity  of  the 
diminution  of  a  current  is  nearly  the  same  in  the  case  of 
a  long  conductor  as  in  that  of  a  short  one.  But  to  under- 
stand the  application  of  this  principle  more  minutely,  we 
must  refer  to  the  change  which  takes  place  in  the  quantity 
of  the  current  in  the  conductor  by  varying  its  length ;  and 
this  will  be  given  by  another  application  of  the  formula  be- 
fore stated,  (71.)  This,  in  the  case  of  a  single  battery,  in 
which  n  equals  unity,  becomes 

_A 
r  fR ' 
and  since  this,  as  will  be  recollected,  represents  the  quantity 
12 
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of  current  electricity  in  a  unit  of  length  of  the  conductor, 
we  readily  infer  from  it  that  by  increasing  the  length  of  the 
conductor,  or  the  value  of  R,  the  quantity  of  current  in  a  unit 
of  the  length  is  lessened.  And  if  the  resistance  of  a  unit 
of  the  length  of  the  conductor  were  very  great  in  compari- 
son with  that  of  r,  (the  resistance  of  one  element  of  the  bat- 
tery,) then  the  formula  would  become 

A 
R' 

or  the  quantity  in  a  single  unit  of  the  conductor  would  be 
inversely  as  its  entire  length,  and  hence  the  amount  of  cur- 
rent electricity  in  the  whole  conductor  would  be  a  const-ant 
quantity,  whatever  might  be  its  length.  This  however  can 
never  be  the  case  in  any  of  our  experiments,  since  in  no  in- 
stance is  the  resistance  of  R  very  great  in  reference  to  r,  and, 
therefore,  according  to  the  formula,  (73,)  ^the  whole  quantity 
of  current  electricity  in  a  long  conductor  is  always  somewhat 
greater  than  in  a  short  one. 

74.  Let  us  however  in  order  to  simplify  the  conditions  of 
the  induction  at  the  ending  of  a  current,  suppose  that  the 
quantity  in  a  unit  of  the  conductor  is  invei'sely  at  its  whole 
length,  or  in  other  words  that  the  quantity  of  current  elec- 
tricity is  the  same  in  a  long  conductor  as  in  a  short  one ; 
and  let  us  also  suppose  for  an  example  that  the  length  of 
the  spiral  conductor,  (Fig.  3,)  was  increased  from  one  spire  to 
twenty  spires;  then,  if  the  velocity  of  the  diminution  of  the 
section  of  the  current  is  the  same  (69)  in  the  long  conductor 
as  in  the  short  one,  the  shock  which  would  be  received  by  sub- 
mitting the  helix  to  the  action  of  one  spire  of  the  long  coil 
would  be  nearly  of  the  same  intensity  as  that  from  one 
spire  of  the  short  conductor;  the  quantity  of  induction 
however  as  shown  by  the  galvanometer,  should  be  nearly 
twenty  times  less;  and  these  inferences  I  have  found  in  ac- 
cordance with  the  results  of  experiments,  (75.)  If  however 
instead  of  placing  the  helix  on  one  spire  of  the  long  con- 
ductor, it  be  submitted  at  once  to  the  influence  of  all  the 
twenty  spires,  then  the  intensity  of  the  shock  should  be 
twenty  times  greater,  since  twenty  times  the  quantity  of 
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current  electricity  collapses  (if  we  may  be  allowed  the  expres- 
sion) in  the  same  time,  and  exerts  at  once  all  its  influence 
on  the  helix.  If  in  addition  to  this  we  add  the  considera- 
tion that  the  whole  quantity  of  current  electricity  in  a  long 
conductor  is  greater  than  that  in  a  short  one,  (73,)  we  shall 
have  a  further  reason  for  the  increase  of  the  terminal  shock, 
when  we  increase  the  length  of  the  battery  conductor. 

75.  The  inference  given  in  the  last  paragraph  relative  to 
the  change  in  the  quantity  of  the  induction,  but  not  in  the 
intensity  of  the  shock  from  a  single  spire,  by  increasing  the 
whole  length  of  the  conductor,  is  shown  to  be  true  by  repeat- 
ing the  experiment  described  in  paragraph  13.  In  this,  as 
we  have  seen,  the  intensity  of  the  shock  remained  the  same, 
although  the  length  of  the  circuit  was  increased  by  the  addi- 
tion of  coil  No.  2.  When  however  the  galvanometer  was 
employed  in  the  same  arrangement,  the  whole  quantity  of 
induction,  as  indicated  by  the  deflection  of  the  needle,  was 
diminished  almost  in  proportion  to  the  increased  length  of 
the  circuit.  I  was  led  to  make  this  addition  to  the  experi- 
ment (13)  by  my  present  views. 

76.  The  explanation  given  in  paragraph  74  also  includes 
that  of  the  peculiar  action  of  a  long  conductor,  either  .coiled 
or  extended,  in  giving  shocks  and  sparks  from  a  battery  oi 
a  single  element,  discovered  by  myself  in  1832;  (see  No. 
II.)  The  induction  in'  this  case  takes  place  in  the  con- 
ductor of  the  primary  current  itself,  and  the  secondary  cur- 
rent which  is  produced  is  generated  by  the  joint  action  of 
each  unit  of  the  length  of  the  primary  current.  Let  us  sup- 
pose for  illustration  that  the  conductor  was  at  first  one  foot 
long,  and  afterwards  increased  to  twenty  feet.  In  the  first 
case,  because  the  short  conductor  would  transmit  a  greater 
quantity  of  electricity,  the  secondary  current  produced  by  it 
would  be  one  of  considerable  quantity,  or  power  to  deflect  a 
galvanometer;  but  it  would  be  of  feeble  intensity,  for 
although  the  primary  current  would  collapse  with  its  usual 
velocity,  (69,)  yet,  acting  on  only  a  foot  of  conducting  matter, 
the  effect  (74)  would  be  feeble.  In  the  second  case,  each  foot 
of  the  twenty  feet  of  the  primary  current  would  severally 
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produce  an  inductive  action  of  the  same  intensity  as  that 
of  the  short  conductor,  the  velocity  of  collapse  being  the 
Bamo ;  and  as  they  are  all  at  once  exerted  on  the  same  con- 
ductor, a  secondary  current  would  result  of  twenty  times  the 
intensity  of  the  current  in  the  former  case. 

77.  To  render  this  explanation  more  explicit,  it  may  be 
proper  to  mention  that  a  current  produced  by  an  induction 
on  one  part  of  a  long  conductor  of  uniform  diameter,  must 
exist  of  the  same  intensity  in  every  other  part  of  the  con- 
ductor; hence,  the  action  of  the  several  units  of  length  of 
the  primary  current  must  re-enforce  each  other,  and  produce 
the  same  effect  on  its  own  conductor  that  the  same  current 
would  if  it  were  in  a  coil,  and  acting  on  a  helix.  I  need 
scarcely  add,  that  in  this  case,  as  in  that  given  in  paragraph 
74,  the  whole  amount  of  induction  is  greater  with  the  long 
conductor  than  with  the  short  one,  because  the  quantity  of 
current  electricity  is  greater  in  the  former  than  in  the  latter. 

78.  We  may  next  consider  the  character  of  the  secondary 
current,  in  reference  to  its  action  in  producing  a  tertiary 
current  in  a  third  conductor.  The  secondary  current  con- 
sists (as  we  may  suppose)  in  the  disturbance  for  an  instant  of 
the  natural  electricity  of  the  metal,  which  subsiding  leaves 
the  conductor  again  in  its  natural  state ;  and  whether  it  is 
produced  by  the  beginning  or  ending  of  a  primary  current, 
its  nature,  as  we  have  seen,  (22,)  is  the  same.  Although 
the  time  of  continuance  of  the  secondary  current  is  very 
short,  still  we  must  suppose  it  to  have  some  duration,  and 
that  it  increases,  by  degrees,  to  a  state  of  maximum  develop- 
ment, and  then  diminishes  to  the  normal  condition  of  the 
metal  of  the  conductor ;  the  velocity  of  its  development,  like 
that  of  the  primary  current,  will  depend  on  the  intensity  of 
the  action  by  which  it  is  generated,  and  also  perhaps  in 
some  degree,  on  the  resistance  of  the  conductor ;  while,  agree- 
ably to  the  hypothesis  we  have  assumed,  (69,)  the  velocity  of 
its  diminution  is  nearly  a  constant  quantity,  and  is  not  af- 
fected by  changes  in  these  conditions;  hence,  if  we  suppose 
the  induction  which  produces  the  secondary  current  to  be 
hulVieiently  intense,  the  velocity  of  its  development  will  ex- 
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ceed  that  of  its  dimiuution,  as  in  the  example  of  the  primary 
current  from  tlie  intense  source  of  the  compound  battery  of 
many  elements.  Now  this  is  the  case  with  the  inductions 
which  produce  currents  of  the  different  orders,  capable  of 
giving  shocks  or  of  magnetizing  steel  needles;  the  secondary 
currents  from  these  are  always  of  considerable  intensity,  and 
hence  their  rate  of  development  must  be  greater  than  that 
of  their  diminution,  and,  consequently,  they  may  be  repre- 
sented by  a  curve  of  the  form  exhibited  in  Fig.  20,  in  which 


there  is  no  constant  part,  and  in  which  the  steepness  of  A  B 
is  greater  than  that  of  B  C,  There  are  however  other  con- 
siderations, which  will  be  noticed  hereafter,  (89,)  which  may 
aflfect  the  form  of  the  part  B  C  of  the  curve,  rendering  it 
still  more  gradual  in  its  descent,  or  in  other  words  which 
tend  to  diminish  the  intensity  of  the  ending  induction  of 
the  secondary  current. 

79.  It  will  be  seen  at  once,  by  an  inspection  of  the  curve, 
that  the  effect  produced  in  a  third  conductor,  and  which  we 
have  called  a  tertiary  current,  is  not  of  the  same  nature  as 
that  of  a  secondary  current.  Instead  of  being  a  single  de- 
velopment in  one  direction,  it  consists  of  two  instantaneous 
currents,  one  produced  by  the  induction  of  A  B,  and  the 
other  by  that  of  B  C,  in  opposite  directions,  of  equal  quan- 
tities, but  of  different  intensities.  The  whole  quantity  of 
induction  in  the  two  directions,  will  each  be  represented  by 
the  ordinate  B  6,  and  hence  they  will  nearly  neutralize  each 
other,  in  reference  to  their  action  on  the  galvanometer,  in 
the  circuit  of  the  third  conductor.  I  say  they  will  nearly 
neutralize  each  other,  because,  although  they  are  equal  in 
quantity,  they  do  not  both  act  in  absolutely  the  same  mo- 
ment of  time.  The  needle  will  therefore  be  slightly  af- 
fected ;  it  will  be  impelled  in  one  direction — say  to  the  right, 
by  the  induction  of  A  B,  but,  before  it  can  get  fairly  under 
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way,  it  will  be  arrested,  and  turned  in  the  otli^r  direction, 
by  the  action  of  B  C.  This  inference  is  in  strict  accordance 
with  observation ;  the  needle,  as  we  have  seen,  (24,)  starts 
from  a  state  of  rest,  with  a  velocity  which  apparently  would 
send  it  through  a  large  arc,  but  before  it  has  reached  perhaps 
more  than  half  a  degree,  it  suddenly  stops,  and  turns  in  the 
other  direction.  As  the  needle  is  first  aflFected  by  the  action 
of  A  By  it  indicates  a  current  in  the  adverse  direction  to  the 
secondary  current. 

80.  Although  the  two  inductions  in  the  tertiary  conductor 
nearly  neutralize  each  other,  in  reference  to  the  indications 
of  the  galvanometer,  yet  this  is  far  from  being  the  case  with 
regard  to  the  shocks,  and  the  magnetization  of  steel  needles. 
These  effects  may  be  considered  as  the  results  alone  of  the 
action  of  A  B;  the  induction  of  B  C  being  too  feeble  in  in- 
tensity to  produce  a  tertiary  current  of  sufficient  power  to 
penetrate  the  body,  or  overcome  the  coercive  power  of  the 
hardened  steel.  Hence,  in  reference  to  the  shock,  and  mag- 
netization of  the  steel  needle,  we  may  entirely  neglect  the 
action  of  B  G,  and  consider  the  tertiary  excitement  as  a 
single  current,  produced  by  the  "action  A  B;  and  because 
this  is  the  beginning  induction,  (50,)  the  tertiary  current 
must  be  in  an  opposite  direction  to  the  secondary.  For  a 
similar  reason,  a  current  of  the  third  order  sliould  produce  in 
effect  a  single  current  of  the  fourth  order,  in  a  direction  op- 
posite to  that  of  the  current  which  produced  it,  and  so  on ; 
we  have  here  therefore  a  simple  explanation  of  the  extraordi- 
nary phenomenon  of  the  alternation  of  the  directions  of  the 
currents  of  the  different  orders,  as  given  in  this  and  the  pre- 
ceding paper.     (See  paragraph  25.) 

81.  The  operation  of  the  interposed  plate,  (32,  47,  48,  &c.,) 
in  neutralizing  the  shock,  and  not  affecting  the  galvanometer, 
can  also  be  readily  referred  to  the  same  principles.  It  is 
certain,  that  an  induced  current  is  produced  in  the  plate  (No. 
TIT,  G4,)  and  that  this  must  re-act  on  the  secondary,  in  the 
helix;  but  it  should  not  alter  the  total  amount  of  this  cur- 
rent, since  for  example  at  the  ending  induction,  the  same 
quantity  of  current  is  added  to  the  helix  while  the  current 
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in  the  plate  is  decreasing,  as  is  subtracted  while  the  same 
current  is  increasing.  To  make  this  more  clear,  let  the  in- 
ductive actions  of  the  interposed  current  be  represented  by 
the  parts  of  the  curve,  Fig.  20.  The  induction  represented 
hy  A  B  will  re-act  on  the  current  in  the  helix,  and  diminish 
its  quantity,  by  an  amount  represented  by  the  ordinate  b  B; 
but  the  induction  represented  by  B  C,  will  act  in  the  next 
moment,  on  the  same  current,  and  increase  its  quantity  by 
an  equal  amount,  as  represented  by  the  same  ordinate  B  b; 
and  since  both  actions  take  place  within  a  small  part  of  the 
time  of  a  single  swing  of  the  needle,  the  whole  deflection 
will  not  be  altered,  and  consequently,  as  far  as  the  galva- 
nometer is  concerned,  the  interposition  of  the  plate  will  have 
no  perceptible  effect. 

82.  But  the  effect  of  the  plate  on  the  shock,  and  on  the 
magnetization  of  tempered  steel,  should  be  very  different; 
for,  although  the  quantity  of  induction  in  the  helix  may 
not  be  changed,  yet  its  intensity  may  be  so  reduced,  by  the 
adverse  action  of  the  interposed  current,  as  to  fall  below  that 
degree  which  enables  it  to  penetrate  the  body,  or  overcome 
the  coercive  force  of  the  steel.  To  understand  how  this  may 
be,  let  us  again  refer  for  example  to  the  induction  which 
takes  place  at  the  ending  of  a  battery  current;  this  will  pro- 
duce, in  both  the  helix  and  the  plate,  a  momentary  current 
in  the  direction  of  the  primary  current,  which  we  have  called 
plus;  the  current  in  the  plate  will  re-act  on  the  helix,  and 
tend  to  produce  in  it  two  inductions,  which  as  before  may 
be  represented  by  A  By  and  B  C,  of  the  curve.  Fig.  20;  the 
first  of  these,  A  B,  will  be  an  intense  action,  (78,)  in  the 
minus  direction,  and  will  therefore  tend  to  neutralize  the 
intense  action  of  the  primary  current  on  the  helix ;  the  sec- 
ond, {BC\)  will  add  to  the  helix  an  equal  quantity  of  in- 
duced current,  but  of  a  much  more  feeble-  intensity,  and 
hence  the  resulting  current  in  the  helix  will  not  be  able  to 
penetrate  the  body  ;  no  shock  will  be  perceived,  or  at  least 
a  very  slight  one,  and  the  phenomena  of  screening  will  be 
exhibited. 

83.  When  the  plate  of  metal  is  placed  between  the  con- 
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ductors  of  the  second  and  third  orders,  or  between  those  ot 
the  third  and  fourth,  the  action  is  somewhat  different,  al- 
though the  general  principle  is  the  same.  Let  us  suppose 
the  plate  interposed  between  the  second  and  third  conduc- 
tors; then  the  helix,  or  third  conductor,  will  be  acted  on  by 
four  inductions,  two  from  the  secondary  current  and  two 
from  the  current  in  the  plate.  The  direction  and  character 
of  these  will  be  as  follows,  on  the  supposition  that  the  direc- 
tion of  the  secondary  current  is  itself  plus  : 

The  beginning  secondary intense  and minus. 

The  ending  secondary feeble  and pliia. 

The  beginning  interposed intense  and plus. 

The  ending  interposed feeble  and minus. 

Now  if  the  action,  on  the  third  conductor,  of  the  first  and 
third  of  the  above  inductions  be  equal  in  intensity  and 
quantity,  they  will  neutralize  each  other;  and  the  same  will 
also  take  place  with  the  action  of  the  second  and  fourth,  it 
they  be  equal,  and  hence  in  this  case,  neither  shock  nor 
motion  of  the  needle  of  the  galvanometer  would  be  pro- 
duced. If  these  inductions  be  not  precisely  equal,  then 
only  a  partial  neutralization  will  take  place,  and  the  shock 
will  be  merely  diminished  in  power;  and  also  the  needle 
will  perhaps  be  very  slightly  affected. 

84.  If  in  the  foregoing  exposition  we  throw  out  of  con- 
sideration the  actions  of  the  feeble  currents  which  cannot 
pass  the  body,  and  which  consequently  are  not  concerned 
in  producing  tlie  shock,  then  the  same  explanation  will 
still  apply  which  was  given  in  the  last  paper,  (No.  Ill,  94,) 
namely,  in  the  above  example,  the  helix  is  acted  on  by  the 
minus  influence  of  the  secondary,  and  the  plus  influence  of 
the  interposed  current. 

85.  We  are  now  prepared  to  consider  the  effect  on  the 
helix  (Fig.  3,)  of  the  induced  currents  produced  in  the  con- 
ductor of  the  primary  current  itself.  These  are  true  second- 
ary currents,  and  are  almost  precisely  the  same  in  their  ac- 
tion as  tliosc  in  the  interposed  plate.  Let  us  first  examine 
the  induced  currents  at  the  beginning  of  the  primary,  in 
the  case  of  a  long  coil  and  a  battery  of  a  single  element. 
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Its  action  on  the  helix  may  be  represented  by  the  parts  of 
the  curve,  Fig.  20.  The  first  part,  A  jB,  will  produce  an  in- 
tense induction  opposite  to  that  of  the  primary  current ; 
and  hence  the  action  of  the  two  will  tend  to  neutralize  each 
other,  and  no  shock,  or  a  very  feeble  one,  will  be  produced. 
The  ending  action  of  the  same  induced  current,  which  is 
represented  by  B  D,  restores  to  the  helix  the  same  quantity 
of  current  electricity  (but  in  a  feeble  state)  which  was  neu- 
tralized by  A  jB,  and  hence  the  needle  of  the  galvanometer 
will  be  as  much  affected  as  if  this  current  did  not  exist. 
These  inferences  perfectly  agree  with  the  experiment  given 
in  paragraph  19.  In  tliis,  when  the  ends  of  the  interposed 
coil  were  joined  so  as  to  neutralize  the  induced  current  in 
the  long  conductor,  the  shock  at  the  beginning  of  the  pri- 
mary current  was  nearly  as  powerful  as  with  a  short  con- 
ductor, while  the  amount  of  deflectioif  of  the  galvanometer 
was  unaffected  by  joining  the  ends  of  the  same  coil. 

86.  At  first  sight  it  might  appear  that  any  change  in  the 
apparatus  which  may  tend  to  increase  the  induction  of  the 
primary  current  (16)  would  also  tend  to  increase  in  the 
same  degree  the  adverse  secondary  in  the  same  conductor; 
and  that  hence  the  neutralization  mentioned  in  the  last 
paragraph  would  take  place  in  all  cases;  but  we  must  recol- 
lect that  if  a  more  full  current  be  suddenly  formed  in  a  con- 
ductor of  a  given  thickness,  the  adverse  current  will  not 
have  as  much  space  as  it  were  for  its  development,  and 
therefore  will  have  less  power  in  neutralizing  the  induction 
of  the  primary  than  before.  But  there  is  another  and  per- 
haps a  better  reason,  in  the  consideration  that  in  the  case 
of  the  increase  of  the  number  of  elements  of  the  battery, 
although  the  rapidity  of  the  development  of  the  primary 
current  is  greater,  yet  the  increased  resistance  which  the 
secondary  meets  with,  in  its  motion  against  the  action  of 
the  several  elements,  will  tend  to  diminish  its  effect.  Also 
by  diminishing  the  length  of  the  primary  current,  we  must 
diminish  (76)  the  intensity  of  the  secondary,  so  that  it  will 
meet  with  more  resistance  in  passing  the  acid  of  the  single 
battery,  and  thus  its  effects  be  diminished. 
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87.  The  action  of  the  secondary  current  in  the  long  coil 
at  the  ending  of  the  primary  current,  should^  also  at  first 
sight  produce  the  same  screening  influence  as  the  current 
in  the  interposed  plate;  but  on  reflection  it  will  be  per- 
ceived that  its  action  in  this  respect  must  be  much  more 
feeble  that  that  of  the  similar  current  at  the  beginning; 
the  latter  is  produced  at  the  moment  of  making  contact, 
and  hence  it  is  propagated  in  a  continuous  circuit  of  con- 
ducting matter,  while  the  other  takes  place  at  the  rapture 
of  the  circuit,  and  must  therefore  be  rendered  compara- 
tively feeble  by  being  obliged  to  pass  through  a  small  por- 
tion of  heated  air ;  very  little  effect  is  therefore  produced 
on  the  helix  by  this  induction,  (19.)  The  fact  that  this  cur- 
rent is  capable  of  giving  intense  shocks,  when  the  ends  of  a 
long  wire  which  is  transmitting  a  primary  current,  are 
grasped  at  the  time  t)f  breaking  the  circuit,  is  readily  ex- 
plained, since  in  this  case  the  body  forms  with  the  con- 
ductor a  closed  circuit,  which  permits  the  comparatively 
free  circulation  of  the  induced  current. 

88.  It  will  be  seen  that  I  have  given  a  peculiar  form  to  the 
beginning  and  ending  of  the  curves.  Figs.  17, 18,  &c.  These 
are  intended  to  represent  the  variations  which  may  be  sup- 
posed to  take  place  in  the  rate  of  increase  and  decrease  of 
the  quantity  of  the  current,  even  in  the  case  where  the  con- 
tact is  made  and  broken  with  mercury.  We  may  suppose, 
from  the  existence  of  analogous  phenomena  in  magnetism, 
heat,  &c.,  that  the  development  of  the  current  would  be  more 
rapid  at  first  than  when  it  approximates  what  may  be  called 
the  state  of  current  saturation,  or  when  the  current  has 
reached  more  nearly  the  limit  of  capacitj'^  of  conduction  of 
the  metal.  Also,  the  decline  of  the  current  may  be  supposed 
to  be  more  rapid  at  the  first  moment,  than  after  it  has  lost 
somewhat  of  its  intensity,  or  sunk  more  nearly  to  its  normal 
state.  These  variations  are  indicated  by  the  rapid  rise  of  the 
curve.  Fig.  17,  from  A  to  g,  and  the  more  gradual  increase 
of  the  ordinates  from  h  to  B ;  and  by  the  rapid  diminution 
of  the  ordinates  between  Cand  Z,  and  the  gradual  decrease 
of  those  towards  the  end  of  the  curve. 
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89.  These  more  minute  considerations,  relative  to  the  form 
of  the  curve,  will  enable  us  to  conceive,  Iiow  the  time  of  the 
ending  of  the  secondary  current,  as  wo  have  suggested,  (78,) 
may  be  prolonged  beyond  that  of  the  natural  subsidence  of 
the  disturbance  of  the  electricity  of  the  conductor  on  which 
this  current  depends.  If  the  development  of  the  primary 
current  is  produced  by  equal  increments  in  equal  times,  as 
would  be  tlie  case  in  plunging  the  batter)^  (59)  into  the  acid 
with  a  uniform  velocity,  th6n  the  part  -4  .B  of  the  curve 
Fig.  17  would  be  a  straight  line,  and  the  resulting  secondary 
current,  after  the  first  instant,  would  be  one  of  constant 
quantity  during  nearly  the  whole  time  represented  by  Ac; 
but  if  the  rate  of  the  development  of  the  primary  current 
be  supposed  to  vary  in  accordance  with  the  views  we  have 
given  in  the  last  paragraph,  then  the  quantity  of  the  second- 
ary current  will  begin  to  decline  before  the  termination  of 
the  induction,  or  as  soon  as  the  increments  of  the  primary 
begin  to  diminish  ;  and  hence  the  whole  time  of  the  sub- 
sidence of  the  secondary  will  be  prolonged,  or  the  length  of 
b  C,  Fig.  20,  will  be  increased,  the  descent  of  B  ChQ  more 
gradual,  and  the  intensity  of  the  ending  induction  of  the 
secondary  current  be  diminished,  (see  last  part  of  paragraph 
78.) 

90.  Besides  the  considerations  we  have  mentioned,  (88,) 
there  are  others  of  a  more  obvious  character,  which  would 
also  appear  to  affect  the  form  of  particular  parts  of  the  curve. 
And  first  we  might  perhaps  make  a  slight  correction  in  the 
drawing  of  Figs.  17,  18,  &c.,  at  the  point  A,  in  consideration 
of  the  fact  that  the  verv  first  contact  of  the  end  of  the  con- 
ductor  with  the  surface  of  the  mercury  is  formed  by  a  point 
of  the  metal,  and  hence  the  increment  of  development 
should  be  a  little  less  rapid  at  the  first  moment  than  after 
the  contact  has  become  larger;  or  in  other  words, the  curve 
should  perhaps  start  a  little  less  abruptly  from  the  axis  at 
the  point  A,  Also,  Dr.  Page  has  stated*  that  he  finds  the 
shock  increased  by  spreading  a  stratum  of  oil  over  the  sur- 
face of  the  mercury;  in  this  case  it  is  probable  that  the  ter- 

^Silliman's  American  Journal  of  Science. 
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miuation  of  the  current  is  more  sudden,  on  account  of  the 
prevention  of  the  combustion  of  the  metal  by  means  of  the 
oil,  and  the  fact  that  the  end  of  the  conductor  is  drawn  up 
into  a  non-conducting  medium. 

91.  The  time  of  the  subsidence  of  the  current,  when  the 
circuit  is  broken  by  means  of  a  surface  of  mercury,  is  very 
small,  and  probably  does  not  exceed  the  ten-thousandth 
part  of  a  second,  but  even  this  is  an  appreciable  duration, 
since  I  find  that  the  spark  at  the  ending  presents  the  ap- 
pearance of  a  band  of  light  of  considerable  length,  when 
viewed  in  a  mirror  revolving  at  the  rate  of  six  hundred 
times  in  a  second;  and  I  think  the  variations  in  the  time  of 
the  ending  of  a  current  under  different  conditions  may  be 
detected  by  means  of  this  instrument. 

92.  Before  concluding  this  communication,  I  should  state 
that  I  have  made  a  number  of  attempts  to  verify  the  sug- 
gestion given  in  my  last  paper,  (No.  Ill,  127,)  that  an  inverse 
induction  is  produced  by  a  galvanic  current  by  a  change  in 
the  distance  of  the  conductors,  but  without  success.  These 
attempts  were  made  before  I  had  adopted  the  views  given 
in  this  section,  and  since  then  I  have  found  (80)  a  more 
simple  explanation  of  the  alternation  of  the  currents. 

93.  In  this  number  of  my  Contributions,  the  phenomena 
exhibited  by  the  galvanic  apparatus  have  alone  been  dis- 
cussed. I  have  however  made  a  series  of  experiments  on 
the  induction  from  ordinary  electricity,  and  the  re-action  of 
soft  iron  on  currents;  and  I  think  that  the  results  of  these 
can  also  be  referred  to  the  simple  principles  adopted  in  this 
paper ;  but  they  require  further  examination  before  being 
submitted  to  the  public. 
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ON    A    RECIPROCATING    MOTION    PRODUCED    BY    GALVANIC  AT- 
TRACTION AND  REPULSION. 

(Proceedings  of  the  American  Philosophical  Society,  vol.  i,  p.  301.) 

November  20,  1840. 

Prof.  Henry  described  an  apparatus  for  producing  a  re- 
ciprocating motion  by  the  repulsion  in  the  consecutive  parts 
of  a  conductor,  through  which  a  galvanic  current  is  passing, 
and  made  some  remarks  in  reference  to  the  electro-magnetic 
engine  invented  by  him  in  1831,*  and  subsequently  de- 
scribed by  Dr.  Ritchie,  of  London.  The  machine  referred 
to  had  been  applied  recently  by  Prof.  Henry  in  his  experi- 
ments. 


ON  THE  EVOLUTION  OF  ELECTRICITY  FROM  STEAM,  ETC. 
(Proceedings  of  the  American  Philosophical  Society,  vol.  i,  pp.  322,  324.) 

December  18,  1840. 

]Dr.  Patterson  called  the  attention  of  the  Society  to  the 
subject  of  the  evolution  of  electricity  from  steam,  mentioned 
at  the  last  meeting,  and  stated  that  the  experiments  made 
lately  in  England  had  been  successfully  repeated  by  Mr. 
Peale,  Mr.  Saxton,  and  himself,  at  the  United  States  Mint. 
-  -  -  -  He  thought  it  most  probable  that  the  electricity, 
in  these  experiments,  was  evolved  by  the  condensation  of 
the  steam.    -    -    -    -    ] 

Prof  Henry  stated  that  he  had  not  seen  the  sparks  from 
steam;  but  that  he  had  obtained  feeble  electricity  from  a 
small  ball,  partly  filled  with  water,  and  heated  by  a  lamp. 
He  agreed  with  Dr.  Patterson  in  the  opinion  that  the  source 
of  the  electricity  was  the  change  of  state, — but  from  water  to 
vapor.  There  was  however  some  doubt  on  the  subject. 
Pouillct  had  denied  the  evolution  of  electricity  from  the 
evaporation  of  pure  water.  The  facts  were  interesting,  par- 
ticularly on  account  of  the  great  intensity  of  the  electricity. 

*[SiUiman's  American  Journal  of  Science,  July,  1831,  vol.  xx,  p.  340. — 
Ante  J  page  64.] 
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The  results  obtained  by  the  philosophers,  which  had  been 
mentioned,  indicated  electricity  of  very  feeble  tension,  which 
could  only  be  observed  by  the  most  delicate  instruments, 
but  here  the  sparks  were  an  inch  in  length. 

If  the  vaporization  of  the  water  were  shown  to  be  the  source 
of  the  electricity.  Prof.  Henry  thought  the  phenomena  might 
be  readily  explained  by  the  beautiful  theory  of  Becquerel,  in 
regard  to  the  production  of  the  great  intensity  of  the  electri- 
city in  the  thunder  cloud.  According  to  this  theory,  each 
particle  of  the  vapor  carries  up  with  it  into  the  atmosphere  the 
free  electricity  which  it  receives  at  the  moment  of  the  change 
of  state:  this  being  diffused  through  the  whole  capacity  of 
the  air  is  of  very  feeble  intensity  although  of  great  quantity; 
but  the  condensation  of  the  vapor  in  a  cloud  affords  a  con- 
tinuous conductor,  and  consequently  the  electricity  of  all 
the  particles  of  the  interior,  according  to  the  well  known 
principles  of  distribution,  rushes  to  the  surface  of  the  cloud, 
and  hence  the  great  intensity  of  the  lightning.  Agreeably 
with  this  hypothesis,  the  insulated  conductor,  placed  in  the 
steam,  would  act  not  only  as  a  collector,  but  also  as  a  con- 
denser of  the  free  but  feeble  electricity  of  the  vapor. 

Prof.  Henry  further  stated,  in  relation  to  this  subject, 
that  he  had  been  informed  by  several  persons,  that  they 
bad  obtained  sparks  of  electricity  from  a  coal  stove  during 
the  combustion  of  anthracite.  A  case  had  been  stated 
to  him  several  years  ago,  which  he  mentioned  to  his 
friend  Professor  Bache,  who  informed  him  that  a  similar 
one  had  fallen  under  his  own  notice,  in  which  however 
Prof.  Bache  had  succeeded  in  tracing  the  electricity  to  the 
silk  shirt  of  the  person  who  drew  the  spark.  Another  case 
had  lately  been  reported  to  him  by  an  intelligent  gentleman, 
of  a  stove  burning  bituminous  coal  on  board  of  a  steamboat 
on  the  Ohio,  which  afforded  amusement  to  all  the  passen- 
gers, during  the  voyage,  by  giving  sparks  of  electricity 
whenever  it  was  touched. 

In  connection  with  the  facts  that  had  been  stated  of  the 
production  of  electricity  from  steam.  Prof.  Henry  observed 
that  he  was  now  inclined  to  believe  that  electricity  mav  also 
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be  evolved  during  the  combustion  of  coal  in  a  stove.  But 
what  (he asked)  is  the  source  of  electricity  in  this  case?  Is 
it  combustion,  the  evaporation  of  the  moisture,  or  the  fric- 
tion of  the  hot  air  on  the  interior  of  the  pipe? 


EXPERIMENTS  ON  PHOSPHORESCENCE. 
(Proceedings  of  the  American  Philosophical  Society,  vol.  ii,  p.  46.)* 

April  16,  1841. 

Professor  Henry  mentioned  that  he  had  recently  repeated 
some  experiments  of  Becquerel  and  Biot  on  phosphorescence, 
the  results  of  which  demonstrate  the  existence  of  an  emana- 
tion from  incandescent  bodies,  particularly  when  in  an 
electrical  state,  of  a  character  not  heretofore  known.  He 
promised  to  give  a  more  full  account  of  these  at  a  future 
meeting  of  the  Society. 

[*The  title-page  of  vol.  ii,  (comprising  the  proceedings  from  Jan.,  1841, 
to  May,  1848,)  hears  date  1844.] 
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ON   A   SIMPLE   FORM   OF   HELI08TAT. 
(Proceedings  of  the  American  Philosophical  Society,  vol.  ii,  pp.  97,  98.) 

September  17,  1841. 

Professor  Henry  exhibited  to  the  Society  a  simple  form 
of  the  Heliostat,  or  instrument  for  throwing  a  stationary 
beam  of  light  into  a  darkened  room. 

He  stated  that  this  article  of  apparatus,  which  is  indisi)ens- 
able  in  delicxtte  experiments  on  light,  is  in  its  usual  form  a 
very  complex  instrument  and  consequently  very  expensive, 
while  the  one  to  which  the  attention  of  the  Society  was 
directed  is  very  simple,  and  cost  scarcely  more  than  the  tenth 
part  of  the  price  of  one  of  the  old  form. 

It  was  made  in  accordance  with  the  plan  given  by  Dr. 
Thomas  Young  in  the  first  volume  of  his  Lectures  on  Natural 
Philosophy,  which  consists  in  reflecting  a  beam  of  light  into 
the  room  in  a  line  parallel  to  the  axis  of  the  earth,  and  then 
causing  it  to  retain  this  direction  by  giving  the  reflector  a 
rotary  motion  equal  to  the  apparent  motion  of  the  sun. 
The  instrument  consists  of  a  flat  block  of  mahogany,  about 
nine  inches  long  and  five  inches  wide,  on  which  is  placed 
in  an  inclined  position,  the  wheel-work  of  a  common  pocket 
watch.  This  serves  to  give  rotar}'  motion  to  a  brass  wheel 
of  about  five  inches  diameter,  which  is  so  geared  into  the 
large  wheel  of  the  watch  as  to  make  one  turn  in  twenty-four 
hours.  The  axis  of  this  wheel  is  a  steel  rod,  carrying  on  its 
upper  end  a  small  mirror,  which  can  be  set  in  any  position 
by  means  of  a  universal  joint.  The  watch-work  and  the 
wheel  are  attached  to  the  mahogany  block  by  a  hinge,  so 
that  the  axis  of  the  wheel  can  be  inclined  to  the  horizon  at 
an  angle  precisely  equal  to  the  latitude  of  the  place  where 
the  instrument  is  to  be  used. 

The  adjustment  of  the  instrument  is  very  simple.  It  is 
placed  on  the  outside  of  the  window,  with  the  axis  of  the 
wheel  parallel  to  the  axis  of  the  earth;  a  meridian  line 
having  been  traced  on  the  window-sill  for  this  purpose. 
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The  mirror  is  then  set  so  that  the  beam  of  light  is  thrown 
into  the  room  in  a  line  forming  the  prolongation  of  the  axis 
of  the  wheel,  which  is  readily  effected  by  means  of  a  mark 
previously  made  on  the  opposite  wall.  The  beam  will  pre- 
serve this  direction  during  the  day,  since  the  mirror  and 
the  sun  revolve  with  the  same  velocity,  and  are  therefore 
comparatively  at  rest.  The  only  motion  of  the  beam  in 
reference  to  terrestrial  objects  is  one  of  rotation  on  its  own 
axis.  If  the  required  direction  of  the  beam  is  different  from 
that  of  the  first  reflection,  a  second  mirror  is  used. 

Professor  Henry's  object  in  exhibiting  this  article  to  the 
Society,  was  to  render  this  simple  contrivance  more  generally 
known  in  our  country.  He  stated  that  the  original  inven- 
tion probably  belongs  to  Dr.  Young;  that  it  was  at  least 
published  by  him  in  1807,  although  an  account  of  the  same 
instrument  is  given  in  the  London  Philosophical  Magazine 
for  1883,  as  a  new  invention  by  Mr.  Potter.  The  details 
of  the  instrument  exhibited  differ  from  those  proposed  by  Mr. 
Potter,  in  the  addition  of  a  hinge  and  clamp-screw,  by  which 
the  axis  may  be  adjusted  to  the  angle  of  the  latitude.  The 
instrument  was  constructed  by  an  ingenious  watch-maker  at 
Princeton ;  and  its  whole  cost,  including  the  watch-work,  was 
but  sixteen  dollars. 


ON  THE   EFFECTS   OF   A   THUNDER-STORM. 
(Proceedings  of  the  American  Philosophical  Society,  vol.  ii,  p.  111-110.) 

November  5,  1841. 

Professor  Henry  gave  an  account  of  some  observations 
he  had  made  on  the  effects  of  a  thunder-storm  which  visited 
Princeton  on  the  evening  of  the  14th  of  July,  1841. 

Storms  of  this  kind  (he  said)  are  not  very  frequent  at 
Princeton;  but  two  severe  ones  have  passed  immediately  over 
the  place  within  the  last  nine  years,  and  the  lightning  has 
struck  but  twice  in  the  village  during  that  time.  It  is 
thought  by  some  of  the  inhabitants  that  damage  by  light- 
ning was  more  frequent  some  years  ago  than  it  has  been 
13 
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lately;  and  the  idea  has  teen  suggested  that  the  water  of  the 
canal,  which  passes  to  the  south  of  the  place,  may  have  had 
some  effect  in  determining  the  course  of  the  cloud.  Be  this 
as  it  may,  the  thunder-storm  generally  comes  from  the  south- 
west, and  before  it  reaches  the  village  it  usually  divides  into 
two  parts,  one  of  which  passes  along  the  edge  of  the  Rocky 
Hill,  and  the  other  along  tlie  valley  of  Stony  brook,  so  that  the 
principal  part  of  the  storm  seldom  passes  immediately  over 
tlie  village;  and  when  it  does  thus  pass  it  is  generally  at  a 
great  elevation,  and  the  thunder  is  not  so  loud  as  that  which 
the  observer  has  been  in  the  habit  of  hearing  at  the  north. 
In  connection  with  this  remark.  Professor  Henry  mentioned 
that  he  has  several  times  observed  the  lightning  assume  a 
beautiful  violet  color,  similar  to  that  of  the  vapor  of  iodine, 
and  this  was  particularly  the  case  during  a  storm  which 
occurred  during  the  12th  of  April,  1840.  On  this  occasion, 
although  the  cloud  and  the  flashes  appeared  directly  over- 
head, yet  the  sound  of  the  thunder  seemed  to  come  from  a 
distance.  The  peculiar  color  may  perhaps  receive  a  suffi- 
cient explanation  by  referring  it  to  the  fact  of  the  discharge 
taking  place  at  a  great  altitude,  and  consequently  in  com- 
paratively rarified  air,  as  in  the  case  of  the  color  exhibited 
by  the  spark  through  a  vessel  partially  exhausted. 

The  storm  of  tjie  evening  of  the  14th  of  July,  was  said  to 
be  more  severe  than  any  which  had  visited  Princeton  for 
twenty  years  before.  It  commenced  between  7  and  8  o'clock, 
and  lasted  about  three  hours:  tlie  thunder  was  almost  con- 
tinuous, but  except  in  two  or  three  cases  it  was  not  very  near. 
Several  buildings  and  other  objects  were  struck  in  the 
vicinity  of  Princeton ;  and  also  Mrs.  Hamilton's  house,  which 
is  situated  in  the  village,  about  twenty  rods  west  of  the  col- 
lege, on  the  opposite  side  of  the  way.  It  seemed  a  little 
surprising  that  this  house  should  be  singled*  out,  since  the 
buildings  on  either  side  are  considerably  higher,  although 
at  a  few  rods  distance,  and  in  front  of  the  one  to  the  west  is 
a  number  of  tall  trees.  The  house  is  also  furnished  with  a 
lightning  rod;  but  this,  like  most  of  the  rods  erected  in  the 
country,  is  not  formed  in  accordance  with  the  most  scientific 
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principles.  Tiie  front  of  Mrs.  Hamilton's  house  is  parallel 
with  the  main  street,  and  is  nearly  in  an  east  and  west 
direction.  The  building  is  of  brick,  with  a  shingle  roof,  and 
is  two  stories  high ;  it  has  on  the  front,  three  upper  windows, 
and  two  windows  and  a  door  below;  the  latter  being  imme- 
diately under  the  western  upper  window.  The  chimney  is 
on  the  eastern  end,  and  the  lightning  conductor  is  supported 
against  this.  The  rod  is  formed  of  round  iron,  three-eigliths 
of  an  inch  thick,  and  the  several  parts  of  it  are  imperfectly 
connected  by  hooks  and  eyes.  It  appears  to  be  merely  thrust 
into  the  ground  to  the  depth  of  about  two  feet,  and  is  ter- 
minated above  by  three  prongs  instead  of  one,  the  f)oints  of 
which  are  blunted  by  long  exposure,  but  do  not  exhibit  any 
appearance  of  fusion.  The  top  of  the  rod  is  not  more  than 
six  feet  above  the  ridge  of  the  roof;  and  since  the  house  is 
about  thirty  feet  long,  the  farther  end  of  the  ridge  is  unpro- 
tected. A  point,  according  to  the  experiments  of  Mr. Charles, 
can  only  protect  a  circular  space,  the  radius  of  which  is  not 
greater  than  twice  the  height  of  the  point  above  the  plane 
to  be  protected. 

The  lightning,  according  to  the  accounts  of  several  per- 
sons, came  from  a  cloud  situated  to  the  southwest,  and  the 
discharge  did  not  strike  the  most  elevated  part  of  the  build- 
ing, but  the  western  end  of  the  horizontal  wooden  gutter 
whicli  extends  along  the  front  of  the  house  under  the  eaves. 
This  point  is  at  the  greatest  possible  distance  from  the  ex- 
tremity of  the  lightning  rod,  and  perhaps  was  as  near  to  the 
cloud  as  any  other  part  of  the  building.  The  discharge  im- 
mediately divided  itself  into  two  parts :  one  of  these,  and 
probably  the  larger,  passed  along  the  gutter,  which  must 
have  been  filled  with  water  at  the  time,  to  the  eastern  end 
of  the  same,  and  then  down  to  the  earth  along  an  ordinary 
tinned  iron  pipe  or  conductor,  which  conveys  the  water  from 
the  gutter  to  the  pavement  below.  Marks  of  its  passage  were 
observed  along  the  gutter,  and  particularly  near  the  end  next 
the  metallic  conductor.  The  other  part  of  the  discharge- 
passed  immediately  downward  through  the  end  of  the  gutter 
which  first  received  the  shock,  to  the  casing  of  the  window 
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below ;  and  was  probably  thus  deflected  out  of  its  course  by 
the  attraction  of  the  iron  hinges  and  bolts  of  the  shutters. 
Its  course  to  the  ground  was  further  traced  along  the  cas- 
ings on  each  side  of  the  front  door.  The  wood  was  cracked 
at  every  place  where  a  nail  happened  to  be  in  the  line  of  the 
discharge,  and  at  some  places  the  lightning  appeared  merely 
to  pass  along  the  surface  making  a  groove  in  the  wood  of 
about  one-eighth  of  an  inch  in  width,  and  six  or  seven  inches 
long ;  several  of  these  grooves  were  observed  on  the  side  cas- 
ings of  the  door.  Three  panes  of  glass  were  broken  in  the 
window  above  the  door,  and  the  pieces  were  thrown  inward. 
The  entrance  within  the  door  was  filled  with  dust,  and  a 
strong  sulphurous  odor  was  preceptible  for  an  hour  or  more 
after.  No  marks  of  a  discharge  were  found  at  the  foot  of 
the  lightning  rod. 

During  the  storm,  several  women  were  alone  in  the  house, 
and  at  the  time  it  was  struck  three  of  these  were  in  the  front 
room  in  the  second  story,  and  consequently  near  the  line  of 
the  discharge  along  the  gutter.  Two  of  them  were  on  a  bed 
placed  against  the  partition  wall,  opposite  to  the  front,  and  the 
third  one  was  standing  on  the  floor  about  eight  feet  from  the 
front  window,  with  her  face  to  the  same.  Those  on  the  bed  were 
unaffected ;  but  the  one  on  the  floor  stated  that  she  felt  a  sen- 
sation on  her  right  ear,  as  if  it  had  been  touched  with  a  live 
coal ;  at  the  same  time  she  felt  a  rushing  sensation  down 
her  side  and  perceived  a  flash  at  her  foot,  and  a  forked  spark 
in  the  air  between  her  and  the  nearest  window.  One  of  the 
persons  on  the  bed  also  stated  that  she  saw  the  forked  spark 
in  the  air,  and  that  the  one  standing  on  the  floor  appeared 
to  her  for  an  instant  as  if  surrounded  with  light.  The  out- 
side shutters  of  the  window  opposite  to  which  she  was  stand- 
ing, were  closed,  and  also  one  leaf  of  the  shutters  of  the 
window  farther  east.  The  western  window,  or  that  from 
which  the  glass  was  broken,  was  not  in  the  same  room,  but 
in  a  small  adjoining  one,  over  the  main  entrance  from  the 
front  door.  The  chamber  door  was  shut  at  the  time,  and  no 
marks  of  the  entrance  of  the  electricity  into  the  room  could 
bo  found  on  the  walls  or  on  the  casings  of  the  two  windows. 


1841]  WRITINGS   OP  JOSEPH   HENRY.  197 

The  principal  facts  here  detailed,  although  perhaps  not 
unusual  occurrences,  aflford  interesting  illustrations  of  the 
action  of  electrical  induction.  First,  the  horizontal  gutter 
and  the  vertical  tin  pipe,  both  filled  with  water,  formed  a 
long  continuous  electrical  conductor,  extending  from  the 
point  where  the  lightning  first  struck  to  the  lower  farther 
corner  of  the  front  of  the  house  ;  and  this  conductor,  on  ac- 
count of  its  length,  would  be  intensely  afiected  by  the  in- 
duction of  the  distant  cloud,  or  rather  by  that  of  the  ap- 
proaching discharge.  If  the  electricity  of  the  cloud,  were 
positive,  then  that  of  the  water  in  the  nearest  end  of  the  gut- 
ter would  be  negative,  and-  consequently  a  powerful  attrac- 
tion would  determine  the  lightning  on  the  point  where  it 
struck.  The  house,  under  these  circumstances,  might  have 
been  damaged  even  had  the  rod  been  much  higher  than  it 
was,  and  its  connection  with  the  earth  mucli  more  perfect. 

Again,  the  phenomena  exhibited  to  the  women  in  the 
upper  chamber  were  also  most  probably  due  to  inductive 
action.  After  a  proper  allowance  for  imperfect  observation, 
occasioned  by  the  fright  and  confusion  of  the  moment,  it  is 
still  evident  that  the  one  on  the  floor  was  in  some  degree 
affected  by  the  discharge,  although  none  of  the  electricity  of 
the  cloud  actually  entered  the  room,  since  no  traces  of  it  were 
to  be  found  on  the  walls  or  other  parts.  The  effects  may 
therefore  be  referred  to  the  inductive  action  of  the  lightning 
at  a  distance  and  through  the  wall  as  it  passed  along  the 
gutter  across  the  front  of  the  house.  When  a  shock  of  elec- 
tricity from  a  Ley  den  jar  is  passed  through  a  slip  of  tinfoil 
pasted  on  one  side  of  a  pane  of  glass,  the  hand  on  the  other 
side  will  receive  a  slight  sensation  from  the  lateral  induction 
through  the  glass.  In  the  same  way,  it  may  be  supposed 
that  the  effects  perceived  by  these  persons  were  due  to  the  dis- 
turbance for  an  instant  of  the  natural  electricitv  of  the  cham- 
ber  by  the  passage  of  a  large  charge  along  the  outside  of  the 
house. 

The  discharge,  as  has  before  been  stated,  came  from  the 
southwest,  and  in  its  passage  it  crossed  obliquely  some  houses 
on  the  opposite  side  of  the  street.    In  one  of  these,  two  persons 
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were  sensibly  affected  by  the  shock ;  and  another,  in  a  room 
with  the  windows  closed,  according  to  her  own  statement, 
saw  sparks  of  electricity  on  the  floor.  The  same  explanation 
will  also  apply  to  these  effects. 

During  the  same  storm  another  house,*  about  three  miles 
southwest  of  the  village,  was  struck,  and  this  also  was  fur- 
nished with  an  imperfect  conductor.  The  upper  part  of  the 
rod  had  been  broken,  and  it  hung  down,  so  that  no  part 
was  above  the  chimney.  The  lightning  struck  the  eastern 
chimney,  which  was  on  the  end  of  the  house  opposite  to  that 
to  which  the  rod  was  attached,  and  passed  down  the  inside 
of  the  flue  to  the  kitchen  fire-place,  in  which  wood  was  burn- 
ing at  the  time.  It  threw  down  a  great  quantity  of  soot,  filled 
the  lower  rooms  with  smoke,  and  diffused,  according  to  the 
account,  a  strong  smell  of  gunpowder. 

A  part  of  the  charge  passed  to  the  outside  through  the 
thick  stone  wall  which  forms  the  back  of  the  chimney,  and 
was  evidently  attracted  by  the  iron  hoop  of  a  large  cask 
which  was  nearly  against  the  wall.  It  made  a  triangular 
hole,  as  if  the  stone  and  mortar  had  been  burst  outwards  by 
an  explosive  force,  and  this  was  directly  opposite  the  nearest 
part  of  the  hoop.  It  then  descended  along  the  cask  to  the 
ground,  breaking  ofi*  all  the  wooden  hoops  in  its  course, 
while  those  of  iron  were  undisturbed.  The  house  is  about 
sixty  feet  long;  and  from  the  state  of  the  rod  the  greater 
part  of  this  distance  might  be  considered  as  unprotected. 
The  stroke  fell  on  the  end  most  remote  from  the  approaching 
storm,  and  probably  the  lightning  was  drawn  to  this  chimney 
rather  than  the  other  on  account  of  the  heated  air  which  was 
escaping  from  it  at  the  time. 

Effects  were  also  produced  in  this  case  which  can  only  be 
explained  on  the  principles  of  induction.  Three  persons, 
the  man  of  the  house,  his  wife,  and  son,  all  took  refuge  on  a 
bed  in  a  room  separated  from  that  through  which  the  chim- 
ney passes,  and  upwards  of  twenty  feet  from  the  line  of  the 
electrical  discharge.  They  were  all  lying  across  the  bed, 
with  their  feet  hanging  down  the  side,  and  they  each  received 

*  The  dwelling-house  of  Mr.  Henry  Philip. 
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a  shock  in  the  knees  and  lower  joints  of  the  legs.  The  wife 
stated  that  the  feeling  was  precisely  like  that  which  she  had 
experienced  from  a  shock  from  an  electrical  jar.  No  marks 
of  the  entrance  of  any  part  of  the  discharge  from  the  cloud 
were  found  on  the  plastering  or  any  other  parts  of  the  room; 
the  eflTect  can  therefore  only  be  accounted  for  by  a  sudden 
disturbance  of  the  equilibrium  of  the  natural  electricity  of 
the  space  within  the  room. 

The  induction  of  an  electrical  cloud  is  often  exerted  at  an 
astonishing  distance.  It  has  long  been  known  that  a  deli- 
cate gold-leaf  electrometer  is  sometimes  affected  by  the  pres- 
ence of  an  electrical  cloud  immediately  overhead;  but  Dr. 
EUet,  professor  of  chemistry  in  the  college  of  South  Carolina, 
has  informed  him  that  if  one  of  Dr.  Hare's  single-leaf  elec- 
trometers be  furnished  with  a  pointed  metal  rod  attached  to 
the  cap,  and  then  placed  on  the  sill  of  an  open  window  in 
the  upper  story,  the  leaf  will  be  seen  to  touch  the  ball  at  the 
moment  of  a  flash,  although  the  lightning  is  several  miles 
distant. 
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CONTRIBUTIONS  TO  ELECTRICITY  AND  MAGNETISM.    No.  V. 

ON   INDUCTION    FROM   ORDINARY   ELECTRICITY;     AND   ON    THE 

OSCILLATORY   DISCHARGE.* 

(Proceedings  of  the  American  Philosophical  Society,  vol.  ii,  pp.  193-196.) 

June  17,  1842. 

Professor  Henry  presented  the  record  of  a  series  of  experi- 
ments on  induction  from  ordinary  electricity,  as  the  fifth 
number  of  his  Contributions  to  Electricity  and  Magnetism. 
Of  these  experiments  he  gave  an  oral  account,  of  which 
the  following  is  the  substance. 

In  the  third  number  of  his  Contributions  he  had  shown 
on  this  subject:  1.  That  the  discharge  of  a  Leyden  battery 
through  a  conductor,  developed  in  an  adjoining  parallel 
conductor  an  induced  current,  analogous  to  that  which, 
under  similar  circumstances,  is  produced  by  a  galvanic  cur- 
rent. 2.  That  the  direction  of  the  induced  current,  as  indi- 
cated by  the  polarity  given  to  a  steel  needle,  changes  its  sign 
with  a  change  of  distance  of  the  two  conductors,  and  also 
with  a  change  in  the  quantity  of  the  discharge  of  elec- 
tricitv.  3.  That  when  the  induced  current  is  made  to  act 
on  a  third  conductor,  a  second  induced  current  is  developed, 
which  can  again  develop  another,  and  so  on  through  a  series 
of  successive  inductions.  4.  That  when  a  plate  of  metal  is 
interposed  between  any  two  of  the  consecutive  conductors, 
the  induced  current  is  neutralized  by  the  adverse  action  of 
a  current  in  the  plate. 

The  direction  of  the  induced  currents  in  all  the  author's 
('xi)oriments  was  indicated  by  the  polarity  given  to  steel 
needles  enclosed  in  a  spiral,  the  wire  of  which  formed  a  part 
of  the  circuit.  But  some  doubts  were  reasonably  entertained 
of  the  true  indications  of  the  direction  of  a  current  by  this 
means,  since  M.  Savary  had  announced  in  1826,  that  when 
several  needles  are  placed  at  different   distances  above  a 

*[Thc  full  Memoir  was  not  printed  in  the  "  Transactions  of  the  Am.  Philo- 
bophieal  Society."] 


1842]  WRITINGS  OP  JOSEPH  HENRY.  201 

wire  through  which  the  discharge  of  a  Leyden  battery  is 
passed,  they  are  magnetized  in  different  directions,  and  that 
by  constantly  increasing  the  discharge  through  a  spiral, 
several  reversions  of  the  polarity  of  the  contained  needles 
are  obtained. 

It  was  therefore  very  important  before  attempting  further 
advances  in  the  discovery  of  the  laws  of  the  phenomena, 
that  the  results  obtained  by  M.  Savary  should  be  carefully 
studied;  and  accordingly  the  first  experiments  of  the  new 
series  relate  to  the  repetition  of  them.  The  author  first 
attempted  to  obtain  them  by  using  needles  of  a  larger  size, 
Nos.  3,  and  4,  such  as  he  had  generally  employed  in  all 
his  previous  experiments;  but  although  nearly  a  thous- 
and needles  were  magnetized  in  the  course  of  the  experi- 
ments, he  did  not  succeed  in  getting  a  single  change  in  the 
polarity.  The  needles  were  always  magnetized  in  a  direc- 
tion conformable  to  the  direction  of  the  electrical  discharge. 
When  however  very  fine  needles  were  employed  he  did 
obtain  several  changes  in  the  polarity  in  the  case  of  the 
spiral,  by  merely  increasing  the  quantity  of  the  electricity, 
while  the  direction  of  the  discharge  remained  the  same. 

This  anomaly  which  has  remained  so  long  unexplained, 
and  which  at  first  sight  appears  at  variance  with  all  our 
theoretical  ideas  of  the  connection  of  electricity  and  mag- 
netism, was  after  considerable  study  satisfactorily  referred 
by  the  author  to  an  action  of  the  discharge  of  the  Leyden 
jar  which  had  never  before  been  recognized.  The  dis- 
charge, whatever  may  be  its  nature,  is  not  correctly  repre- 
sented (employing  for  simplicity  the  theory  of  Franklin)  by 
the  single  transfer  of  an  imponderable  fluid  from  one  side 
of  the  jar  to  the  other;  the  phenomena  require  us  to  admit 
the  existence  of  a  principal  discharge  in  one  direction,  and  then 
several  reflex  actions  backward  and  forward,  each  more  feeble  than 
the  preceding,  until  the  equilibrium  is  obtained.  All  the  facts 
are  shown  to  be  in  accordance  with  this  hypothesis,  and  a 
ready  explanation  is  afforded  by  it  of  a  number  of  phenom- 
ena which  are  to  be  found  in  the  older  works  on  electricity, 
but  which  have  until  this  time  remained  unexplained. 
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The  same  action  is  evidently  connected  with  the  induction 
of  a  current  on  its  own  conductor,  in  the  case  of  an  open 
circuit,  such  as  that  of  the  Leyden  jar,  in  which  the  two  ends 
of  the  conductor  are  separated  by  the  thickness  of  the  glass. 
And  hence,  if  an  induced  current  could  be  produced  in  this 
case,  one  should  also  be  obtained -in  that  of  a  second  con- 
ductor, the  ends  of  which  are  separated ;  and  this  was  detected 
by  attaching  to  the  ends  of  the  open  circuit  a  quantity  of 
insulated  metal,  or  by  connecting  one  end  with  the  earth. 

The  next  part  of  the  research  relates  to  a  new  examination 
of  the  phenomena  of  the  change  in  the  direction  of  the 
induced  currents,  with  a  change  of  distance,  &c.  These  are 
shown  to  be  due  to  the  fact  that  the  discharge  from  a  jar 
does  not  produce  a  single  induced  current  in  one  direction, 
but  several  successive  currents  in  opposite  directions.  The 
eflfect  on  the  needle  is  principally  produced  by  two  of  these: 
the  first  is  the  more  powerful,  and  in  the  adverse  direction 
with  that  of  the  jar;  the  second  is  less  powerful,  and  in  the 
same  direction  with  that  of  the  jar.  To  explain  the  change 
of  polarity,  let  us  suppose  the  capacity  of  the  needle  to 
receive  magnetism  to  be  represented  by  ±  10,  while  the 
power  of  the  first  induced  current  to  produce  magnetism  is 
represented  by  —  15,  and  that  of  the  second  by  +  12;  then 
the  needle  will  be  magnetized  to  saturation  or  to  —  10,  by 
the  first  induced  current,  and  immediately  afterwards  all 
this  magnetism  will  be  neutralized  by  the  adverse  second 
induction,  and  a  power  of  +  2  will  remain;  so  that  the 
polarity  of  the  needle  in  this  case  will  indicate  an  induced 
current  in  the  same  direction  as  that  of  the  jar.  Next,  let 
the  conductors  be  so  far  separated,  or  the  charge  so  much 
diminished,  that  the  power  of  the  first  current  to  develop 
magnetism  may  be  reduced  to  —  8,  while  that  of  the  second 
current  is  reduced  to  +  6,  the  magnetic  capacity  of  the  needle 
remaining  the  same.  It  is  evident  then  that  the  first  cur- 
rent will  magnetize  the  needle  to  —  8,  and  that  the  second 
current  will  immediately  afterwards  neutralize  6  of  this,  and 
consequently  the  needle  will  retain  a  magnetism  of  —  2,  or 
will  indicate  an  induced  current  in  an  opposite  direction  to 
that  of  the  jar. 
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In  extending  the  researches  relative  to  this  part  of  the 
investigations,  a  remarkable  result  was  obtained  in  regard 
to  the  distance  at  which  inductive  effects  are  produced  by  a 
very  small  quantity  of  electricity;  a  single  spark  from  the 
prime  conductor  of  the  machine,  of  about  an  inch  long, 
thrown  on  the  end  of  a  circuit  of  wire  in  an  upper  room, 
produced  an  induction  suflBciently  powerful  to  magnetize 
needles  in  a  parallel  circuit  of  wire  placed  in  the  cellar 
beneath,  at  a  perpendicujar  distance  of  thirty  feet  with  two 
floors  and  ceilings,  each  fourteen  inches  thick,  intervening. 
The  author  is  disposed  to  adopt  the  hypothesis  of  an  electrical 
plenum^  and  from  the  foregoing  experiment  it  would  appear 
that  the  transfer  of  a  single  spark  is  suflBcient  to  disturb  per- 
ceptibly the  electricity  of  space  throughout  at  least  a  cube  of 
400,000  feet  of  capacty;  and  when  it  is  considered  that  the 
magnetism  of  the  needle  is  the  result  of  the  difference  of  two 
actions,  it  may  be  further  inferred  that  the  diffusion  of 
motion  in  this  case  is  almost  comparable  with  that  of  a  spark 
from  a  flint  and  steel  in  the  case  of  light. 

The  author  next  alludes  to  a  proposition  which  he 
advanced  in  the  second  number  of  his  Contributions,  namely, 
that  the  phenomena  of  dynamic  induction  may  be  referred 
to  the  known  electrical  laws,  as  given  by  the  common  theories 
of  electricity ;  and  he  gives  a  number  of  experiments  to  illus- 
trate the  connection  between  statical  and  dynamical  induc- 
tion. 

The  last  part  of  the  series  of  experiments  relates  to  induced 
currents  from  atmospheric  electricity.  By  a  very  simple 
arrangement,  needles  are  strongly  magnetized  in  the  au thorns 
study,  even  when  the  flash  is  at  the  distance  of  seven  or  eight 
miles,  and  when  the  thunder  is  scarcely  audible.  On  this 
principle,  he  proposes  a  simple  self-registering  electrometer, 
connected  with  an  elevated  exploring  rod. 
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EXPERIMENTS    ON    PHOSPHORESCENCE. 

(Proceedings  of  the  American  Philosophical  Society,  vol.  in,  page  38-44.)* 

May  26,  1848. 

Professor  Henry  presented  a  communication  "  On  Phos- 
phorogenic  Emanation,"  and  illustrated  by  numerous  dia- 
grams the  experiments  which  he  had  made  on  the  subject. 

It  has  long  been  known,  that  when  the  diamond  is  ex- 
posed to  the  direct  light  of  the  sun,  and  then  removed  to  a 
dark  place,  it  shines  with  a  pale  bluish  light,  which  has 
received  the  name  of  phosphorescence.  The  effect  is  not 
peculiar  to  the  diamond,  but  is  common  to  a  long  list  of 
substances,  among  which  the  sulphuret  of  lime  (Homberg^s 
phosphorus)  is  the  most  prominent.  It  is  also  an  old  fact, 
mentioned  by  Canton,  that  the  phosphorescence  is  excited 
by  exposing  the  substance  to  the  light  of  the  electrical  dis- 
charge. 

About  three  years  ago,  M.  Becquerel,  of  the  French  Insti- 
tute, repeated  the  experiment  of  Canton,  and  discovered  the 
remarkable  fact,  that  the  phosphorescence  is  excited  in  a 
very  feeble  degree,  or  not  at  all,  when  a  plate  of  glass  or  mica 
is  interposed  between  the  spark  and  the  sulphuret  of  lime, 
although  the  effect  is  not  apparently  diminished  when  a 
plate  of  rock  crystal  or  one  of  sulphate  of  lime  is  similarly 
interposed.  Or  in  other  words  he  found  that  substances 
equally  transparent  do  not  equally  well  transmit  the  excit- 
ing cause  of  the  phosphorescence.  Hence  the  old  explana- 
tion of  the  glowing  of  the  diamond,  namely,  that  it  is  owing 
to  the  light  which  has  been  absorbed  and  is  again  given  oflf 
in  the  dark,  could  no  longer  be  admitted ;  and  Becquerel 
inferred  from  his  experiments,  that  the  exciting  cause  of  the 

*  [The  title-page  of  vol.  iii,  (comprising  the  proceedings  only  from  May 
25  to  May  30,)  bears  date  1843.  The  proceedings  occupying  a  scries  of  special 
meetings  held  during  the  mornings  and  evenings,  were  appointed  to  com- 
memorate the  hundredth  anniversary  of  the  American  Philosophical  Society : 
and  the  volume  containing  them  was  published  in  advance  of  tlie  preceding 
volume  II.] 
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phosphorescence  was  due  to  an  impression  made  on  the  lime 
by  a  radiation  from  the  electrical  spark,  differing  essentially 
from  light,  and  to  which  he  gave  the  name  of  the  "phospho- 
rogenic  emanation." 

Biot  afterwards  made  a  series  of  experiments  on  the  "per- 
meability "  of  different  substances,  in  reference  to  this  eman- 
ation as  it  exists  in  the  beams  of  the  sun ;  and  still  later, 
Matteucci,  the  clebrated  Italian  experimental  philosopher, 
has  investigated  and  extended  thcsame  subject.  The  younger 
Bccquerel  also  has  published  a  memoir  on  the  constitution 
of  solar  spectrum,  including  its  phosphorogenic  properties. 
From  the  notices  of  the  labors  of  these  savans  on  this 
subject,  as  they  were  adverted  to,  it  appears  that  all  their 
experiments  (with  the  exception  of  those  before  mentioned 
as  made  by  M.  Becquerel)  were  confined  to  the  solar  radia- 
tion, and  consequently  they  do  not  lessen  the  importance 
of  a  careful  examination  of  the  properties  of  the  same  ema- 
nation, as  derived  from  a  different  source,  and  having  a  dif- 
ferent intensitv. 

The  investigations  detailed  in  this  communication  relate 
almost  exclusively  to  the  emanation  as  derived  from  the 
electrical  spark.  The  apparatus  employed  in  the  experi- 
ments was  a  Leyden  jar,  of  the  capacity  of  about  half  a  gal- 
lon ;  and  this  was  charged  each  time,  so  as  to  give  a  spark 
between  the  rounded  ends  of  two  thick  wires  of  about  an 
inch  in  length.  The  sulphuret  of  lime  was  exposed  to  the 
light  of  the  spark  at  different  distances,  in  shallow  leaden 
pans.  The  first  experiments  relate  to  an  examination  of  a 
considerable  number  of  substances,  in  regard  to  their  per- 
meability by  the  emanation.  The  results  of  these,  which 
were  given  at  the  close  of  the  communication,  will  serve  to 
corroborate  the  inference  of  M.  Becquerel,  that  the  exciting 
cause  of  luminous  appearance  of  the  lime  is  not  identical 
with  ordinary  light. 

The  next  experiments  are  in  reference  to  the  propagation 
of  this  emanation.  Two  slits,  of  about  the  one-twelfth  of  an 
inch  wide  and  an  inch  long,  w^ere  made  in  two  screens  of 
sheet  brass,  and  these  slits  were  placed  in  the  same  plane 
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with  the  path  of  the  spark.  After  the  discharge,  the  sulph- 
uret  of  lime  under  the  opening  was  observed  to  be  marked 
with  a  narrow  line  of  light  well  defined  at  its  edges,  and 
shaded  off  at  its  ends  into  a  penumbra ;  the  appearance  be- 
ing precisely  in  accordance  with  the  laws  of  a  radiation  in 
straight  lines  from  a  narrow  line  of  emanation. 

Experiments  were  next  made  to  determine  whether  the 
radiation  of  the  emanation  takes  place  with  the  same  inten- 
sity from  every  point  of  the  length  of  the  spark,  or  whether 
it  is  confined  to  the  two  extremities,  or  the  poles  of  the  dis- 
charging wires.  For  this  purpose  the  slits  were  turned  at 
right  angles  to  their  former  position,  so  that  the  emanation 
could  only  reach  the  lime  from  a  single  point  of  the  spark. 
The  experiments  with  this  arrangement  showed  that  the 
radiation  is  from  each  point  of  the  line  of  the  spark,  but 
that  it  is  much  more  intense  from  the  two  extremities. 
This  curious  result  was  verified  b}'  another  arrangement, 
which  allowed  the  impressions  from  different  points  of  the 
spark  to  be  at  once  compared  with  each  other.  Three  slips 
were  cut  in  a  thick  plate  of  mica,  and  this  was  placed  im- 
mediately above  the  line,  so  that  one  of  the  slits  was  directly 
under  the  end  of  each  wire,  and  the  other  midway  between 
the  other  two.  When  the  discharge  was  passed  over  the 
plate,  the  lime  under  the  middle  slit  exhibited  a  feeble 
phosphorescence  for  two  or  three  seconds,  and  then  became 
dark,  while  that  under  the  slits  at  the  end  of  the  spark  con- 
tinued to  glow  for  more  than  a  minute.  This  effect  did  not 
appear  to  be  due  to  the  diffusion  of  the  spark  at  the  middle 
of  its  course,  since  the  discharge  was  from  a  Leyden  jar,  and 
the  spark  as  is  usual  in  this  case,  appeared  as  a  single  line 
of  light,  of  the  same  intensity  and  width  throughout  its 
whole  length. 

The  phosphorescence  was  excited  at  a  much  greater  dis- 
tance than  was  at  first  thought  possible.  In  a  perfectly  dark 
room,  the  light  was  observed  for  a  few  moments  when  the 
pan  containing  the  lime  was  removed  to  the  distance  of  ten 
feet  from  the  point  of  discharge.  The  intensity  of  the  light 
and  the  time  of  continuance  however  diminished  very 
rapidly  with  an  increase  of  distance. 
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To  determine  whether  the  emanation  obeys  the  laws  of  the 
reflection  of  light,  a  piece  of  common  looking-glass  was  so 
arranged  with  the  path  of  the  spark,  the  slits  in  the  screens, 
and  the  pan  of  lime,  that  the  angle  of  reflection  could  be 
compared  with  the  angle  of  incidence:  but  with  this  ar- 
rangement no  impression  on  the  lime  could  be  obtained ;  the 
want  of  permeability  in  the  glass  apparently  preventing  any 
reflection  from  the  silvered  side  of  the  mirror.  A  plate 
of  polished  black  glass  was  next  used,  so  as  to  get  the  reflec- 
tion from  the  anterior  surface:  the  result  however  was  of 
the  same  negative  character  as  before.  It  would  therefore 
appear,  that  glass  neither  reflects  nor  transmits  the  phos- 
phorogenic  emanation,  except  in  a  very  small  degree. 
When  a  metallic  mirror  was  employed,  a  well  defined  line 
of  light  was  impressed  on  the  lime  from  the  reflected  ema- 
nation, and  from  the  position  of  this  it  was  found  that  the 
two  angles  were  equal. 

The  refraction  and  dispersion  of  the  emanation  were  read- 
ily obtained,  by  employing  for  the  purpose  a  prism  of  rock 
salt,  instead  of  one  of  glass.  The  dispersion  was  shown  by 
the  conversion  of  the  narrow  line  of  light,  by  means  of  the 
prism,  into  a  broad  band. 

The  next  question  was  in  reference  to  the  polarization  of 
the  phosphorogenic  emanation;  and  in  obtaining  a  satisfac- 
tory answer  to  this,  several  difiiculties  were  encountered. 
Attempts  were  first  made  to  polarize  the  beam  by  passing  it 
through  tourmaline;  but  it  was  found  that  this  substance 
is  less  permeable  to  the  emanation  than  even  glass  or  mica. 
Nicol's  polarizing  prisms  were  next  employed,  but  no  im- 
pression could  be  made  on  the  lime  through  two  of  them; 
and  since  the  emanation  is  not  reflected  by  glass,  and  the 
polarization  from  polished  metal  is  very  feeble,  these  sub- 
stances could  not  be  employed  in  the  process.  At  length 
an  indirect  method  was  adopted  which  gave  positive  results. 
This  was  founded  on  an  experiment  of  Melloni,  in  his  in- 
teresting researches  on  radiant  heat.  A  pile  of  exceedingly 
thin  plates  of  mica,  prepared  according  to  the  method  of 
Professor  Forbes,  of  Edinburgh,  was  placed  between  the  spark 
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and  the  pan  containing  the  lime,  with  its  plane  at  rij^ht 
angles  to  the  line  joining  the  middle  of  the  two.  In  this 
position  of  the  pile,  no  impression  was  made  on  the  lime  by 
the  electrical  discharge;  but  when  the  plane  of  the  pile  was 
inclined  to  the  line  just  mentioned,  so  as  to  form  with  it  the 
polarizing  angle,  a  luminous  spot  was  excited. 

By  this  change  of  the  position  of  the  pile,  the  thickness  of 
the  path  to  be  traversed  by  the  phosphorogenic  beam  was 
considerably  lengthened ;  and  yet  the  permeability  was  much 
increased.  This  remarkable  result  could  only  be  the  effect 
of  the  successive  polarization  of  the  several  parts  of  the  beam 
as  they  passed  the  several  films  of  mica,  and  were  thus  pre- 
pared for  a  more  ready  transmission  by  the  succeeding  films. 

After  the  emanation  was  found  to  be  polarizable,  it  was 
important  to  determine  if  the  intensity  of  the  action  on  the 
lime  would  be  diflFerent,  in  case  the  beam  were  transmitted 
through  crystals  in  different  directions  in  reference  to  their 
optical  axis,  but  no  difference  could  be  observed,  when  the 
beam  was  passed  through  crystals  of  carbonate  of  lime,  and 
of  quartz — parallel,  and  perpendicular  to  the  axis. 

From  the  foregoing  results  it  is  evident  that  the  exciting 
cause  of  the  phosphorescence  of  the  sulphuret  of  lime  is  an 
emanation  possessing  the  mechanical  properties  of  light,  and 
yet  so  different  in  other  respects  as  to  prove  the  want  of 
identity.  That  the  same  emanation  also  differs  from  heat  is 
manifest  from  the  fact  that  the  lime  becomes  as  luminous 
under  a  plate  of  alum  as  under  a  plate  of  rock  salt,  although 
these  substances  are  almost  entirely  opposite  in  their  prop- 
erty of  transmitting  heat. 

Some  experiments  were  also  made  to  compare  the  phos- 
phorogenic emanation  with  the  chemical  radiation.  For 
this  purpose  a  sensitive  daguerreotype  plate  and  a  pan  of 
sulphuret  of  lime  were  exposed  together  to  the  light  of  the 
sky  for  five  seconds.  The  plate  by  this  exposure  was  marked 
with  a  photograpic  impression,  but  little  or  no  effect  was 
produced  on  the  lime.  Another  sensitive  plate  and  the  same 
pan  of  lime  were  similarly  exposed  to  the  light  of  an  elecr 
trical  discharge;  the  lime  was  now  observed  to  glow,  wliile 
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no  impression  was  produced  on  the  plate.  When  however 
the  plate  was  exposed  very  near  to  a  succession  of  sparks, 
continued  for  ten  minutes,  with  a  plate  of  mica  interposed, 
an  impression  was  made. 

The  sulphuret  of  lime  was  also  exposed  for  several  min- 
utes to  the  direct  light  of  the  full  moon,  without  any 
phosphorescent  effect.  A  sensitive  plate,  similarly  exposed, 
according  to  the  statement  of  Dr.  Draper,  receives  a  photo- 
graphic impression.  These  experiments,  although  not  suffi- 
ciently extensive,  appear  to  indicate  that  the  phosphorogenic 
emanation  is  distinct  from  the  chemical,  and  that  it  exists 
in  a  much  greater  quantity  in  the  electrical  spark  than  either 
the  luminous  or  the  chemical  emanation. 

Professor  Henry  remarked  that  in  considering  these  ema- 
nations as  distinct,  he  had  reference  only  to  the  classification 
of  the  phenomena,  for  if  they  be  viewed  in  accordance  with 
the  undulatory  hypothesis  they  may  all  be  considered  as  the 
results  of  waves,  differing  in  length  and  amplitude,  and 
possibly  also  slightly  differing  in  the  direction  of  vibration. 

The  phosphorescence  of  the  lime  may  also  be  excited  by 
exposure  to  the  light  of  a  burning  coal,  and  in  this  case  the 
emanation  is  also  screened  by  a  plate  of  mica.  It  was  also 
found  that  the  magneto-electrical  spark  from  a  surface  of 
mercury  excites  the  luminous  condition  of  the  sulphuret, 
and  it  has  long  been  known  that  heat,  applied  to  the  bottom 
of  the  vessel  containing  the  article,  produces  the  same  effect. 

To  determine  whether  the  phosphorescence  could  be  excited 
by  electro-dynamic  induction,  a  quantity  of  the  sulphuret 
was  placed  between  two  plates  of  quartz,  and  a  covered  cop- 
per wire  was  wound  around  the  whole,  so  that  the  lime 
occupied  the  axis  of  a  spiral.  But  when  a  discharge  of  elec- 
tricity was  passed  through  the  wire  the  lime  gave  no  indica- 
tions of  phosphorescence;  the  same  negative  result  was  also 
obtained  when  the  sparks  were  passed  through  tlie  bottom  of 
the  leaden  pan. 

It  has  been  supposed  that  the  phosphorescence  of  the  lime 
is  due  to  the  disturbance  of  the  electricity  of  the  mass  of  the 
substance,  and  the  continuance  of  the  light  to  the  subse- 
14 
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quently  slow  restoration  of  the  equilibrium.  The  result 
however  of  the  following  experiment  would  seem  to  be  at 
variance  with  this  explanation.  The  lime  was  thrown  into 
a  tumbler  of  water,  and  sank  to  the  bottom,  but  in  this  situa- 
tion, when  the  spark  was  passed  over  the  surface  of  the 
liquid,  it  became  as  luminous  and  the  eflFect  appeared  to 
remain  as  long  as  when  the  exposure  took  place  in  the  air. 

The  author  stated  that  some  of  the  experiments  described 
by  him  can  be  repeated  with  common  chalk,  although  it  is 
not  as  sensitive  as  the  sulphuret  of  lime.  Some  pieces  of  it 
however  become  luminous  at  a  considerable  distance,  and  it 
is  not  improbable  that  the  chalk  cliffs  of  England  are  some- 
times rendered  phosphorescent  by  flashes  of  lightning  during 
a  thunder  storm. 

But  the  substance  which  gives  the  most  brilliant  light, 
although  the  light  does  not  continue  so  long,  and  is  not  as 
easily  excited  as  that  from  the  lime,  is  the  sulphate  of  potassa. 
When  exposed  to  the  discharge  of  a  jar  highly  charged,  at 
the  distance  of  a  few  inches  below  the  spark,  it  glows  for  a 
few  seconds  with  a  beautiful  azure  light;  and  as  this  salt  is 
not  readilj^  acted  on  by  liquids,  it  was  usied  to  determine  the 
permeability  of  different  substances,  by  placing  a  crystal  of 
the  salt  in  tlio  liquid  to  bo  tested. 

It  has  long  boon  known  that  the  sulphate  of  potassa  often 
omits  flashes  of  light  during  the  progress  of  its  crystallization ; 
and  it  is  ]>robablo  that  other  substances,  which  are  known 
to  onui  V\^\\i  under  the  same  circumstances,  may  also  bo 
ivmloivd  plu>splu>i\^scent  at  a  distance  by  the  electricnl 
omauation, 

Tho  following  is  a  list  of  the  substances  which  have  been 
oxanuuinl  by  Professor  Henry,  with  reference  to  their  per- 
n\oability  by  tho  j^hosphorogenic  emanation  : 

TRANSPARENT   SOLIDS. 

Pet^mcable. 

Uw  Sulphate  of  baryta, 

Sulphate  of  lime,  Sulphate  of  potassa. 

Quarts,  Sulphate  of  soda, 
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TRANSPARENT  SOLIDS.      (CONTINUED.) 

PerfneabU. 

Borax,  Alum, 

Citric  acid,  Horn  (pellucid), 

Rochelle  salt,  Wax,        do. 
Common  salt, 

Imperfeetly  permeable* 

Tourmaline,  Tartaric  acid, 

Mica,  Hyposulphate  of  soda, 

Flint  glass,  Copal, 

Crown  glass,  Camphor. 

Saltpetre, 

TRANSPARENT  LIQUIDS. 
Pei*meable. 

Water,  Sulphate  of  magnesia. 

Solution  of  alum,  Nitrate  of  ammonia,     * 

Solution  of  ammonia.  And  all  weak  solutions. 

Imperfectly  permeable. 

Muriatic  acid,  Arsenious  acid, 

Sulphuric  acid,  Ammonia, 

Nitric  acid.  Spirits  of  turpentine, 

Phosphoric  acid.  Alcohol, 

Sulphate  of  zinc.  Ether, 

Sulphate  of  lead,  Oil  of  aniseed, 

Acetate  of  zinc,  Acetate  of  lead. 
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ON  A  METHOD  OP  DETERMINING  THE  VELOCITY  OF  PROJECTILES. 

(Proceedings  of  the  American  Philosophical  Society,  vol.  iii,  pp.  165-167.)* 

May  80,  1843. 

Professor  Henry  read  a  communication  "  On  a  New  Method 
of  determining  the  Velocity  of  Projectiles." 

The  new  method  proposed  by  the  author,  consists  in 
applying  the  instantaneous  transmission  of  an  electrical 
action,  to  determine  the  time  of  the  passage  of  the  ball 
between  two  screens,  placed  at  a  short  distance  from  each 
other,  in  the  path  of  the  projectile.  For  this  purpose  the 
observer  is  provided  with  a  revolving  cylinder,  moved  by 
clock-work  at  the  rate  of  at  least  ten  turns  in  a  second;  and 
of  which  the  convex  surface  is  divided  into  a  hundred  equal 
pasts,  each  part  therefore  indicating  in  the  revolution  the 
thousandths  part  of  a  second.  Close  to  the  surface  of  this 
cylinder  which  revolves  horizontally,  are  placed  two  galva- 
nometers, one  at  each  extremity  of  a  diameter,  the  needles 
of  these  being  furnished  at  one  end  with  a  pen  for  making 
a  dot  with  printers'  ink  on  the  revolving  surface. 

To  give  motion  to  the  needles  at  the  proper  "moment,  each 
galvanometer  is  made  to  form  a  part  of  the  circuit  of  a  gal- 
vanic current,  which  is  completed  by  a  long  copper  wire 
passing  to  one  of  the  screens,  and  crossing  it  several  times, 
so  as  to  form  a  grating,  through  which  the  ball  cannot  pass 
without  breaking  the  wire,  and  thus  stopping  the  current. 
During  the  continuance  of  the  galvanic  action,  the  marking 
end  of  the  needle  is  turned  from  the  revolving  cylinder  a 
few  degrees,  and  pressed  immovably  against  a  ** steady  pin" 
by  the  well  known  deflecting  power  of  the  electrical  current; 
but  the  moment  the  current  is  stopped  by  the  breaking  of 
the  long  conductor,  in  the  passage  of  the  ball  through  the 
screen,  the  marking  end  of  the  needle  is  projected  against 
the  cylinder  by  the  action  of  a  fine  spiral  spring,  similar  to 

*  [Re-printed  in  Walker's  Electrical  Magazine,  1845,  vol.  i,  pp.  850-352.] 
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the  hair  spring  of  a  watch,  coiled  around  the  centre  pin 
which  supports  the  needle,  and  having  an  elastic  force  a 
little  less  than  the  deflecting  power  of  the  electrical  current. 
The  relative  position  of  the  dots  thus  formed  gives  the  time 
of  the  passage  of  the  ball  through  the  space  between  the 
screens,  and  indicates  the  velocity  at  this  part  of  the  course. 

The  degree  of  deflection  of  the  needle  can  be  increased  or 
diminished  by  turning  a  screw,  which  alters  the  position  of 
the  "steady  pin,"  and  the  tension  of  the  spiral  spring  can 
also  be  changed  by  an  arrangement  like  that  of  the  regu- 
lator of  a  watch. 

In  order  that  the  position  of  the  dots  on  the  surface  of  the 
cylinder  may  exactly  indicate  the  required  interval  of  time, 
it  is  necessary  that  the  time  occupied  by  each  needle  in 
starting  from  rest  and  moving  across  the  small  arc  to  strike 
against  the  cylinder,  should  be  precisely  equal.  If  this  be 
not  the  case,  then  the  difference  of  these  times  will  be  the 
error  of  the  instruments.  This  must  however  be  exceed- 
ingly small,  since  the  whole  range  of  the  end  of  the  needle 
need  not  be  more  than  the  one-twentieth  of  an  inch — and  the 
precise  amount  of  error  can  readily  be  determined  by  ex- 
periment. 

To  adjust  the  apparatus  for  use,  the  galvanometers  must 
be  so  placed  that  the  two  dots,  may  be  impressed  on  the 
cylinder,  diametrically  opposite  each  other  when  the  instru- 
ment is  at  rest.  The  cylinder  being  then  put  in  motion,  the 
two  circuits  of  long  wire  are  placed  together,  so  that  they 
can  be  broken  at  the  same  instant  by  lifting  a  wire  common 
to  both  from  a  cup  of  mercury.  If,  after  breaking  the  cir- 
cuits, the  dots  are  still  found  in  the  same  relative  position, 
no  further  adjustment  or  correction  will  be  required:  but  if 
this  is  not  the  case,  then  the  springs  may  be  altered  until 
the  dots  are  found  in  their  proper  positions;  or  the  diff^er- 
ence  may  be  noted,  and  this  constantly  applied  in  each 
actual  experiment  as  an  index  error. 

To  prevent  the  dot  from  the  first  galvanometer  being  con- 
founded with  that  from  the  second,  the  two  instruments  are 
placed  one  below  the  other  in  different  horizontal  planes. 
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In  order  that  the  pen  may  not  describe  a  line  on  the 
cylinder,  re-entering  into  itself,  and  thus  obliterate  the  dot 
first  impressed,  it  may  be  found  necessar}'-  to  give  the 
cylinder  a  slow  ascending  motion,  so  that  a  spiral  instead  of 
a  circle  would  be  marked  on  its  surface.  A  chronometer  for 
measuring  minute  portions  of  time,  with  a  motion  of  this 
kind  is  described  in  Young's  Natural  Philosophy ,  vol.  i, 
page  191. 

To  prevent  agitations  of  the  air,  the  whirling  apparatus 
with  the  galvanometer  may  be  placed  in  the  vacuum  of  an 
air  pump;  and  that  part  of  the  conducting  wire  which 
crosses  the  screen  may  be  separated  at  each  crossing,  the 
ends  being  again  united  by  slightly  twisting  tliem  together, 
and  the  conduction  being  preserved  by  proper  amalgama- 
tion, so  that  the  force  necessary  to  break  the  circuit  may  not 
sensibly  lessen  the  velocity  of  the  ball. 


Various  other  methods  may  be  devised  for  impressing  a 
mark  on  the  revolving  cylinder,  at  the  moment  of  the 
rupture  of  the  galvanic  current  by  the  passage  of  the  ball 
through  the  screen.  But  the  following,  which  has  suggested 
itself  to  Professor  Henry  since  the  meeting  of  the  Society, 
and  has  been  communicated  by  him  to  the  Reporter,  may 
be  regarded  as  among  the  best.  It  dispenses  with  the  gal- 
vanometers, and  produces  the  mark  by  a  direct  electrical 
action. 

A  part  of  the  long  wire  which  leads  to  the  screen  is  coiled 
around  a  bundle  of  soft  iron  wire;  and  over  this  is  coiled 
another  long  wire,  so  as  to  produce  an  intense  secondary 
current,  on  the  principle  of  the  common  coil  machine.  One 
extremity  of  the  secondary  circuit  is  connected  with  the 
axis  of  the  cylinder,  and  the  other  is  made  to  terminate 
almost  in  contact  with  the  revolving  surface,  which  in  this 
modification  of  the  instrument  is  surrounded  by  a  ruled  or 
graduated  paper.  It  is  obvious  that  the  secondary  current 
which  is  induced  by  the  interruption  of  the  primary  circuit, 
will  pierce  or  mark  the  paper  baud  at  the  moment  of  the 
screen  being  broken.    There  is  no  difficulty  in  effecting 
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such  a  current  of  suflBcient  intensity  to  mark  the  paper, 
since  in  some  of  his  experiments  on  induction,  he  has  devel- 
oped one  which  gave  a  spark  between  a  point  and  a  surface 
of  nearly  a  fourth  of  an  inch  in  length. 

The  terminal  points  of  the  wires  from  the  two  screens 
may  be  placed  very  near  each  otlier  in  the  same  horizontal 
plane:  if  then  the  cylinder  revolving  horizontally  has  at 
the  same  time  a  slow  ascending  motion,  the  relative  position 
of  the  dots  on  the  paper  will  give  the  number  of  whole 
turns  and  parts  of  a  turn,  made  by  the  cylinder  while  the 
ball  is  passing  between  the  two  screens.  In  the  same  way 
the  terminal  points  of  w^res  from  a  number  of  different 
pairs  of  screens  may  be  made  to  impress  their  marks  on  the 
surface  of  the  same  cylinder,  and  the  velocity  of  the  ball  at 
the  different  points  of  its  path  may  in  this  way  be  deter- 
mined by  a  single  experiment. 


on  the  application  of  the  thermo-galvanometer  to 

mete:orology,  etc. 

(Proceedings  of  the  American  Philosophical  Society,  vol,  ly,  pp.  22,  28.)* 

November  3,  1848. 

Professor  Henry  made  an  oral  communication  in  regard 
to  the  application  of  Melloni's  thermo-electric  apparatus  to 
meteorological  purposes,  and  explained  a  modification  of 
the  parts  connected  with  the  pile,  to  which  he  had  been  led 
in  the  course  of  his  researches.  He  had  found  the  vapors 
near  the  horizon  powerful  reflectors  of  heat;  but  in  the  case 
of  a  distant  thunderstorm  he  had  found  that  the  cloud  was 

colder  than  the  adjacent  blue  space. 

■ 

*  [The  title-page  of  vol.  iv,  (comprising  the  proceedings  from  June,  1848, 
to  December,  1847,)  bears  date  1847-1 
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Theory  of  the  discharge  of  the  Leydenjar. 

Referring  to  the  theory  of  the  discharge  of  the  Leyden  jar, 
which  he  had  submitted  to  the  Society  some  time  since,* 
Professor  Henry  examined  some  apparent  objections  to  it, 
resulting  from  the  researches  of  Matteucci.  The  eflTect  pro- 
duced on  the  galvanometer  by  the  discharge  of  a  battery  is 
due  to  the  retardation  of  the  lesser  waves  of  electricity,  a  fact 
which  indicates  the  cause  of  Matteucci's  results,  when  a  card 
was  pierced  by  the  currents  induced  in  a  neighboring  wire 
conductor  forming  an  open  circuit. 

The  speaker  described  several  experiments  on  the  direct 
and  return  stroke,  showing  that  equilibrium  was  restored 
by  the  same  succession  of  oscillations;  large  and  small 
needles  placed  in  spirals  forming  part  of  an  electrical  circuit, 
being  magnetized  in  different  directions.  The  disturbance  of 
the  electrical  plenum  by  a  discharge  of  electricity  was  referred 
to  as  explanatory  of  the  induction  which  takes  place,  and 
the  subject  was  applied  to  the  explanation  of  various  phe- 
nomena; among  others,  the  light  appearing  in  well  authen- 
ticated cases  about  persons  and  objects  in  the  neighborhood 
of  a  discharge  of  lightning  in  its  direct  passage,  and  sugges- 
tions were  made  as  to  the  most  eflTectual  mode  of  protecting 
powder  houses,  etc.,  from  the  effects  of  lightning. 

Professor  Henry  examined  in  the  same  connection  whether 
currents  or  ordinary  electricity  pass  actually  at  the  surface, 
or  like  galvanic  electricity,  through  the  mass  of  the  conductor, 
and  he  concluded  that  the  law  of  conduction  developed  by 
Ohm  cannot  apply  to  the  case  of  surface  passages,  as  these 
are  indicative  of  ordinary  electricity. 

*  Contributions  No.  V,  June  17,  1842. 
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ON  THE  COHESION  OP  LIQUIDS. 

(Prooeedingfl  of  the  American  Philosophical  Society,  vol.  it,  pp.  56,  57.) 

April  5,  1844. 

Professor  Henry  made  a  verbal  communication  relative  to 
"the  cohesion  of  liquids." 

He  stated  that  very  erroneous  ideas  are  given  as  to  the 
constitution  of  matter  in  the  ordinary  books  on  Natural 
Philosophy.  The  passage  of  a  body  from  a  solid  to  a  liquid 
state  is  generally  attributed  to  the  neutralization  of  the 
attraction  of  cohesion  by  the  repulsion  of  the  increased 
quantity  of  heat,  the  liquid  being  supposed  to  retain  a  small 
portion  of  its  original  attraction,  which  is  shown  by  the 
force  necessary  to  separate  a  surface  of  water  from  water,  in 
the  well  known  experiment  of  a  plate  suspended  from  a  scale 
beam  over  a  vessel  of  the  liquid.  It  is  however  more  in 
accordance  with  all  the  phenomena  of  cohesion  to  suppose, 
instead  of  the  attraction  of  the  liquid  being  neutralized  bj' 
the  heat,  that  the  effect  of  this  agent  is  merely  to  neutralize 
the  polarity  of  the  molecules  so  as  to  give  them  perfect  free- 
dom of  motion  around  every,  imaginable  axis.  The  small 
amount  of  cohesion  (53  grains  to  the  square  inch)  exhibited 
in  the  foregoing  experiment,  is  due,  according  to  the  theory 
of  capillarity  of  Young  and  Poisson,  to  the  tension  of  the 
exterior  film  of  the  surface  of  water  drawn  up  by  the  eleva- 
tion of  the  plate.  This  film  gives  way  first,  and  the  strain 
is  thrown  on  an  inner  film,  which  in  turn  is  ruptured,  and 
so  on  until  the  plate  is  entirely  separated,  the  whole  effect 
being  similar  to  that  of  tearing  water  apart  atom  by  atom. 

Reflecting  on  this  subject,  he  had  thought  that  a  more 
correct  idea  of  the  magnitude  of  the  molecular  attraction 
might  be  obtained  by  studying  the  tenacity  of  a  more 
viscid  liquid  than  water.  For  this  purpose  he  had  recourse 
to  soap-water,  and  attempted  to  measure  the  tenacity  of  this 
liquid  by  means  of  weighing  the  quantity  of  water  which 
adhered  to  a  bubble  of  this  substance  just  before  it  burst, 
and  by  determining  the  thickness  of  the  film  from  an  obser- 
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vation  of  the  color  it  exhibited  in  comparison  with  Newton's 
scale  of  thin  plates.  Although  experiments  of  this  kind 
could  only  furnish  approximate  results,  yet  they  showed  that 
the  molecular  attraction  of  water  for  water,  instead  of  being 
only  about  53  grains  to  the  square  inch,  is  really  several 
hundred  pounds,  and  is  probably  equal  to  that  of  the  attrac- 
tion between  the  molecules  of  ice.  The  eflFect  of  dissolving 
the  soap  in  the  water  is  not  (as  might  at  first  appear,)  to 
increase  the  molecular  attraction,  but  to  diminish  the  mo- 
bility of  the  molecules,  and  thus  to  render  the  liquid  more 
viscid. 


ON  THE  COHESION  OF  LIQUIDS.      (CONTINUED.) 
(Proceedings  of  the  American  Philosophical  Society,  vol.  it,  pp.  84,  85.) 

May  17,  1844. 

Professor  Henry  made  a  second  communication  on  the 
subject  of  cohesion. 

He  had  prosecuted  his  experiments  on  the  soap-bubble  to  a 
further  extent,  and  had  arrived  at  a  number  of  results  which 
appeared  to  him  of  some  interest  in  reference  to  capillarity, 
a  subject  which  had  given  rise  to  a  greater  diversity  of 
opinion  than  any  other  part  of  natural  philosophy.  As  an 
evidence  of  its  present  unsettled  state,  he  mentioned  the  fact 
that  the  last  edition  of  the  Encyclopcedia  Britannica  con- 
tained two  articles  on  this  subject  under  different  names; 
one  by  Dr.  Young,  and  the  other  by  Mr.  Ivory,  which  ex- 
plain the  phenomena  on  entirely  different  physical  prin- 
ciples. 

According  to  the  theory  of  Young  and  Poisson,  many  of 
the  phenomena  of  liquid  cohesion,  and  all  those  of  capillar- 
ity, are  due  to  a  contractile  force  existing  at  the  free  surface 
of  the  liquid,  and  which  tends  in  all  cases  to  urge  the  liquid 
in  the  direction  of  the  radius  of  curvature  towards  the 
centre,  with  a  force  inversely  as  this  radius.  According  to 
this  theory  the  spherical  form  of  a  dew  drop  is  not  the  eflFect 
of  the  attraction  of  each  molecule  of  the  water  on  every 


1844]  WRITINGS  OF  JOSEPH   HENRY.  219 

other,  as  in  the  action  of  gravitation  in  producing  the  glob- 
ular form  of  the  planets,  (since  the  attraction  of  cohesion 
extends  only  to  an  unappreciable  distance,)  but  is  due  to  the 
contractile  force  which  tends  constantly  to  enclose  the  given 
quantity  of  water  within  the  smallest  surface,  namely  that 
of  a  sphere.  Professor  Henry  finds  a  contractile  force  per- 
fectly similar  to  that  assumed  b)'  this  theory  in  the  surface 
of  the  soap-bubble;  indeed,  the  bubble  may  be  considered 
a  drop  of  water  with  the  internal  liquid  removed,  and  its 
place  supplied  by  air.  The  spherical  form  in  the  two  cases 
is  produced  bj'  the  operation  of  the  same  cause.  The  con- 
tractile force  in  the  surface  of  the  bubble  is  easily  shown  by 
blowing  a  large  bubble  on  the  end  of  a  wide  tube,  say  an 
inch  in  diameter;  as  soon  as  the  mouth  is  removed,  the  bub- 
ble will  be  seen  to  diminish  rapidly,  and  at  the  same  time 
quite  a  forcible  current  of  air  will  be  blown  through  the  tube 
against  the  face.  This  eflfect  is  not  due  to  the  ascent  of  the 
heated  air  from  the  lungs  with  which  the  bubble  was  in- 
flated, for  the  same  eflfect  is  produced  by  inflating  with  cold 
air,  and  also  when  the  bubble  is  held  perpendicularly  above 
the  face,  so  that  the  current  is  dow^nward. 

Many  experiments  were  made  to  determine  the  amount 
of  this  force,  by  blowing  a  bubble  on  the  larger  end  of  a 
glass  tube  in  the  form  of  the  letter  U,  and  partially  filled 
with  water;  the  contractile  force  of  the  bubble,  transmitted 
through  the  enclosed  air,  forced  down  the  water  in  the 
larger  leg  of  the  tube,  and  caused  it  to  rise  in  the  smaller. 
The  diflFerence  of  level  observed  by  means  of  a  microscope, 
gave  the  force  in  grains  per  square  inch,  derived  from  the 
known  pressure  of  a  given  height  of  water.  The  thickness 
of  the  film  of  soap  water  which  formed  the  envelope  of  the 
bubble,  was  estimated  as  before  by  the  color  exhibited  just 
before  bursting.  The  results  of  these  experiments  agree 
with  those  of  weighing  the  bubble,  in  giving  a  great  inten- 
sity to  the  molecular  attraction  of  the  liquid,  equal  at  least 
to  several  hundred  pounds  to  the  square  inch.  Several 
other  methods  were  employed  to  measure  the  tenacity  of 
the  film,  the  general  results  of  which  were  the  same;  the 
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numerical  details  of  these  are  reserved  however  until  the 
experiments  can  be  repeated  with  a  more  delicate  balance. 

The  comparative  cohesion  of  pure  water  and  soap  water 
was  determined  by  the  weight  necessary  to  detach  the  same 
plate  from  each ;  and  in  all  cases  the  pure  water  required 
the  greater  force.  The  want  of  permanency  in  the  bubble 
of  pure  water  is  therefore  not  due  to  feeble  attraction,  but 
to  the  perfect  mobility  of  the  molecules,  which  causes  the 
equilibrium,  as  in  the  case  of  the  arch  without  friction  of 
parts,  to  be  destroyed  by  the  slightest  extraneous  force. 

Several  other  experiments  with  films  of  soap  water  were 
also  described,  which  afford  striking  illustrations  of  the 
principles  of  capillarity,  and  which  apparently  have  an  im- 
portant bearing  on  the  whole  subject  of  cohesion.* 


ON  THE  ORIGIN  AND  CLASSIFICATION  OF  THE  NATURAL  MOTORS. 
(ProceediDgs  of  the  American  Philosophical  Society,  vol.  lY,  pp.  127-129.) 

December  20,  1844. 

Professor  Henry  made  an  oral  communication  in  r^ard 
to  some  speculations  in  which  he  had  indulged  relative  to 
the  classification  and  origin  of  mechanical  power. 

He  stated  that  he  was  indebted  for  the  origin  of  this  train 
of  thought  to  some  remarks  made  by  Mr.  Babbage  in  his 
work  on  the  economy  of  machinery,  and  to  the  late  researches 
of  the  German  and  French  chemists  on  the  subject  of  vital 
chemistry;  indeed  all  the  views  contained  in  the  communi- 
cation might  perhaps  be  found  in  detached  portions  in 
different  works,  but  he  believed  that  they  had  never  before 
been  brought  together  and  presented  as  a  whole. 

He  defined  mechanical  power  to  be  that  which  is  capable 
of  overcoming  a  constant  resistance,  and  of  producing  a  con- 
tinued motion;  or  in  the  language  of  the  engineer,  it  is  that 
which  can  be  employed  to  "do  work."    It  is  here  used  in  a 

^[Reprinted  in  Silliman's  American  Journal  of  Science,  October,  1844. 
Vol.  XLViii,  pp.  215-217.  Also  in  the  London  and  Edinburgh  Philosophi- 
cal Magazine,  June,  1845.     Vol.  xxvi,  pp.  541-543.] 
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more  restricted  sense  than  force,  which  is  applied  as  a  more 
general  term,  to  whatever  tends  to  produce  or  resist  motion. 
The  following  list  of  mechanical  powers  he  believed  would 
be  found  to  include  all  the  prime  movers  employed  at  the 
present  time,  either  directly  or  indirectly,  in  producing 
mechanical  changes  in  matter,  and  all  these  could  be  referred 
to  two  sources: 

{Water  power  "J 
Tide  power     y  Referable  to  celestial  disturbance. 
Wind  power  J 

r  Steam  and  other  powers  ^  Referable  to  that  which 
Class  2d  -j  developed  by  combustion.  V     is  called  vital  or  or- 
( Animal  power.  J      ganic  action. 

These  natural  motive  principles  are  not  always  directly 
employed  in  producing  work,  but  are  sometimes  used  to 
develop  other  power  by  disturbing  the  natural  equilibrium 
of  other  forces,  and  in  this  way  they  give  rise  to  a  class  of 
mechanical  motors  which  may  be  called  intermediate  powers. 
It  will  bo  evident  on  a  little  reflection  that  the  forces  of 
gravity,  cohesion  and  chemical  attraction,  with  those  of  the 
"  imponderable"  agents  of  jiature,  so  far  as  they  belong  to  the 
earth,  all  tend  to  produce  a  state  of  sttible  or  permanent 
equilibrium  at  the  surface  of  our  planet — that  in  all  cases 
before  the  energies  of  these  forces^can  be  exhibited,  the  dis- 
turbing effect  of  some  extraneous  force  is  required,  hence 
these  principles  in  themselves  are  not  the  primary  sources  of 
power,  but  are  merely  secondary  agents  in  producing 
mechanical  effects,  or  in  other  words  it  will  be  found  that 
while  the  approximate  source  of  every  power  is  the  force 
exerted  by  matter  in  its  passage  from  an  unstable  to  a  stable 
statQ  of  equilibrium,  yet  in  all  cases  it  may  be  referred  beyond 
this  to  a  force  which  disturbed  a  previously  existing  quies- 
cence. As  an  example  we  may  take  the  case  of  water  power, 
in  which  the  mechanical  effects  are  approximately  due  to  the 
return  of  the  water  to  a  state  of  stable  equilibrium  on  the 
surface  of  the  ocean,  but  the  cause  of  the  continued  motion 
is  the  force  which  produced  the  original  disturbance,  and 
which  elevates  the  liquid  in  the  form  of  vapor.    Also  in  the 
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phenomena  of  combustion  the  immediate  source  of  the  power 
evolved  in  the  form  of  heat,  is  the  passage  from  an  unstable 
state  into  one  of  stable  combination  of  the  carbon  and  hy- 
drogen of  the  fuel  and  the  oxygen  of  the  atmosphere,  but 
this  power  may  ultimately  be  resolved  into  the  force  which 
caused  the  separation  of  these  elements  from  their  previous 
combination  in  the  state  of  carbonic  acid  and  water. 

Now  the  only  forces  of  any  importance  which  operate  at 
the  surface  of  the  earth  to  counteract  the  tendency  to  a  gen- 
eral state  of  stable  equilibrium  are  those  derived  from  two 
sources,  namely,  cdestial  disturbance,  and  what  is  called  vital 
auction;  and  hence  all  mechanical  power,  as  well  as  all  activity 
on  the  surface  of  the  globe,  may  be  referred  to  these  two 
sources.  The  onty  exception  to  this  generalization  is  the 
comparatively  limited  eflFect  of  volcanic  action,  which  is  a 
power,  from  whatever  source  it  may  be  derived,  that  must 
tend  to  exhaust  itself. 

Thus  far  the  author  considered  his  conclusions  founded 
on  well-established  physical  law,  and  perhaps  here  the  true 
spirit  of  inductive  philosophy  would  admonish  him  to  stop ; 
but  they  who  are  disposed  to  continue  the  speculation,  and 
to  consider  the  results  of  the  late  researches  of  the  German 
and  French  chemists  as  well-established  truths,  may  extend 
the  generalization  so  as  t©  reduce  all  mechanical  motion  on 
the  surfiace  of  the  earth  to  a  source  from  without.  Thus,  ac- 
cording to  Liebig,  Dumas  and  Boussingault,  the  mechanical 
power  exerted  by  animals  is  due  to  the  passage  of  organized 
matter  in  the  body  from  an  unstable  to  a  stable  equilibrium  ; 
and  as  this  matter  is  derived  in  an  unstable  state  from  vege- 
tables, and  the  elements  of  these  again  from  the  atmosphere, 
it  would  therefore  appear  to  follow,  that  animal  power  is 
referable  to  the  same  sources  as  that  from  the  combustion  of 
fuels,  namely,  the  original  force  which  separates  the  elements 
of  the  plants  from  their  stable  and  original  combination  wuth 
the  oxygen  of  the  atmosphere.  But  what  is  this  power  which 
furnishes  the  plant  with  the  material  of  its  growth  ?  Is  it 
due  to  a  constantly  created  vital  power;  or  since  its  eflfects 
are  never  directly  exhibited  but  in  the  presence  of  light,  may 
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not  the  opinion  of  many  chemists  of  the  present  day  be 
adopted,  namely,  that  it  is  due  to  the  decomposing  energy 
of  the  sun's  rays,  which  are  found  to  exhibit  a  wonderful 
decomposing  effect  in  cases  where  no  vital  phenomena  arc 
present. 

If  this  hypothesis  be  adopted,  it  must  be  supposed  that 
vitality  is  that  mysterious  principle  which  propagates  a  form 
and  arranges  the  atoms  of  organizable  matter,  while  the 
power  with  which  it  operates,  as  well  as  that  developed  by 
the  burning  fuel  and  the  moving  animal,  is  a  separate  force, 
derived  from  the  divellent  power  of  the  sunbeam.  It  is 
true  that  this  is  as  yet  little  more  than  a  mere  hypothesis, 
and  as  such  forms  no  part  of  positive  science,  but  it  appears 
to  be  founded  on  a  clear  physical  analogy,  and  may  there- 
fore form  the  basis  of  definite  philosophical  research. 
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ON  A  PECULIAR  ACTION  OF  FIRE  ON  IRON  NAILS. 
(Proceedings  of  the  American  Philosophical  Society,  vol.  it,  p.  178.) 

June  20,  1845. 

[Dr  Patterson  exhibited  a  mass  of  nails  melted  together  at 
the  fire  in  Pittsburg,  presenting  a  series  of  united  tubes.] 

Professor  Henry  stated  that  he  had  received  a  similar  mass 
from  the  New  York  fire,  and  found  that  the  action  of  the  fire 
had  changed  the  nails  to  a  certain  depth,  leaving  a  core  un- 
changed, which  had  afterwards  fallen  or  been  drawn  out, 
leaving  the  hollow  tube. 


OBSERVATIONS  ON  THE  RELATIVE  RADIATION  OF  THE  SOLAR 

SPOTS. 

(Proceedings  of  the  American  Philosophical  Society,  vol.  iy,  pp.  173«176.) 

June  20,  1845. 

Professor  Henry  made  a  verbal  communication  of  a  series 
of  experiments  made  by  himself  and  Professor  Alexander, 
relative  to  the  spots  on  the  sun. 

His  attention  was  directed  to  the  subject  by  an  article  in 
the  September  number  of  the  Annales  de  Chimie,  by  M. 
Gautier,  upon  the  influence  of  the  spots  on  the  sun  on  terres- 
trial temperature.  It  is  well  known  that  Sir  William 
Herschel  entertained  the  idea  that  the  appearance  of  solar 
spots  was  connected  with  a  more  copious  emission  of  heat, 
and  that  the  seasons  during  which  they  were  most  abundant 
were  most  fruitful  in  vegetable  productions,  and  pursuing 
this  idea  he  was  led  to  trace  an  analogy  between  the  price 
of  corn  and  the  number  of  solar  spots  during  several  succes- 
sive periods.  The  result  of  this  investigation,  so  far  as  it  was 
extended,  seemed  to  favor  the  views  of  this  distinguished 
philosopher.  A  mode  of  investigation  of  this  kind  however 
is  not  susceptible  of  any  great  degree  of  accuracy;  the  price 
of  corn  is  subject  to  so  many  other  causes  of  variation  besides 
that  of  solar  temperature  that  little  reliance  can  be  placed 
on  this  condition  alone. 
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M.  Gautier  has  attempted  to  investigate  the  influence  of 
solar  spots  on  terrestrial  temperature,  by  comparing  the  tem- 
perature of  several  places  on  the  earth's  surface  during  the 
yeara  in  which  the  spots  were  most  abundant  with  those  in 
which  the  smallest  number  were  perceptible.  From  all  the 
observations  collected  it  seems  to  be  indicated  that  during 
the  years  in  which  the  spots  were  the  greatest  in  number  the 
heat  had  been  a  trifle  less;  but  the  results  are  far  from  being 
sufficiently  definite  to  settle  the  question ;  and  M.  Gautier 
remarks  that  a  greater  number  of  years  of  observation  at  a 
greater  number  of  stations  will  be  necessary  to  establish  a 
permanent  connection  between  these  phenomena. 

The  idea  occurred  to  Professor  Henry  that  much  interest- 
ing information  relative  to  the  sun  might  be  derived  from 
the  application  of  a  thermo-electric  apparatus  to  a  picture  of 
the  solar  disc  produced  by  a  telescope  on  a  screen  in  a  dark 
room.  This  idea  was  communicated  to  Professor  Alexander, 
who  readily  joined  in  the  plan  for  reducing  it  to  practice. 
It  was  agreed  that  they  should  first  attempt  to  settle  the 
question  of  the  relative  heat  of  the  spots  as  compared  with 
the  surrounding  luminous  portions  of  the  sun's  disc.  The 
first  experiments  were  made  on  the  4th  of  January,  1845. 
Mr.  Alexander  had  observed  a  few  days  previous  a  very 
large  spot,  more  than  10,000  miles  in  diameter,  near  the 
middle  of  the  disc.  To  produce  the  image  of  this  spot  a 
telescope  of  four  inches  aperture  and  four  and  a  half  feet 
focus  was  placed  in  the  window  of  a  dark  room  with  a  screen 
behind  it,  on  which  the  image  of  the  spot  was  received. 
The  instrument  was  placed  behind  the  screen  with  the  end 
slightly  projecting  through  a  hole  made  for  the  purpose,  and 
a  small  motion  of  the  telescope  was  sufficient  to  throw  the 
image  of  the  spot  off*  or  on  the  end  of  the  pile.  The  spot 
was  very  clearly  defined,  and  might  have  been  readily 
daguerrcotyped  had  the  telescope  been  furnished  with  an 
equatorial  movement.  •  The  form  of  the  penumbra  of  the 
spot  as  it  appeared  on  the  screen  was  that  of  an  irregular 
oblong  about  two  inches  in  one  direction  and  an  inch  and  a 
half  in  the  other.  The  dark  central  spot  within  thepenumbra 
15 
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was  nearly  square,  of  about  three-fourths  of  an  inch  on  the 
side,  and  a  little  larger  than  the  end  of  the  thermo-pile. 

The  method  of  observation  consisted  in  first  placing,  for 
example,  a  portion  of  the  picture  of  the  luminous  surface  of 
the  sun  in  connection  with  the  face  of  the  pile,  and  after 
noting  the  indication  of  the  needle  of  the  galvanometer  the 
telescope  was  then  slightly  moved  so  as  to  place  the  dark 
part  of  the  spot  directly  on  the  face  of  the  pile,  the  indication 
of  the  needle  being  again  noted.  In  the  next  set  of  experi- 
ments the  order  was  reversed,  the  picture  of  the  spot  at  the 
beginning  was  placed  in  connection  with  the  pile  and  after- 
wards a  new  part  of  the  luminous  portion  of  the  disc  was 
made  to  occupy  the  same  place. 

The  thermo-electrical  apparatus  used  in  these  experiments, 
was  made  by  RuhmkorfF,  of  Paris ;  and  in  order  to  render 
the  galvanometer  more  sensitive,  two  bar  magnets,  arranged 
in  the  form  of  the  legs  of  a  pair  of  dividers,  were  placed  with 
the  opening  downward,  in  a  vertical  plane,  above  the  needle, 
so  that  by  increasing  or  diminishing  the  angle  the  directive 
power  of  the  needle  could  be  increased  or  diminished,  and 
consequently  the  sensibility  of  the  instrument  could  be 
varied,  and  the  zero  point  changed  at  pleasure. 

In  the  present  experiments,  in  order  to  mark  more  defi- 
nitely the  difference  in  temperature,  after  the  needle  had 
been  deflected  by  the  heat  of  the  sun,  the  magnetic  bars 
above  mentioned  were  so  arranged  as  to  repel  it  back  to  near 
zero  point,  so  that  it  might  in  this  position  receive  the  max- 
imum effect  of  any  variation  in  the  electrical  current. 

Twelve  sets  of  observations  were  made  on  the  first  day, 
all  of  which,  except  one,  gave  the  same  indication,  namely, 
that  the  spot  emitted  less  heat  than  the  surrounding  parts  of  the 
luminous  disc.  The  following  is  a  copy  of  the  record  made 
at  the  time  of  observation.  The  degrees  are  those  marked 
on  the  card  of  the  galvanometer  and  are  of  course  arbitrary: 

Spot,  3°  I  Sun,  5°  i 

Sun,  4°  I  Spot,  4°. 

Sun,  3°.  Spot,  4°  J. 

Spot,  1°  |.  Sun,  5°. 
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Spot,  2°. 

Sun,  4°  i 

Sun,  3°. 

Spot,  3°  f . 

Sun,  2°  i. 

Sun,  2°. 

Spot,  2°. 

Spot,  3°  J.  * 

Spot,  2°. 

Spot,  0°  f . 

Sun, 2°  i 

Sun,  2°  J. 

Spot,  4°  |. 

Sun,  l°i. 

Sun,  5°. 

Spot,  0°. 

The  change  in  the  temperature  during  the  intervals  of 
observation,  is  due  i6  the  variations  in  the  temperature  of 
the  room  differently  aflFecting  the  two  extremities  of  the  pile. 

In  consequence  of  cloudy  weather,  another  set  of  observa- 
tions was  not  obtained  until  the  10th  of  January,  and  at 
this  time  the  spot  had  very  much  changed  its  appearance; 
the  penumbra,  while  it  retained  its  dimensions  in  one  direc- 
tion, was  much  narrowed  in  the  other,  and  the  dark  part 
was  separated  into  two  small  ones;  also  the  sky  was  not  per- 
fectly clear  and  therefore  the  results  were  not  as  satisfactory 
as  those  of  the  previous  observations ;  the  indications  were 
however  the  same  as  in  the  other  sets,  exhibiting  a  less  degree 
of  heat  from  the  spots. 

Cloudy  weather  prevented  other  observations  on  the  heat 
of  different  parts  of  the  sun,  particularly  a  comparison  be- 
tween the  temperature  of  the  centre  and  the  circumference 
of  the  disc,  which  would  have  an  important  bearing  on  the 
question  of  an  atmosphere  of  the  sun.  The  observations 
will  be  continued,  and  any  results  of  interest  which  may  be 
obtained,  will  be  communicated  to  the  Society. 

*  At  this  observation  a  slight  cloud  probably  passed  over  the  sun's  disc. 
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ON  THE  CAPILLARITY  OF  METALS. 
(Proceedings  of  the  American  Philosophical  Society,  vol.  iv,  page  176-178.) 

June  20,  1845. 

Professor  Henry  gave  an  account  of  some  observations  he 
had  made  on  capillarity,  in  addition  to  those  he  had  before 
communicated  to  the  Society  on  the  same  subject. 

In  1839*  he  presented  the  results  of  some  experiments  on 
the  permeability  of  lead  to  mercury ;  and  subsequent  observa- 
tion had  led  him  to  believe  that  the  same  property  was 
possessed  by  other  metals  in  reference  to  each  other.  His 
first  attempt  to  verify  this  conjecture  was  made  with  the 
assistance  of  Dr.  Patterson,  at  the  United  States  Mint.  For 
this  purpose  a  small  globule  of  gold  was  placed  on  a  plate 
of  sheet  iron,  and  submitted  to  the  heat  of  an  assaying 
furnace;  but  the  experiment  was  unsuccessful;  for  although 
the  gold  was  heated  much  above  melting  point  it  exhibited 
no  signs  of  sinking  into  the  pores  of  the  iron.  The  idea 
afterward  suggested  itself  that  a  different  result  would  have 
been  obtained  had  the  two  metals  been  made  to  adhere 
previous  to  heating,  so  that  no  oxide  could  have  been  formed 
between  the  surfaces.  In  accordance  with  this  view  he 
inquired  of  Mr.  Cornelius,  of  Philadelphia,  if  in  the  course 
of  his  experience  in  working  silver-plated  copper  in  his 
extensive  manufactory  of  lamps  ho  had  ever  observed  the 
silver  to  disappear  from  the  copper  when  the  metai  was 
heated.  The  answer  was  that  the  silver  always  disappears 
when  the  plate  is  heated  above  a  certain  temperature,  leaving 
a  surface  of  copper  exposed ;  and  that  it  was  generally  believed 
by  the  workmen  that  the  silver  evaporates  at  this  tempera- 
ture. 

Professor  Henry  suggested  that  the  silver,  instead  of  evap- 
orating, merely  sunk  into  the  pores  of  the  copper,  and  that 
by  carefully  removing  the  surface  of  the  latter,  by  the  action 
of  an  acid  the  silver  would  re-appear.     To  verify  this  by  cx- 

*[Proc.  Am.  Phil.  Soc.  vol.  i,  p.  82.     See  anie^  page  14G.] 
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periment,  Mr.  Cornelius  heated  one  end  of  a  piece  of  thick 
plated  copper  to  nearly  the  melting  point  of  the  metal;  the 
silver  at  this  end  disappeared,  and  when  the  metal  was 
cleaned  by  a  solution  of  dilute  sulphuric  acid,  the  end  which 
had  been  heated  presented  a  uniform  surface  of  copper,  whilst 
the  other  end  exhibited  its  proper  coating  of  silver.  The  un- 
silvered  end  of  the  plate  was  next  placed,  for  a  few  minutes, 
in  a  solution  of  muriate  of  zinc,  by  which  the  exterior  surface 
of  copper  was  removed,  and  the  surface  of  silver  was  again 
exposed.  This  method  of  recovering,  the  silver  (before  the 
process  of  plating  silver  by  galvanism  came  into  use)  would 
have  been  of  much  value  to  manufacturers  of  plated  ware, 
since  it  often  happened  that  valuable  articles  were  spoiled, 
in  the  process  of  soldering,  by  heating  them  to  a  degree  at 
which  silver  disappears. 

It  is  well  known  to  the  jeweller  that  articles  of  copper, 
plated  with  gold,  lose  their  brilliancy  after  a  time,  and  that 
it  can  be  restored  by  boiling  them  in  ammonia;  this  eflFect 
is  probably  produced  by  the  ammonia  acting  on  the  copper, 
and  dissolving  oflf  its  surface  so  as  to  expose  the  gold,  which, 
by  diffusion,  has  entered  into  the  copper. 

A  slow  diflFusion  of  one  metal  through  another  probabl}^ 
takes  place  in  cases  of  alloys.  Silver  coins,  after  having  lain 
long  in  the  earth,  have  been  found  covered  with  a  salt  of 
copper.  This  may  be  explained  by  supposing  that  the  alloy 
of  copper,  at  the  surface  of  the  coin,  enters  into  combination 
with  the  carbonic  acid  of  the  soil,  and  being  thus  removed, 
its  place  is  supplied  by  a  diflFusion  from  within;  and  in  this 
way  it  is  not  improbable  that  a  considerable  portion  of  the 
alloy  may  be  exhausted  in  the  process  of  time;  and  the 
purity  of  the  coin  be  considerably  increased. 

Perhaps  also  the  phenomenon  of  what  is  called  segregation, 
or  the  formation  of  nodules  of  flint  in  masses  of  carbonated 
lime,  and  of  indurated  marl  in  beds  of  clay,  may  be  explained 
on  the  same  principle.  In  breaking  up  these  masses  it  is 
almost  always  observed  that  a  piece  of  shell,  or  some  extra- 
neous matter,  occupies  the  middle,  and  probably  formed  the 
nucleus  around  which  the  matter  was  accumulated  by  attrac- 
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tion.  The  diflSculty  consists  in  explaining  how  the  attraction 
of  cohesion,  which  becomes  insensible  at  sensible  distances, 
should  produce  this  effect.  To  explain  this  let  us  suppose 
two  substances  uniformly  diflPiised  through  each  other  by  a 
slight  mutual  attraction,  as  in  the  case  of  a  lump  of  sugar 
dissolved  in  a  large  quantity  of  water,  every  particle  of  the 
water  will  attract  to  itself  its  proportion  of  sugar,  and  the 
whole  will  be  in  a  state  of  equilibrium.  If  the  diffusion  at 
its  commencement  had  been  assisted  by  heat,  and  this  cause 
of  the  separation  of  the  homogeneous  particles  no  longer 
existed,  the  diffusion  might  be  one  of  unstable  equilibrium; 
and  the  slightest  extraneous  force,  such  as  the  attraction  of 
a  minute  piece  of  shell,  might  serve  to  disturb  the  quiescence, 
and  draw  to  itself  the  diffused  particles  which  were  immedi- 
ately contiguous  to  it.  This  would  leave  a  vacuum  of  the 
atoms  around  the  attracting  mass,  for  example,  as  in  the  case 
of  the  sugar,  there  would  be  a  portion  of  the  water  around 
the  nucleus  deprived  of  sugar;  this  portion  of  the  water  would 
attract  its  portion  of  sugar  from  the  layer  without,  and  into 
this  layer  the  sugar  from  the  layer  next  without  would  be 
diffused,  and  so  on  until,  through  all  the  water,  the  remain- 
ing sugar  would  be  uniformly  diffused.  The  process  would 
continue  to  be  repeated,  by  the  nucleus  again  attracting  a 
portion  of  the  sugar  from  the  water  immediately  around  it, 
and  so  on  until  a  considerable  accumulation  would  be  formed 
around  the  foreign  substance. 

We  can  in  this  way  conceive  of  the  manner  by  which  the 
molecular  action,  which  is  insensible  at  perceptible  distances, 
may  produce  results  which  would  appear  to  be  the  effect  of 
attraction  acting  at  a  distance. 
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ON   THE  PROTECTION  OF  HOUSES   FROM  LIGHTNING. 
(Proceedings  of  the  American  Philosophical  Society,  vol.  iv,  pp.  179,  180.) 

June,  20, 1845. 

Professor  Henry  made  a  communication  relative  to  a  simple 
method  of  protecting  from  lightning  buildings  covered  with 
metallic  roofs. 

On  the  principle  of  electric  induction,  houses  thus  covered 
are  evidently  more  liable  to  be  struck  than  those  furnished 
either  with  shingle  or  tile.  Fortunately  however  they  admit 
of  very  simple  means  of  perfect  protection.  It  is  evident, 
from  well-established  principles  of  electrical  action,  that  if 
the  outside  of  a  house  were  encased  entirely  in  a  coating  of 
metal,  the  most  violent  discharge  which  might  fall  upon  it 
from  the  clouds  would  pass  silently  to  the  earth  without  dam- 
aging the  house,  or  endangering  the  inmates.  It  is  also  evi- 
dent, that  if  the  house  be  merely  covered  with  a  roof  of 
metal,  without  projecting  chimneys,  and  this  roof  were  put  in 
metallic  connection  with  the  ground,  the  building  would  be 
perfectly  protected.  To  make  a  protection  therefore  of  this 
kind  the  Professor  advises  that  the  metallic  roof  be  placed 
in  connection  with  the  ground  by  means  of  the  tin  or  cop- 
per gutters  which  serve  to  lead  the  water  from  the  roof  to 
the  earth.  For  this  purpose  it  is  sufficent  to  solder  to  the 
lower  end  of  the  gutter  a  ribbon  of  sheet  copper,  two  or  three 
inches  wide,  surrounding  it  with  charcoal,  and  continuing 
it  out  from  the  house  until  it  terminates  in  moist  ground. 
The  upper  ends  of  these  gutters  are  generally  soldered  to  the 
roof;  but  if  they  are  not  in  metallic  contact,  the  two  should 
be  joined  by  a  slip  of  sheet  copper.  The  only  part  of  the 
house  unprotected  by  this  arrangement  will  be  the  chim- 
neys; and  in  order  to  secure  these  it  will  only  be  necessary 
to  erect  a  short  rod  against  the  chimney,  soldered  at  its  lower 
end  to  the  metal  of  the  roof,  and  extending  fifteen  or  twenty 
inches  above  the  top  of  the  flue. 

Considerable  discussion  in  late  years  has  taken  place  in 
reference  to  the  transmission  of  electricity  along  a  conductor; 
— whether  it  passes  through  the  whole  capacity  of  the  rod,  or 
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is  principally  confined  to  the  surface.  From  a  series  of  ex- 
periments presented  to  the  American  Philosophical  Society, 
by  Professor  Henry,  on  this  subject,  it  appears  that  the  elec- 
trical discharge  passes,  or  tends  to  pass,  principally  at  the 
surface;  and  as  an  ordinary  sized  house  is  commonly  fur- 
nished with  from  two  to  four  perpendicular  gutters  (gener- 
ally two  in  front  and  two  in  the  rear),  the  surface  of  these 
will  be  sufficient  to  conduct  silently,  the  most  violent  dis- 
charge which  may  fall  from  the  clouds. 

Professor  Henry  also  stated  that  he  had  lately  examined 
a  house  struck  by  lightning,  which  exhibited  some  effects  of 
an  interesting  kind.  The  lightning  struck  the  top  of  the 
chimney,  passed  down  the  interior  of  the  flue  to  a  point  op- 
posite a  mass  of  iron  placed  on  the  floor  of  the  garret,  where 
it  pierced  the  chimney;  thence  it  passed  explosively,  (break- 
ing the  plaster,)  into  a  bedroom  below,  where  it  came  in  con- 
tact with  a  copper  bell-wire,  and  passed  along  this  horizon- 
tally and  silently  for  about  six  feet ;  thence  it  leaped  explosively 
through  the  air  a  distance  of  about  ten  feet,  through  a  dormer 
window,  breaking  the  sash,  and  scattering  the  fragments 
across  the  street.  It  was  evidently  attracted  to  this  point  by 
the  upper  end  of  a  perpendicular  gutter,  which  was  near  the 
window.  It  passed  silently  down  the  gutter,  exhibiting 
scarcely  any  mark  of  its  passage  until  it  arrived  at  the  term- 
ination, about  a  foot  from  the  ground.  Here  again  an  ex- 
plosion appeared  to  have  taken  place,  since  the  windows  of 
the  cellar  were  broken.  A  bed  in  which  a  man  was  sleeping 
at  the  time,  was  situated  against  the  wall,  immediately  under 
the  bell-wire;  and  although  his  body  was  parallel  to  the 
wire,  and  not  distant  from  it  more  than  four  feet,  he  was  not 
only  uninjured,  but  not  sensiblj'^  affected.  The  size  of  the 
hole  in  the  chimney,  and  the  fact  that  the  lightning  passed 
along  the  copper  wire  without  melting  it,  show  that  the  dis- 
charge was  a  small  one,  and  yet  the  mechanical  effects,  in 
breaking  the  plaster,  and  projecting  the  window  frame  across 
the  street,  were  astonishingly  great. 

These  effects  the  Professor  attributes  to  a  sudden  repulsive 
energy,  or  expansive  force  developed  in  the  air  along  the 
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path  of  the  discharge.  Indeed,  he  conceives  that  most  of 
the  mechanical  eflfects  often  witnessed  in  cases  q{  buildings 
struck  by  lightning,  may  be  referred  to  the  same  cause. 
In  the  case  of  a  house  struck  within  a  few  miles  of  Prince- 
ton, the  discharge  entered  the  chimney,  burst  open  the  flue, 
and  passed  along  the  cock-loft  to  the  other  end  of  the  house; 
and  such  was  the  explosive  force  in  this  confined  space,  that 
nearly  the  whole  roof  was  blown  ofl:  This  efiect  was  in  all 
probability  due  to  the  same  cause  which  suddenly  expands 
the  air  in  the  experiment  with  Kinnersly's  electrical  air 
thermometer. 


ON  COLOR-BLINDNESS.* 
(Prom  the  Princeton  Review,  vol.  xrii,  pp.  488-489.) 

Julf/f  1845. 

It  is  an  interesting  fact  in  reference  to  the  dependence  of 
at  least  one  class  of  our  knowledge — on  sensation,  that  many 
persons  are  born  with  defective  vision  and  yet  remain  for 
years  of  their  lives  without  being  conscious  of  the  deficiency. 
We  know  a  gentleman  who  had  probably  been  always  near 
sighted,  but  who  did  not  discover  the  peculiarity  of  his 
vision  until  the  age  of  twenty-five,  when  it  was  accidentally 
made  known  by  looking  at  a  distant  object  through  a  con- 
cave lens.  Many  persons  whose  eyes  are  sound  and  capable 
of  exercising  the  most  delicate  functions,  are  permanently 
unable  to  distinguish  certain  colors.  And  the  number  of 
such  persons  is  much  more  considerable  than  we  would  be 
led  to  imagine  from  the  little  attention  this  defect  of  vision 
has  excited.  It  is  often  unknown  to  the  individual  himself, 
and  indeed  only  becomes  revealed  by  comparing  his  powers 
of  discriminating  diflerent  colors,  with  those  of  other  persons. 

*  1.  Observations  on  color-blindness,  or  insensibility  to  the  impression  of 
certain  colors.     By  Sir  David  Brewster.    Philosophical  Magazine. 

2.  Memoir  on  Daltonism,  (or  color-blindness.)  By  M.  Elie  Wartmann, 
Professor  of  Natural  Philosophy  in  the  Academy  of  Lausanne,  &q.  Scien- 
tific Memoirs. 
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The  eye  also  under  some  circumstances  may  lose  its  sensi- 
bility for  particular  colors,  or  be  thrown  into  such  an  unusual 
state  as  to  present  all  objects  to  the  mind  under  the  appear- 
ance of  a  false  color.  Thus,  if  a  person  looks  fixedly  for  a 
time  at  a  bright  red  object  and  then  turns  his  eye  to  a  white 
wall,  he  will  perceive  a  green  image  of  the  red  object  de- 
picted'on  the  white  surface.  A  lady  of  our  acquaintance 
was  once  thrown  into  alarming  but  laughable  paroxysm  of 
terror  by  an  effect  of  this  kind.  She  had  been  for  some 
hours  attentively  sewing  on  a  bright  crimson  dress,  when 
her  attention  was  directed  towards  her  child,  who  in  its 
sport  had  thrown  itself  on  the  carpet;  its  face  appeared  of 
the  most  ghastly  hue,  and  the  affrighted  mother  screamed  in 
agony,  that  her  child  was  in  convulsions:  the  other  inmates 
of  the  house  hastened  to  her  assistance,  but  they  were  sur- 
prised to  find  the  little  one  smiling  in  perfect  health.  The 
sanity  of  the  mother  became  the  natural  object  of  solicitude, 
until  the  eflFect  was  properly  referred  to  the  impression  made 
on  her  eye  by  the  crimson  cloth. 

Phenomena  of  this  kind  are  known  by  the  name  of  acci- 
dental colors;  they  have  long  attracted  the  attention  of  the 
natural  philosopher,  but  the  explanation  of  them  is  still 
involved  in  considerable  uncertainty.  The  hypothesis  which 
has  been  most  generally  adopted  is  that  the  eye  by  long  at- 
tention to  a  particular  color  becomes  fatigued  with  this  and 
is  incapable  after  a  time  of  distinctly  perceiving  it;  while 
it  retains  its  full  power  of  perception  in  reference  to  a  fresh 
color.  The  consequence  of  this  is  that  when  the  eye  is 
directed  to  a  white  surface,  after  having  attentively  regarded 
a  red  object,  green  must  appear ;  because  white  may  be  con- 
sidered as  a  compound  of  red  and  green,  iand  when  the  per- 
ception of  the  red  is  destroyed,  the  green  must  become  visi- 
ble. This  explanation,  however  well  it  may  apply  to  some 
of  the  phenomena,  is  not  sufficient  for  the  whole.  Acci- 
dental colors  can  be  perceived  in  the  eye  itself  in  perfect 
darkness.  This  is  shown  by  steadily  regarding  for  a  short 
time  a  brilliant  lamp,  and  then  covering  the  eyes  with  the 
hands  so  as   to  exclude  all  external  light,  a  luminous  spot 


will  be  perceived  which  passes  in  succession  through  all  the 
colors  of  the  rainbow. 

Of  the  real  cause  of  these  appearances  we  are  as  yet  almost 
eutirely  ignorant.  Professor  Plateau,  of  Ghent,  has  indeed 
referred  tliem  al!  to  a  few  simple  principles;  hut  these  appear 
to  us  rather  expressions  of  the  law  of  succession  of  the  phe- 
nomena, than  physical  explanations  of  them.  We'  do  not 
however  at  this  time  intend  to  dwell  on  this  class  of  phe- 
nomena,  bnt  to  give  a  succinct  account  of  those  peculiarities 
of  vision,  in  which  abnormal  perceptions  of  color  are  perma- 
nent, nnd  which  are  fully  treated  of  in  the  memoirs,  the 
titles  of  which  stand  at  the  head  of  this  article. 

The  peculiarity  of  vi.sion  called  color-blindness,  and  some- 
times Daltonism,  may  generally  be  referred  to  two  classes.  ] . 
Those  in  which  all  impression  of  color,  except  white  and 
black,  are  wanting.  2.  Those  in  which  the  individual  can 
perceive  certain  simple  colors,  but  is  not  able  properly  to 
distinguish  between  them.  There  are  persons,  strange  as  it 
may  appear,  in  whom  the  sense  of  primary  color  is  entirely 
deficient,  and  who,  in  place  of  red,  yellow,  and  blue,  see 
nothing  hut  different  degrees  of  white  and  black.  Professor 
Wartniann  gives  a  number  of  cases  of  this  kind.  The  most 
ancient  of  those  he  finds  described  is  that  by  Dr.  Tuber- 
ville,  in  1684.  of  a  woman  abont  32  years  of  age,  who 
came  to  consult  the  Dr.  about  her  sight,  which  thougii  ex- 
cellent in  other  respects,  gave  her  no  impression  in  reference 
to  color,  except  white  and  black.  Spurzheim  mentions  n 
family,  all  the  members  of  "whicii  could  distinguish  only  dif- 
ferent shades  of  white  and  black.  An  account  is  given  by 
Mr.  Iluddart  of  a  shoemaker,  in  Cumberland,  who  could 
distinguish  in  different  colors  only  a  greater  or  less  intensity 
of  light,  calling  alt  bright  tints  white  and  all  dull  onps  black. 
His  peculiarity  of  vision  was  unknown  to  him  until  one  day, 
while  a  boy,  playing  in  the  street,  he  found  a  stocking,  and 
for  the  first  time  was  struck  with  the  fact  that  it  was  called 
by  his  companions  red,  whereas  to  his  mind  it  was  capable 
of  no  farther  description  than  that  designated  by  the  word 
Blocking;  he  was  thus  led  to  coucludo  that  there  was  some- 
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thing  else  besides  the  form  and' position  in  the  leaves  and 
fruit  of  a  cherry  tree,  perceived  by  his  playmates  but  not  seen 
by  himself.  Two  of  his  brothers  had  the  same  imperfection, 
while  two  other  brothers,  his  sisters,  and  other  relatives,  had 
the  usual  condition  of  vision. 

Of  the  other  class  the  cases  are  much  more  numerous;  we 
shall  however  give  only  a  few  examples.  Mr.  Harvey,  of 
Plymouth,  mentions  a  tailor  who  could  see  in  the  rainbow 
but  two  tints,  namely,  yellow  and  bright  blue.  Black  ap- 
peared to  him  in  general— green,  sometimes  crimson ;  light 
blue  appeared  like  dark  blue,  crimson,  or  black;  green  was 
confounded  with  black  and  brown ;  carmine,  red,  lake,  and 
crimson, — with  blue. 

But  the  most  interesting  case  of  this  kind  is  that  of  the 
celebrated  chemical  philosopher.  Dr.  Dalton,  of  England. 
He  published  an  account  of  his  own  case  and  that  of  several 
others  in  the  Transactions  of  the  Manchester  Society,  in 
1794.  Of  the  seven  colors  of  the  rainbow  he  could  distin- 
guish but  two,  yellow  and  blue ;  or  at  most,  three,  yellow, 
blue,  and  purple.  He  saw  no  diflference  between  red  and 
green ;  so  that  he  thought  the  color  of  a  laurel  leaf  the  same 
as  that  of  a  stick  of  red  sealing  wax.  A  story  is  told  of  his 
having,  on  one  occasion,  appeared  at  the  Quaker  meeting,  of 
which  he  was  a  member,  in  the  usual  drab  coat  and  small- 
clothes of  the  sect,  with  a  pair  of  flaming  red-colored  stock 
ings  to  match.  Whatever  maybe  thetruth  in  reference  to  this 
story,  we  have  the  assertion  of  Professor  Whewell,  that  when 
Dr.  Dalton  was  asked  with  what  he  would  compare  the  scarlet 
gown  with  which  he  had  been  invested  by  the  university,  he 
pointed  to  the  trees,  and  declared  that  he  perceived  no  dif- 
ference between  the  color  of  his  robe  and  that  of  their  foli- 
age. Dr.  Dalton  found  nearly  twenty  persons  possessed  of 
the  same  peculiarity  of  vision  as  himself;  and  among  the 
number  the  celebrated  metaphysician,  Dugald  Stewart,  who 
could  not  distinguish  a  crimson  fruit,  like  the  Siberian  crab- 
apple,  from  the  leaves  of  the  tree  on  which  it  grew  otherwise 
than  by  the  difference  in  its  form. 

On  account  of  the  prominence  conferred  on  this  defect  of 
vision  by  Mr.  Dalton's  publication,  the  continental  philoso- 
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phers  gave  it  the  name  of  Dalionism.  To  this  Dame  however 
several  British  writers  have  strongly  objected.  If  this  sys- 
tem of  names  were  once  allowed,  say  they,  there  is  no  telling 
where  it  would  stop :  the  names  of  celebrated  men  would  be 
connected,  not  with  their  superior  gifts  or  achievement:?,  but 
with  the  personal  defects  which  distinguish  them  from  their 
more  favored  but  less  meritorious  contemporaries.  Professor 
Whewell  proposed  the  term  Miopia,  signifying  peculiarity 
of  vision  ;  but  to  this  name  Sir  David  Brewster  properly  ob- 
jected, that  the  important  consonant  p  would  l>e  very  apt  to 
be  omitted  in  ordinary  pronunciation,  and  so  the  last  state 
of  the  Idiopt  would  be  worse  than  the  first.  The  name  color- 
blindness, suggested  by  Sir  David,  although  not  in  all  cases 
free  from  objection,  is  perhaps  better  than  any  wo  have  seen 
proposed. 

It  has  already  been  stated  that  the  number  of  persons 
affected  with  color-blindness  is  much  more  considerable  than 
is  generally  imagined.  They  are  often  themselves  ignorant 
of  their  imperfection  of  vision,  particularly  when  it  is 
restricted  to  the  want  of  power  to  discriminate  between  colors 
nearlv  related  to  each  other.  Professor  Seebook  found  five 
cases  among  the  forty  boys  who  composed  the  two  up|>er 
classes  of  a  gymnasium  of  Berlin.  Professor  Provost,  of 
Geneva,  stated  that  they  amounted  to  one  in  twenty ;  and 
Professor  Wartmann  does  not  think  this  estimate  much  ex- 
aggerated 

Observations  on  this  peculiarity  of  vision  have  as  yet  been 
confined,  so  far  as  we  know,  to  Europe,  with  the  exception 
of  two  cases  described  by  Dr.  Hays,  of  Philadelphia,  in  the 
Proceedings  of  the  American  Philosophical  Society.  It  has 
also  as  yet  been  found  only  among  the  white  race,  although 
sufiicient  observations  have  not  been  made  to  render  it  prob- 
able that  it  is  confined  to  this  variety  of  the  human  family. 
The  question  has  been  asked,  whether^  there  is  any  external 
sign  by  which  to  detect,  with  simple  inspection  of  the  visual 
organ,  a  case  of  color-blindness.  Professor  Wartmann  re- 
marks, that  he  would  not  venture  to  give  an  answer  to  this 
question  in  all  cases  in  the  negative.    I  have  observed^  says 
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he,  in  the  ease  of  DaUoniam  whose  eyes  are  brown,  of  the 
color  which  the  English  call  hazel,  a  golden  lustre  of  a 
peculiar  tint,  when  the  eye  was  viewed  under  an  incidence 
of  some  obliquity. 

Color-blindness  is  found  much  more  common  among  men 
than  women.  Out  of  one  hundred  and  fifty  registered  cases, 
there  are  but  six  of  females,  and  one  of  these  is  doubtful. 
It  has  been  conjectured  that  needle-work  on  a  variety  of 
colored  articles  might  be  the  means  of  counteracting  the 
tendency  to  this  defect,  as  well  as  to  produce  a  delicacy 
of  discrimination  of  diflferent  shades  of  color  not  possessed 
by  those  otherwise  employed.  But  in  answer  to  this  it  has 
been  remarked,  that  in  the  case  of  "  Daltonians  "  engaged  in 
painting,  there  has  been  found  but  little,  if  any,  improve- 
ment of  the  condition  of  vision;  and  the  very  employment 
of  the  females  on  works  which  require  a  constant  comparison 
of  color  would  daily  reveal  cases  of  blindness  of  this  kind 
did  it  frequently  exist  in  the  female  sex.  This  peculiarity 
of  vision  is  principally  congenital.  Professor  Wartmann 
has  found  but  two  exceptions.  In  one  of  these,  colors  were 
perceived  in  the  usual  manner,  until  at  the  ninth  year ; 
when  the  boy  received  a  violent  blow  on  the  head,  which 
fractured  the  skull,  and  rendered  a  surgical  operation  neces- 
sary. The  fact  however  that  three  of  the  brothers  of  this 
individual  wereaflFected  with  the  same  kind  of  vision  renders 
it  probable  that  he  was  constitutionally  pre-disposed  to  this 
peculiarity. 

With  regard  to  hereditary  pre-disposition  there  are  some 
persons  in  whom  this  defect  of  vision  occurs,  whose  relatives 
have  never  been  known  to  be  affected  with  it;  others  appear 
to  have  inherited  it  from  their  fathers  through  several  gen- 
erations, both  on  the  maternal  and  paternal  side.  The  boy 
before  mentioned,  as  becoming  color-blind  at  the  age  of  nine 
yeai's,  was  the  eldest  of  eleven  children, — seven  males  and 
four  females;  these  were  singularly  divided  into  two  sets,  one 
of  which  consisted  of  individuals  with  blonde  hair,  and  all  the 
males  with  defective  vision ;  the  other,  of  those  with  red 
hair  and  ordinary  power  of  vision. 
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Dr.  Seebeck,  as  well  as  Professor  Wartmann,  has  made  a 
series  of  experiments  to  determine  whether  a  person  of  this 
peculiarity  of  vision  possesses  the  power  of  perceiving  differ- 
ences in  colors  which  appear  idehtical  to  us.  The  result  of 
the  investigations  of  both  these  philosophers  was  that  he 
does  not.  Another  problem  has  also  been  solved  by  the  last- 
mentioned  gentleman,  in  reference  to  the  difference  between 
a  person  with  this  defective  vision  and  one  of  ordinary  con- 
ditioned sight,  in  the  perception  of  complementary  colors. 
He  found  that  colors  which  we  regard  as  complementary,  or 
such  as  when  mingled  together  produce  white,  do  not  appear 
as  such  to  those  affected  with  this  abnormal  vision.  They  are 
not  however  insensible  to  accidental  colors,  but  the  feeling 
which  results  from  the  fatigue  of  attempting  to  produce 
these  appears  to  be  more  painful  in  them  than  in  us. 

Various  hypotheses  have  been  advanced  by  different  per- 
sons for  the  explanation  of  color-blindness.  Mr.  Dalton 
supposed  that  his  peculiarity  of  vision,  as  well  as  that  of 
those  whom  he  had  examined,  depended  on  the  fact  that  the 
vitreous  or  principal  humour  of  the  eye,  in  these  cases,  instead 
of  being  colorless  and  transparent  was  tinged  with  a  blue. 
After  his  death,  in  obedience  to  his  own  instruction,  his  eyes 
were  examined  by  his  medical  attendant,  Mr.  Ransome,  but 
the  vitreous  humour  was  not  found  to  exhibit  any  tinge  of 
blue;  on  the  contrary,  it  was  of  a  pale  yellow  color.  Objects 
viewed  through  it  were  not  changed  in  color  as  they  should 
have  been  had  the  hypothesis  been  true.  Indeed,  were  the 
supposition  correct,  the  same  effect  should  be  produced  by 
blue  spectacles,  which  is  known  not  to  be  the  case. 

Stewart,  Herschel,  and  otliers  are  of  the  opinion  that  this 
malady  of  vision  is  attributable  to  a  defect  in  the  scnsorium 
itself,  which  renders  it  incapable  of  appreciating  the  differ- 
ences between  the  rays  on  which  the  sensation  of  color 
depends.  Sir  David  Brewster  conceives  that  the  eye,  in  the 
case  of  color-blindness,  is  insensible  to  the  colors  at  one  end 
of  the  spectrum,  just  as  the  ear  of  cert^iin  persons  is  insen- 
sible to  sounds  at  one  extremity  of  the  scale  of  musical  notes, 
while  it  is  perfectly  sensible  to  all  other  sounds.    He  knows 
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nothing  about  the  sensorium  or  its  connection  with,  or  mode 
of  operation  upon,  the  nerves  of  sensation;  and  from  the 
analogy  of  sight  and  hearing  he  has  no  hesitation  in  pre- 
dicting that  there  may  be  found  persons  whose  color-blind- 
ness is  confined  to  one  eye,  or  at  least  is  greater  in  one  eye 
than  in  the  other.  "Nor  is  this  (says  he)  wholly  a  conjecture 
from  analogy,  for  my  own  right  eye,  though  not  a  better  one 
than  the  left,  which  has  no  defect  whatever,  is  more  sensible 
to  red  light  than  the  left  eye."  The  case  is  precisely  anal-  " 
ogous  with  respect  to  his  ears,  for  certain  sounds;  and  no 
person,  it  is  presumed,  will  maintain  that  there  is  a  sensorium 
for  each  ear  and  each  eve. 

Whatever  may  be  the  cause  of  the  inferiority,  there  exists 
a  very  easy  means  of  compensating  it  to  a  certain  extent. 
This  method,  fii'st  used  by  Dr.  Seebeck,  consists  in  viewing 
colored  objects  through  colored  media.  Suppose  the  medium 
to  be  a  piece  of  red  glass;  the  impression  of  a  red  body  and 
a  green  one  on  the  eye  of  a  person  like  Dr.  Dalton, 
would  be  diflferent,  although  with  the  naked  eye  they  would 
be  the  same.  Tlie  red  glass  would  intercept  much  more  of 
the  light  of  the  green  object  than  of  the  red  one,  and  hence  the 
two  would  be  readily  distinguishable  by  a  difference  in  the 
intensity  of  the  illumination  of  the  two  objects.  Nothing 
can  equal  the  surprise,  says  Professor  Wartmann,  of  a  Dalton- 
ian  when  the  errors  which  he  commits  every  day  in  the  ap- 
preciation of  colors  are  thus  disclosed  to  him. 


EXPERIMENTS  ON  ELECTRICAL  DISCHARGE. 

(Proceedings  of  the  American  Pliilosophical  Society,  vol.  iv,  pages  208,  209.) 

November  7,  1845. 

Professor  Henry  communicated  the  result  of  a  series  of  ex- 
periments on  electricity  made  last  winter.  They  had  refer- 
ence, first,  to  the  discharge  of  electricity  through  a  long  wire 
connected  with  the  earth  at  the  farther  end ;  secondly,  to  the 
discharge  of  a  jar  through  a  wire ;  and,  thirdly,  to  an 
attempt  to  account  for  the  phenomena  of  dynamic  induction. 

He  first  showed  that  when  a  charge  of  electricity  is  given 
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to  one  end  of  a  wire,  the  different  parts  of  the  wire  become 
charged  successively,  as  though  a  wave  of  electricity  passed 
along  it.  He  then  showed  that  the  charge  passed  along  the 
surface  of  the  wire,  and  not  through  its  whole  mass,  as  was 
supposed  from  the  analogy  of  galvanic  conduction.  Hence 
he  inferred  that  dynamical  electricity  obeys  the  same  laws 
as  the  statical.  He  then  detailed  some  experiments  upon 
the  passage  of  electricity  through  plates,  and  showed  that 
when  a  charge  was  transmitted  across  a  plate  the  tension 
was  greatest  at  the  edges,  the  electricity  apparently  exercising 
a  self- repelling  action;  while  if  the  charge  were  passed 
throu<i:h  two  pieces  of  tinfoil,  these  slips  attract  each  other. 

Professor  Henry  believes  that  it  may  be  justly  inferred 
from  those  experiments,  that  the  attraction  is  due  to  pon- 
derable matter,  while  the  repulsion  is  due  to  electricity ; 
thus  showing  that  electricity  is  a  separate  principle,  and  not 
a  mere  property  of  matter. 

He  next  passed  to  the  subject  .of  the  discharge  of  a  jar. 
It  was  necessary,  in  his  experiments,  to  get  rid  of  the  free 
electricity  arising  from  the  thickness  of  the  glass,  and  it 
occurred  to  him  that  this  might  be  done  by  removing  the 
knob,  and  making  the  coating  upon  the  inside  of  less  area 
than  that  upon  the  outside.  With  this  arrangement,  when 
the  discharge  was  made  through  a  long  wire,  and  a  test  jar 
brought  near  it  during  discharge,  a  bright  spark  passed  ; 
but  upon  approaching  the  jar  to  a  delicate  electrometer  it 
gave  no  indications  of  free  electricity.  Reflecting  upon  this, 
and  upon  an  experiment  of  Professor  Wheatstone's,  he  was 
led  to  believe  that  the  jar  is  discharged  by  two  waves,  a 
negative  and  a  positive  one,  starting  simultaneously  from 
the  two  ends  of  the  wire.  To  i)rove  this  he  broke  the  wire, 
and  interposed  a  pane  of  glass  dusted  with  red  lead  and  sul- 
phur ;  two  figures  of  positive  and  negative  electricity  were 
produced.  He  made  several  other  experiments  tending  to 
prove  this  same  fact.  He  showed  how  these  experiments 
serve  to  ex.plain  that  of  Dr.  Priestly,  where  a  spark  was  found 
to  pass  between  the  ends  of  a  long  bent  wire,  the  ends  being 
brought  within  a  few  inches  of  each  other. 
16 
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He  next  passed  to  the  connection  between  statical  and 
dynamical  induction.  Statical  induction  has  heretofore  been 
observed  only  at  short  distances.  His  first  experiment 
proved  that  it  could  be  observed  at  the  distance  of  nineteen 
feet,  the  floor  of  a  chamber  intervening,  showing  that  stati- 
cal induction  takes  place  at  great  distances,  though  not  at  so 
great  distances  as  the  dynamical.  He  then  explained  his 
views  of  the  nature  of  dynamical  induction.  When  a  spark 
is  thrown  upon  a  wire  it  passes  in  a  wave,  whose  length 
might  be  determined  if  we  knew  the  velocity  of  electricity. 
Now,  if  we  have  another  parallel  wire,  a  negative  wave  will 
be  formed  in  this,  and  the  two  waves  will  travel  simulta- 
neously in  the  same  direction.  But  this  is  equivalent  to  a 
positive  induced  wave  in  the  opposite  direction.  In  this 
way  the  phenomena  accompanying  the  discharge  of  a  jar  are 
easily  explained.  Again,  if  we  conceive  that  in  a  galvanic 
battery  the  discharge  consists  of  a  series  of  such  waves,  we 
may  very  simply  explain  the  phenomena  of  galvanic  in- 
duction. 
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EXPERIMENT  ON  THE  MAGNETIC  POLARIZATION  OP  LIGHT. 

(Proceedings  of  American  Philosophical  Society,  vol.  iv.  pp?  229,  280.) 

January  16,  1846. 

Dr.  Patterson  read  a  portion  of  a  letter  from  Professor 
Henry  in  which  he  describes  the  manner  in  which  he  had 
repeated  the  experiment  of  Mr.  Faraday  on  the  magnetic 
polarization  of  light. 

"  -  -  -  This  consists  in  producing  in  pure  water  and 
other  liquids  a  new  arrangement  of  particles  by  which  they 
become  possessed  of  the  property  of  circular  polarization  dur- 
ing thetimeacurrentof  galvanism  is  circulating  around  them. 
The  arrangement  I  employed  was  as  follows:  A  tube  of  glass 
was  filled  with  pure  water  and  the  ends  closed  with  plates  of 
glass;  this  was  placed  in  the  axis  of  an  iron  tube,  and  this 
again  inserted  into  the  axis  of  a  coil  consisting  of  about  eight 
hundred  feet  of  copper  wire.  The  ends  of  the  iron  tube  were 
closed  with  corks,  through  one  of  which  was  passed  a  NicoPs 
prism,  and  in  the  axis  of  the  other  was  fastened  a  plate  of 
tourmaline.  This  tube  being  directed  to  the  clear  sky,  and 
the  tourmaline,  which  was  placed  next  the  eye,  so  turned  that 
it  presented  adark  field  of  view,  a  current  of  galvanism  from 
twenty-two  cups  of  a  Daniell's  battery  was  passed  through  the 
coil.  At  the  moment  of  making  the  communication  with 
the  battery  the  field  became  light,  and  when  the  circuit  was 
broken  it  again  appeared  dark.  A  slight  rotation  of  the 
tourmaline  also  produced  darkness  while  the  galvanic  cur- 
rent was  passing,  which  indicated  a  twist  in  the  plane  of 
polarization  of  the  prolonged  beam.  The  same  eflFect  was 
produced  without  the  iron  tube  but  not  to  the  same  extent." 
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ON  THE  RELATION  OF  TELEGRAPH  LINES  TO  LIGHTNING. 
(Proceedings  of  the  American  Philosophical  Society,  vol.  iv,  pp.  260-268.) 

June  19,  1846. 

]A  letter  from  S.  D.  Ingham  to  Dr.  Patterson  was  read, 
detiailing  cases  in  which  tlie  telegraph  wires  were  struck  by 
lightning,  and  asking  the  attention  of  the  Society  to  some 
interesting  questions  connected  with  the  mode  in  which  the 
wires  may  be  affected  by  electricity.] 

Professor  Henry,  to  whom  the  letter  was  referred,  made 
the  following  report: 

The  action  of  the  electricity  of  the  atmosphere  on  the  wires 
of  the  electrical  telegraph  is  at  the  present  time  a  subject  of 
much  importance,  both  on  accoqnt  of  its  practical  bearing, 
and  the  number  of  purely  scientific  questions  which  it  in- 
volves. I  have  accordingly  given  due  attention  to  the  letter 
referred  to  me,  and  have  succeeded  in  collecting  a  number 
of  facts  in  reference  to  the  action  in  question.  Some  of  these 
are  from  the  observations  of  diflFerent  persons  along  the 
principal  lines,  and  others  from  my  own  investigations  dur- 
ing a  thunder  storm  on  the  19th  of  June,  when  I  was  so 
fortunate  as  to  be  present  in  the  office  of  the  telegraph  in 
Philadelphia,  while  a  series  of  very  interesting  electrical 
phenomena  was  exhibited.  In  connection  with  the  facts 
derived  from  these  sources,  I  must  ask  the  indulgence  of  tlie 
Society  in  frequently  referring,  in  the  course  of  this  com- 
munication, to  the  results  of  my  previous  investigations  in 
dynamic  electricity,  accounts  of  which  are  to  be  found  in  the 
Proceedings  and  Transactions  of  this  Institution. 

From  all  the  information  on  the  subject  of  the  action  of 
the  electricity  of  the  atmosphere  on  the  wires  of  tlie  telegraph, 
it  is  evident  that  effects  are  produced  in  several  different  ways. 

1.  The  wires  of  the  telegraph  are  liable  to  be  struck  by  a 
direct  discharge  of  lightning  from  the  clouds,  and  several 
cases  of  this  kind  have  been  noticed  during  the  present 
season.    About  the  20th  of  May  the  lightning  struck  the 
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elevated  part  of  the  wire  which  is  supported  on  a  high  mast 
at  the  place  where  the  telegraph  crosses  the  Hackensack 
river.  The  fluid  passed  along  the  wire  each  way  from  the 
point  which  received  the  discharge,  for  several  miles,  strik- 
ing off  at  irregular  intervals  down  the  supporting  poles.  At 
each  place  where  the  discharge  to  a  pole  took  place  a  number 
of  sharp  explosions  were  heard  in  succession,  resembling  the 
rapid  reports  of  several  rifles.  During  another  storm,  the 
wire  was  struck  in  two  places  in  Pennsylvania,  on  the  route 
between  Philadelphia  and  New  York;  at  one  of  these  places 
twelve  poles  were  struck,  and  at  the  other  eight.  In  the 
latter  case  the  remarkable  fact  was  observed  that  every  other 
pole  escaped  the  discharge;  and  the  same  phenomenon  was 
observed,  though  in  a  less  marked  degree,  near  the  Hacken- 
sack river.  In  some  instances  the  lightning  has  been  seen 
coursing  along  the  wire  in  a  stream  of  light;  and  in  another 
ease  it  is  described  as  exploding  from  the  wije  at  certain 
points,  though  there  were  no  bodies  in  the  vicinity  to  attract 
it  from  the  conductor. 

In  discussing  these,  and  other  facts  to  be  mentioned  here- 
after, we  shall  for  convenience  adopt  the  principles  and 
language  of  the  theory  which  refers  the  phenomena  of  elec- 
tricity to  the  action  of  a  fluid  of  which  the  particles  repel 
each  other,  and  are  attracted  by  the  particles  of  other  matter. 
Although  it  cannot  be  afiirmed  that  this  theory  is  an  actual 
representation  of  the  cause  of  the  phenomena,  as  they  are 
produced  in  nature,  yet  it  may  bo  asserted  that  it  is,  in  the 
present  state  of  science,  an  accurate  mode  of  expressing  the 
laws  of  electrical  action,  so  far  as  they  have  been  made  out; 
and  that  though  there  are  a  number  of  phenomena  which 
have  not  as  yet  been  referred  to  this  theory,  there  are  none 
which  are  proved  to  be  directly  at  variance  with  it. 

That  the  wires  of  the  jplegraph  should  bo  frequently  struck 
by  a  direct  discharge  of  lightning  is  not  surprising  when  we 
consider  the  great  length  of  tlie  conductor,  and  consequently 
the  many  points  along  the  surface  of  the  earth  through 
which  it  must  pass,  peculiarly  liable  to  receive  the  discharge 
from  the  heavens.    Also,  from  the  great  length  of  the  con- 
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ductor,  the  more  readily  must  the  repulsive  action  of  the 
free  electricity  of  the  cloud  drive  the  natural  electricity  of 
the  conductor  to  the  farther  end  of  the  line,  thus  rendering 
more  intense  the  negative  condition  of  the  nearer  part  of  the 
wire,  and  consequently  increasing  the  attraction  of  the  metal 
for  the  free  electricity  of  the  cloud.  It  is  not  however  prob- 
able that  the  attraction,  whatever  may  be  its  intensity,  of  so 
small  a  quantity  of  matter  as  that  of  the  wire  of  the  telegraph, 
can  of  itself  produce  an  electrical  discharge  from  the  heavens, 
although,  if  the  discharge  were  started  by  some  other  cause, 
such  as  the  attraction  of  a  large  mass  of  conducting  matter 
in  the  vicinity,  the  attraction  of  the  wire  might  be  sufficient 
to  change  the  direction  of  the  descending  bolt,  and  draw  it, 
in  part  or  in  whole,  to  itself.  It  should  also  be  recollected, 
that  on  account  of  the  perfect  conduction,  a  discharge  on  any 
part  of  the  wire  must  affect  every  other  part  of  the  connected 
line,  although  it  may  be  hundreds  of  miles  in  length.^ 

That  the  wire  should  give  off  a  discharge  to  a  number  of 
poles  in  succession  is  a  fact  I  should  have  expected  from  my 
previous  researches  on  the  lateral  discharge  of  a  conductor 
transmitting  a  current  of  free  electricity.  In  a  paper  on 
this  subject,  presented  to  the  British  Association  in  1837,*  I 
showed  that  when  electricity  strikes  a  conductor  explosively 
it  tends  to  give  off  sparks  to  all  bodies  in  the  vicinity,  how- 
ever intimately  the  conductor  may  be  connected  with  the 
earth.  In  an  experiment  in  which  sparks  from  a  small 
machine  were  thrown  on  the  upper  part  of  a  lightning  rod, 
erected  in  accordance  with  the  formula  given  by  the  French 
Institute,  corresponding  sparks  could  be  drawn  from  every 
part  of  the  rod,  even  from  that  near  the  ground.  In  a  commu- 
nication since  made  to  this  Society,  I  have  succeeded  in  refer- 
ringthis  phenomenon  to  thefact,  that  during  the  transmission 
of  a  quantity  of  electricity  along  a  sod,  the  surface  of  the 
conductor  is  charged  in  succession,  as  it  were,  by  a  wave  of 
the  fluid,  which,  when  it  arrives  opposite  a  given  point,  tends 
to  give  off  a  spark  to  a  neighboring  body  for  the  same  reason 

*  [Report  of  British  Association,  1837.     See  antCj  page  101.] 
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that  the  charged  conductor  of  the  machine  gives  oflF  a  spark 
under  the  same  circumstances. 

It  miglit  at  first  be  supposed  that  the  redundant  electricity 
of  the  conductor  would  exhaust  itself  in  giving  off  the  first 
spark,  and  that  a  second  discharge  could  not  take  place;  but 
it  should  be  observed  that  the  wave  of  free  electricity,  in  its 
passage,  is  constantly  attracted  to  the  wire  by  the  portion  of 
the  uncharged  conductor  wliich  immediately  precedes  its 
position  at  any  time;  and  hence  but  a  part  of  the  whole 
redundant  electricity  is  given  off  at  one  place,  the  velocity 
of  transmission  of  the  wave  as  it  passes  the  neighboring 
body,  and  its  attraction  for  the  wire,  preventing  a  full  dis 
charge  at  any  one  place.  The  intensity  of  the  successive 
explosions  is  explained  by  referring  to  the  fact,  that  the  dis- 
charge from  the  clouds  does  not  generally  consist  of  a  single 
wave  of  electricity,  but  of  a  number  of  discharges  along  the 
same  path  in  rapid  succession,  or  of  a  continuous  discharge 
which  has  an  appreciable  duration;  and  hence  the  wire  of 
the  telegraph  is  capable  of  transmitting  an  immense  quantity 
of  the  fluid  thus  distributed  over  a  great  length  of  the  con- 
ductor. 

The  remarkable  facts  of  the  explosions  of  the  electricity 
into  the  air,  and  of  the  poles  being  struck  in  interrupted  suc- 
cession, find  a  plausible  explanation  in  another  electrical 
principle  which  I  have  established,  namely,  in  all  cases  of 
the  disturbance  of  the  equilibrium  of  the  electrical  plenum 
which  we  must  suppose  to  exist  throughout  all  terrestrial 
space,  the  state  of  rest  is  attained  by  a  series  of  diminishing 
oscillations.  Thus,  in  a  discharge  of  a  Leyden  jar,  I  have 
shown  that  the  phenomena  exhibited  cannot  be  explained 
by  merely  supposing  the  transfer  of  a  quantity  of  fluid 
from  the  inner  to  the  outer  side  of  the  jar;  but  in  addition 
to  this  wo  are  obliged  to  admit  the  existence  of  several  waves, 
backwards  and  forwards,  until  the  equilibrium  is  attained. 
In  the  case  of  the  discharge  from  the  cloud,  a  wave  of  the 
natural  electricity  of  the  metal  is  repelled  each  way  from 
the  point  on  which  the  discharge  falls,  to  either  end  of  the 
wire,  is  then  reflected,  and  in  its  reverse  passage  meets  in 
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succession  the  several  waves  which  make  up  the  discharge 
from  the  cloud.  These  waves  will  therefore  interfere  at  cer- 
tain points  along  the  wire,  producing,  for  a  moment,  waves 
of  double  magnitude,  and  will  thus  enhance  the  tendency 
of  the  fluid  at  these  points  to  fly  from  the  conductor.  I  do 
not  say  that  the  efiects  observed  were  actually  produced  in 
this  way ;  I  merely  wish  to  convey  the  idea  that  known 
principles  of  electrical  action  might,  under  certain  circum- 
stances, lead  us  to  anticipate  such  results. 

2.  The  state  of  the  wire  may  be  disturbed  by  the  conduc- 
tion of  a  current  of  electricity  from  one  portion  of  space  to 
another,  without  the  presence  of  a  thunder-cloud  ;  and  this 
will  happen  in  case  of  a  long  line,  when  the  electrical  con- 
dition of  the  atmosphere  which  surrounds  the  wire  at  one 
place  is  different  from  that  at  another.  Now  it  is  well 
known  that  a  mere  difference  in  elevation  is  attended  with  a 
change  in  the  electrical  state  of  the  atmosphere.  A  conductor, 
elevated  by  means  of  a  kit€,  gives  sparks  of  positive  electricity 
on  a  perfectly  clear  day;  hence,  if  the  line  of  the  telegraph 
passes  over  an  elevated  mountain  ridge,  there  will  be  con- 
tinually, during  clear  weather,  a  current  from  the  more 
elevated  to  the  lower  points  of  the  conductor. 

A  current  may  also  be  produced  in  a  long  level  line  by 
the  precipitation  of  vapor,  in  the  form  of  a  fog,  at  one  end, 
while  the  air  remains  clear  at  the  other;  or  by  the  existence 
of  a  storm  of  rain  or  snow  at  any  point  along  the  line,  while 
the  other  parts  of  the  wire  are  not  subjected  to  the  same 
influence.   * 

Currents  of  sufficient  power  to  set  in  motion  the  marking 
machine  of  the  telegraph  have  been  observed,  which  must 
have  been  produced  by  some  of  these  causes.  In  one  case 
the  machine  spontaneously  began  to  operate  without  the  aid 
of  the  battery  while  a  snow-storm  was  falling  at  one  end  of 
the  line,  and  clear  weather  existed  at  the  other.  On  another 
occasion  a  continued  stream  of  electricity  was  observed  to 
pass  between  two  points  at  a  break  in  the  wire,  presenting 
the  appearance  of  a  gaslight  almost  extinguished.     A  con- 
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slant  eflTect  of  this  kind  indicates  a  constant  accession  of  elec- 
tricity at  one  part  of  the  wire,  and  a  constant  discharge  at  the 
other. 

3.  The  natural  electricity  of  the  wire  of  the  telegraph  is 
liable  to  be  disturbed  by  the  ordinary  electrical  induction  of  a 
distant  cloud.  Suppose  a  thunder-cloud  driven  by  the  wind 
in  such  a  direction  as  to  cross  one  end  of  the  line  of  the 
telegraph  at  the  elevation — say  of  a  mile;  during  the  whole 
time  of  the  approach  of  the  cloud  to  the  point  of  its  path 
directly  above  the  wire,  the  repulsion  of  the  redundant  elec- 
tricity with  which  it  is  charged  would  constantly  drive  more 
and  more  of  the  natural  electricity  of  the  wire  to  the  farther 
end  of  the  line,  and  would  thus  give  rise  to  a  current.  When 
the  cloud  arrived  at  the  point  nearest  to  the  wire,  the  current 
would  cease  for  a  moment;  and  as  the  repulsion  gradually 
diminished  by  the  receding  of  the  cloud,  the  natural  elec- 
tricity of  the  wire  would  gradually  return  to  its  normal  state, 
giving  rise  to  a  current  in  an  opposite  direction.  If  the 
cloud  were  driven  by  the  wind  parallel  to  the  line  of  the 
telegraph  a  current  would  be  produced  towards  each  end  of 
the  wire,  and  these  would  constantly  vary  in  intensity  with 
the  different  positions  of  the  cloud.  Although  currents  pro- 
duced in  this  way  may  be  too  feeble  to  set  in  motion  the 
marking  apparatus,  yet  they  may  have  sufficient  power  to 
influence  the  action  of  the  current  of  the  battery  so  as  to 
interfere  with  the  perfect  operation  of  the  machine. 

4.  Powerful  electrical  currents  are  produced  in  the  wires 
of  the  telegraph  by  every  flash  of  lightning  which  takes 
place  within  many  miles  of  the  line,  by  the  action  of  dynamic 
induction;  which  differs  from  the  action  last  described  in 
being  the  result  of  the  influence  of  electricity  in  motion  on 
the  natural  electricity  of  the  conductor.  The  efiect  of  this 
induction,  which  is  the  most  fruitful  source  of  disturbance, 
will  be  best  illustrated  by  an  account  of  some  experiments 
of  my  own,  presented  to  the  Society  in  1843.  A  copper  wire 
was  suspended  by  silk  strings  around  the  ceiling  of  an  upper 


250  WRITINGS  OF   JOSEPH   HENRY.  [1846 

room  so  as  to  form  a  parallelogram  of  about  sixty  feet  by 
thirty  on  the  sides;  and  in  the  cellar  of  the  same  building, 
immediately  below,another  parallelogram  of  the  same  dimen- 
sions was  placed.  When  a  spark  from  an  electrical  machine 
was  transmitted  through  the  upper  parallelogram  an  induced 
current  was  developed  in  the  lower  one,  sufficiently  powerful 
to  magnetize  needles,  although  two  floors  intervened,  and 
the  conductors  were  separated  to  the  distance  of  thirty  feet. 
In  this  experiment  no  electricity  passed  through  the  floors 
from  one  conductor  to  the  other;  the  efioct  was  entirely  due 
to  the  repulsive  action  of  the  electricity  in  motion  in  the 
upper  wire  on  the  natural  electricity  of  the  lower.  In  another 
experiment  two  wires,  about  400  feet  long,  were  stretched 
parallel  to  each  other  between  two  buildings;  a  spark  of 
electricity  sent  through  one  produced  a  current  in  the  other, 
though  the  two  were  separated  to  the  distance  of  300  feet; 
and  from  all  the  experiments  it  was  concluded  that  the  dis- 
tance might  be  indefinitely  increased,  provided  the  wires 
were  lengthened  in  a  corresponding  ratio. 

That  the  same  efiect  is  produced  by  the  repulsive  action 
of  the  electrical  discharge  in  the  heavens  is  shown  by  the 
following  modification  of  the  foregoing  arrangement.  One 
of  the  wires  was  removed  and  the  other  so  lengthened  at  one 
end  as  to  pass  into  my  study  and  thence  through  a  cellar 
window  into  an  adjacent  well.  With  every  flash  of  lightning, 
which  took  place  in  the  heavens  within  at  least  a  circle  of 
twenty  miles  around  Princeton,  needles  were  magnetized  in 
the  study  by  the  induced  current  developed  in  the  wire. 
The  same  effect  was  produced  by  soldering  a  wire  to  the 
metallic  roof  of  the  house,  and  passing  it  down  into  the  well; 
at  every  flash  of  lightning  a  series  of  currents,  in  alternate 
directions,  was  produced  in  the  wire. 

I  was  also  led,  from  these  results,  to  infer  that  induced 
currents  must  traverse  the  line  of  a  railroad,  and  this  I  found 
to  be  the  case.  Sparks  were  seen  at  the  breaks  in  the  cbn- 
tinuit}'  of  the  rail  with  every  flash  of  a  distant  thunder 
cloud. 

Similar  effects,  but  in  a  greater  degree,  must  be  produced 
on  the  wire  of  the  telegraph,  by  every  discharge  in  the 
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heavei)s ;  and  the  pbenomena  which  I  witnessed  on  the  19th 
of  June  in  the  telegraph  office  in  Philadelphia  were,  I  am 
su  re,  of  this  kind.  In  the  midst  of  the  hurry  of  the  transmis- 
sion of  the  congressional  intelligence  from  Washington  to 
Philadelphia,  and  thence  to  New  York,  the  apparatus  began 
to  work  irregularly.  The  operator  at  each  end  of  the  line 
announced  at  the  same  time  a  storm  at  Washington,  and 
another  at  Jersey  City.  The  portion  of  the  circuit  of  the 
telegraph  which  entered  the  building,  and  was  connected 
with  one  pole  of  the  galvanic  battery,  happened  to  pass 
within  the  distance  of  less  than  an  inch  of  the  wire  which 
served  to  form  the  connection  of  the  other  pole  with  the 
earth.  Across  this  space,  at  an  interval  of  every  few  minutes, 
a  series  of  sparks  in  rapid  succession  was  observed  to  pass  j 
and  when  one  of  the  storms  arrived  so  near  Philadelphia 
that  the  lightning  could  be  seen,  each  series  of  sparks  was 
found  to  be  simultaneous  with  a  flash  in  the  heavens.  Now 
we  cannot  suppose,  for  a  moment,  that  the  wire  was  actually 
struck  at  the  time  each  flash  took  place ;  and  indeed  it  was 
observed  that  the  sparks  were  produced  when  the  cloud  and 
flash  were  at  a  distance  of  several  miles  to  the  east  of  the 
line  of  the  wire.  The  inevitable  conclusion  is  that  all  the 
exhibition  of  electrical  phenomena  witnessed  durjng  the 
afternoon  was  purely  the  effects  of  induction,  or  the  mere 
disturbance  of  the  natural  electricity  of  the  wire  at  a  distance, 
without  any  transfer  of  the  fluid  from  the  cloud  to  the 
apparatus. 

'The  discharge  between  the  two  portions  of  the  wire  con- 
tinued for  more  than  an  hour,  when  the  effect  became  so 
powerful  that  the  superintendent,  alarmed  for  the  safety  of  the 
building,  connected  the  long  wire  with  the  city  gas  pipes,  and 
thus  transmitted  the  current  silently  to  the  ground.  I  was 
surprised  at  the  quantity  and  intensity  of  the  current;  it  is 
well  known  that  to  affect  a  common  galvanometer  with 
ordinary  electricity  requires  the  discharge  of  a  large  battery; 
but  such  was  the  quantity  of  the  induced  current  exhibited 
on  this  occasion  that  the  needle  of  an  ordinary  vertical  gal- 
vanometer, with  a  short  wire,  and  apparently  of  little  sensi- 
bility, was  moved  several  degrees. 
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The  pungency  of  the  spark  was  also,  as  might  have  been 
expected,  very  great.  When  a  small  break  was  made  in  the 
circuit,  and  the  parts  joined  by  the  forefinger  and  thumb 
the  discharge  transmitted  through  the  hand  affected  the 
whole  arm  up  to  the  shoulder.  I  was  informed  by  the 
superintendent  that  on  another  occasion  a  spark  passed  over 
the  surface  of  the  spool  of  wire  surrounding  the  legs  of  the 
horse-shoe  magnet  at  right  angles  to  the  spires;  and  such 
was  its  intensity  and  quantity  that  all  the  wires  across  which 
it  passed  were  melted  at  points  in  the  same  straight  line  as 
if  they  had  been  cut  in  two  by  a  sharp  knife. 


The  eflfects  of  the  powerful  discharges  from  the  clouds  may 
be  prevented,  in  a  great  degree,  by  erecting  at  intervals  along 
the  line,  and  aside  of  the  supporting  poles,  a  metallic  wire 
connected  with  the  earth  at  the  lower  end,  and  terminating 
above  at  the  distance  of  about  half  an  inch  from  the  wire  of 
the  telegraph.  By  this  arrangement  the  insulation  of  the 
conductor  will  not  be  interfered  with,  while  the  greater 
portion  of  the  charge  will  be  drawn  off.  I  think  this  pre- 
caution of  great  importance  at  places  where  the  line  crosses 
a  river,  and  is  supported  on  high  poles.  Also  in  the  vicinity 
of  the  oflBce  of  the  telegraph  where  a  discharge,  falling  on 
the  wire  near  the  station,  might  send  a  current  into  the 
house  of  sufficient  quantity  to  produce  serious  accidents. 
The  fate  of  Professor  Richman,  of  St.  Petersburg,  should  be 
recollected,  who  was  killed  by  a  flash  from  a  small  wire, 
which  entered  his  house  from  an  elevated  pole,  while  he  was 
experimenting  on  atmospheric  electricity. 

The  danger  however  which  has  been  apprehended  from 
the  electricity  leaving  the  wire  and  discharging  itself  into  a 
person  on  the  road  is,  I  think,  very  small;  electricity,  of 
sufficient  intensity  to  strike  a  person  at  the  distance  of  eight 
or  ten  feet  from  the  wire,  would,  in  preference,  be  conducted 
down  the  nearest  pole.  It  will  however  in  all  cases  be  most 
prudent  to  keep  at  a  proper  distance  from  the  wire  during 
the  existence  of  a  thunder  storm  in  the  neighborhood. 
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It  may  be  mentioned  as  an  interesting  fact,  derived  from 
two  independent  sources  of  information,  that  large  numbers 
of  small  birds  have  been  seen  suspended  by  the  claws  from 
the  wire  of  the  telegraph.  They  had,  in  all  probability,  been 
instantaneously  killed,  either  by  a  direct  discharge,  or  an 
induced  current  from  a  distant  cloud  while  they  were  rest- 
ing on  the  wire. 

Though  accidents  to  the  operators,  from  the  direct  dis- 
charge, may  be  prevented  by  the  method  before  mentioned, 
yet  the  effect  on  the  machine  cannot  be  entirely  obviated; 
the  residual  current  which  escapes  the  discharge  along  the 
perpendicular  wires  must  neutralize,  for  a  moment,  the  cur- 
rent of  the  battery,  and  produce  irregularity  of  action  in  the 
apparatus. 

The  direct  discharge  from  the  cloud  on  the  wire  is,  com- 
paratively, not  a  frequent  occurrence,  while  the  dynamic 
inductive  influence  must  be  a  source  of  constant  disturbance 
during  the  seasons  of  thunder  storms;  and  no  other  method 
presents  itself  to  my  mind  at  this  time  for  obviating  the 
effect,  but  that  of  increasing  the  size  of  the  battery,  and 
diminishing  the  sensibility  of  the  magnet  so  that  at  least 
the  smaller  induced  currents  may  not  be  felt  by  the  machine. 
It  must  be  recollected  that  the  inductive  influence  takes 
place  at  a  distance  through  all  bodies,  conductors  and  non- 
conductors; and  hence  no  coating  that  can  be  put  upon  the 
wire  will  prevent  the  formation  of  induced  currents. 

I  think  it  not  improbable,  since  the  earth  has  been  made 
to  act  the  part  of  the  return  conductor,  that  some  means  will 
be  discovered  for  insulating  the  single  wire  beneath  the  sur- 
face of  the  earth;  the  diflSculty  in  effecting  this  is  by  no 
means  as  great  as  that  of  insulating  two  wires,  and  prevent- 
ing the  current  striking  across  from  one  to  the  other.  A 
wire  buried  in  the  earth  would  be  protected  in  most  cases 
from  the  effect  of  a  direct  discharge;  but  the  inductive  in- 
fluence would  still  be  exerted,  though  perhaps  in  a  less 
degree. 

The  wires  of  the  telegraph  are  too  small  and  too  few  in 
number  to  affect,  as  some  have  supposed,  the  electrical  con- 
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dition  of  the  atmosphere  by  equalizing  the  quantity  of  the 
fluid  iu  difierent  places,  and  thus  producing  a  less  change- 
able state  of  the  weather.  The  feeble  currents  of  electricity 
which  must  be  constantly  passing  along  the  wires  of  a  long 
line  may  however,  with  proper  stud}*^,  be  the  means  of  dis- 
covering many  interesting  facts  relative  to  the  electrical 
state  of  the  air  over  different  regions.* 


ON   THE   "  POUNTAIN-BALL,"  AND  ON   THE  INTERPERENCB    OP 

HEAT. 

(Proceedings  of  the  American  Philosophical  Society,  vol.  it,  p.  286.) 

October  16,  1846. 

Professor  Henry  laid  before  the  Society  the  results  of  some 
investigations  that  he  had  lately  made  on  two  questions  in 
physical  science,  and  a  theory  of  the  causes  of  the  phenomena 
observed. 

The  well  known  phenomenon  of  a  ball  resting  on  a  jet  of 
water  he  ascribed  to  the  action  of  three  different  causes: 
1st,  to  the  adhesion  of  the  water  to  the  ball:  2d,  to  the 
adhesion  of  the  water  to  itself:  3d,  to  the  tendency  of  water 
to  move  in  a  straight  line  and  also  to  the  principle  of  action 
and  re-action. 

He  had  also  made  experiments  in  regard  to  the  interfer- 
ence of  heat  for  the  purpose  of  discovering  whether  certain 
phenomena  of  interference  of  light  were  exhibited  as  well  in 
the  case  of  heat.  He  found  it  to  be  so,  and  that  two  rays  of 
heat  may  be  thrown  on  each  other  so  as  to  produce  a  reduc- 
tion of  temperature. 

*  [Re-printed  in  Silliman's  American  Journal  of  Science,  1847,  vol.  iir, 
pp.  *26-32.  Also  in  the  London  and  Edinburgh  Philosophical  Magazine, 
1847,  vol.  XXX,  pp.  186-194.] 
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ON  THE  ATOMIC  CONSTITUTION  OP  MATTER. 

(Proceedings  of  the  American  Philosophical  Society,  vol.  it,  pp.  287-290.) 

November  6. 1846. 

The  reference  to  a  paper  presented  at  the  preceding  meet- 
ing of  the  Society  led  Professor  Henry  to  make  some  remarks 
on  the  corpuscular  hypothesis  of  the  constitution  of  matter. 

He  stated  that  this  subject  has  occupied  attention  at  every 
period  of  the  history  of  science,  and  though  at  first  sight 
speculations  of  this  kind  might  appear  to  belong  exclusively 
to  the  province  of  the  imagination,  yet  in  reality  he  con- 
sidered this  hypothesis  a  fruitful  source  of  valuable  additions 
to  our  knowledge  of  the  actual  phenomena  of  the  physical 
world.  Though  simple  insulated  facts  may  occasionally  be 
stumbled  upon  by  a  lucky  accident,  the  discovery  of  a  series 
of  facts  or  of  a  general  scientific  principle  is  in  almost  all 
cases  the  result  of  deductions  from  a  rational  antecedent 
hypothesis,  the  product  of  the  imagination — founded  it  is  true 
on  a  clear  analogy  with  modes  of  physical  action  the  truth 
of  which  have  been  established  by  previous  investigation. 

In  constructing  an  hypothesis  of  the  constitution  of  matter 
the  simplest  assumption,  and  indeed  the  only  one  founded  on 
a  proper  physical  analogy,  is  that  the  same  laws  of  force  and 
motion  which  govern  the  phenomena  of  the  action  of  matter 
in  masses  pertains  to  the  minutest  atoms  of  these  masses. 

It  is  a  well  established  fact  that  portions  of  matter  at  a 
distance  tend  to  approach  each  other,  and  when  they  are 
brought  very  .near,  to  separate,  and  still  nearer,  again  to 
approach,  and  so  on  through  several  alternations.  In  the 
present  state  of  science  we  consider  these  actions  as  ultimate 
facts  to  which  we  give  the  name  of  attracting  and  repelling 
forces,  and  without  attempting  to  go  behind  them  we  may 
study  their  laws  of  variation  as  to  intensity  and  direction 
under  different  circumstances  and  particularly  in  reference 
to  a  change  of  distance.  Bodies  or  masses  of  matter  are  also 
subjected  to  fixed  laws  of  motion  which  have  been  classed 
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under  three  heads,  namely,  the  law  of  inertia  or  tendency  to 
resist  a  change  of  state  and  to  move  in  a  straight  line  with  a 
constant  velocity,  the  law  of  the  co-existence  of  separate 
motions,  and  the  law  of  the  equality  of  action  and  reaction. 

The  explanation  of  a  mechanical  phenomenon  consists  in 
its  analysis  and  the  reference  of  its  several  parts  to  the  fore- 
going laws  of  force  and  motion,  and  as  no  phenomenon, 
whether  it  relates-  to  masses  or  the  minutest  portions  of 
matter  is  fully  explained  until  it  can  be  referred  to  one  or 
more  of  these  laws  it  follows  that  any  corpuscular  hypothesis 
which  does  not  ascribe  to  each  atom  of  matter  the  property 
of  obedience  to  the  same  laws  must  be  defective.  It  was  for 
this  reason  that  in  printing  a  syllabus  of  his  lectures  about 
two  years  ago  he  was  induced  to  make  some  additions  to  the 
assumptions  on  which  the  corpuscular  hypothesis  of  Bosco- 
vich  is  founded.  According  to  this  celebrated  hypothesis,  a 
portion  of  matter  consists  of  an  assemblage  in  space  of  an 
indefinite  number  of  points  kept  at  a  given  distance  by 
attracting  and  repelling  forces:  these  points  have  relative 
position  but  not  magnitude,  and  are  merely  centers  of  action 
of  the  forces  which  affect  our  senses,  and  since  all  our  knowl- 
edge of  matter  is  derived  from  the  action  of  these  forces, 
to  infer  that  these  points  are  anything  more  than  the  centers 
of  forces  is  going  beyond  our  premises. 

This  hypothesis  readily  explains  the  statical  properties  of 
bodies,  such  as  elasticity,  porosity,  impenetrability,  solidity, 
liquidity,  crystallization,  resistance  to  compression  when  a 
force  is  applied  to  either  side  of  the  body,  etc. ;  but  it  fails 
to  account  for  the  dynamic  phenomena  of  masses  of  matter, 
or  those  which  are  referable  to  the  three  laws  of  motion.  It 
is  not  therefore  enough  that  we  assume,  as  the  elements 
of  matter,  an  assemblage  of  points  in  space  from  which 
merely  emanate  attracting  and  repelling  forces;  we  must 
also  suppose  these  points  to  be  endowed  with  inertia,  or  a  ten- 
dency to  resist  a  change  of  state,  whether  of  rest  or  motion, 
and  a  tendency  to  move  in  a  straight  line ;  also  to  possess 
the  property  of  preserving  the  effects  of  a  number  of  im- 
pulses, as  well  as  that  of  transferring  motion  from  one  point 
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to  another,  the  one  losing  as  much  motion  as  the  other  gains. 
But  the  admission  of  the  existence  of  points  with  such  qual- 
ities brings  us  back  to  the  Newtonian  hypothesis  of  matter. 

According  to  the  view  we  have  given,  a  portion  of  matter 
consists  of  an  assemblage  of  indivisible  and  indestructible 
atoms  endowed  with  attracting  and  repelling  forces,  and 
with  the  property  of  obedience  to  the  three  laws  of  motion. 
All  the  other  properties,  and  indeed  all  the  mechanical  phe- 
nomena of  matter,  so  far  as  they  have  been  analyzed,  are 
probably  referable  to  the  action  of  such  atoms,  arranged  in 
groups  of  different  orders,  namely,  of  ultimate  atoms,  chem- 
ical atoms,  simple  molecules,  compound  molecules,  particles, 
etc. ;  the  distance  in  all  cases  between  any  two  atoms  being 
much  greater  than  the  diameter  of  the  atoms  or  molecules. 

In  order  that  we  may  bring  all  the  phenomena  of  the  **  im- 
l)onderable"  agents  of  nature,  (as  they  are  called,)  under  the 
category  of  the  laws  of  force  and  motion,  we  are  obliged  to 
assume  the  existence  of  an  a^therial  medium  formed  of  atoms, 
which  are  endowed  with  precisely  the  same  properties  as 
those  we  have  assigned  to  common  matter ;  and  this  assump- 
tion leads  us  to  the  inference,  that  matter  is  diffused  through 
all  space. 

That  something  exists  between  us  and  the  sun,  possessing 
the  properties  of  matter,  may  be  inferred  from  the. simple 
fact  that  time  is  required  for  the  transmission  of  light  and 
heat  through  the  intervening  space.  The  phenomena  of  the 
transmitted  motion,  in  these  cases,  are  perfectly  represented 
by  undulations,  in  a  medium  composed  of  very  minute  atoms 
of  ordinary  matter,  endowed  with  all  the  mechanical  prop- 
erties we  have  mentioned.  Indeed,  the  motion  is  analogous — 
though  not  precisely  similar — to  the  transmission  of  sound 
through  air ;  the  time  however  in  the  two  cases  being  very 
different.  Light  passes  the  space  between  us  and  the  sun  in 
about  eight  minutes,  while  sound  (through  air)  would  require  ' 
13|  years  to  perform  the  same  journey.  This  difference  in 
velocity  is  however  readily  explained  by  a  difference  in  den- 
sity and  elasticity  of  air,  and  the  aetherial  medium.  That 
the  phenomena  of  light  and  heat  from  the  sun  are  not  the 
17 
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effect  of  transmission  of  mere  force,  (without  intervening 
matter,)  such  as  that  of  attraction  and  repulsion,  is  evident 
from  the  fact  that  these  actions  require  no  perceptible  time 
for  their  transmission  to  the  most  distant  part  of  the  solar 
system.  If  the  sun  were  at  once  to  be  annihilated  the  planet 
Neptune  would,  at  the  same  instant  begin  to  move  in  a  tan- 
gent to  its  present  orbit.  Also,  the  phenomena  of  electricity 
and  magnetism  involve  the  consideration  of  time ;  the  dis-  * 
charge  of  the  former  through  a  copper  wire  is  transmitted 
with  about  the  velocity  of  light,  and  the  development  of 
the  latter  in  an  iron  bar  is  attended  with  a  change  in  the 
ponderable  molecules  of  the  metal  which  requires  time  for 
its  completion. 

According  to  the  foregoing  rules,  we  may  assume  with 
Newton,  the  existence  of  one  kind  of  matter  diffused  through- 
out all  space,  and  existing  in  four  states,  namely,  the  sethe- 
rial,  the  aeriform,  the  liquid,  and  the  solid.  This  method  of 
presenting  the  atomic  hypothesis  of  the  constitution  of  mat- 
ter, may  at  first  sight  appear  startling;  but  on  a  little  re- 
flection, it  will  be  found  a  necessary  consequence  of  the 
attempt  to  explain  the  mechanical  phenomena  of  matter  by 
an  assemblage  of  separate  atoms.  It  may  be  objected  to  the 
assumption  of  one  kind  of  matler  that  the  fact  of  the  im- 
ponderable nature  of  light,  heat,  electricity  and  magnetism 
require  at  least  two  kinds  of  matter;  but  if  we  adopt  the 
theory  of  undulation,  the  phenomena  of  the  "imponderables" 
(as  they  are  called)  are  merely  the  results  of  the  motions  of 
the  atoms  of  the  ietherial  medium  combined  in  some  cases 
with  the  motion  of  the  atoms  of  the  body  ;  and  since  the  vi- 
brations of  the  atoms  of  a  mass  of  matter  do  not  increase  the 
attraction  of  the  earth  on  the  mass,  an  increase  of  tempera- 
ture in  a  body  cannot  change  its  weight ;  and  also  because 
the  a)therial  medium  fills  all  space,  a  i)ortion  of  this 
•  medium  can  no  more  exhibit  weight  than  a  quantity  of  air 
when  weighed  in  the  midst  of  the  atmosphere. 

The  i)oints  here  noticed,  relate  merely  to  the  fundamental 
conceptions  of  the  corpuscular  or  atomic  constitution  of 
matter,  and  not  to  the  arrangement  of  the  atoms  into  sys- 
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terns  of  groups,  wliich  are  necessary  to  represent  the  varied 
and  complicated  mechanical  &nd  chemical  phenomena  ex- 
hibited in  the  physical  changes  going  on  around  us.  Though 
he  could  not  at  this  time  attempt  to  give  any  details  of  ap- 
plication of  this  hypothesis,  he  drew  attention  to  one  class 
of  facts  of  which  it  is  important  to  furnish  an  expression  in 
the  arrangement  of  the  atoms.  He  alluded  to  the  facts  of 
polarity,  or  those  which  exhibit  the  action  of  opposite  forces 
at  the  extremities  of  molecules  or  of  masses.  The  north  and 
south  poles  of  two  magnets,  brought  together,  neutralize 
each  other ;  the  attraction  of  one  is  balanced  by  the  repul- 
sion of  the  other,  and  the  point  of  junction  is  without  action 
on  a  third  ferruginous  body.  In  the  same  manner  appar- 
ently, two  chemical  elements  which  enter  into  combination 
exhibit  a  neutralizing  effect,  which  indicates  the  existence 
of  polar  forces  in  the  phenomena  of  chemical  action.  Noth- 
ing however  is  perceptible  of  this  kind  in  the  eflTects  of  gravi- 
tation ;  the  action  of  two  particles  on  each  other  does  not 
interfere  with  the  action  at  the  same  time  of  these  two  on 
any  number  of  other  particles. 

In  conclusion  it  should  be  remembered  that  the  legitimate 
use  of  speculations  of  this  kind  is  not  to  furnish  plausible 
explanations  of  known  phenomena,  or  to  present  old  knowl- 
edge in  a  new  and  more  imposing  dress,  but  to  serve  the 
higher  purpose  of  suggesting  new  experiments  and  new  phe- 
nomena, and  thus  to  assist  in  enlarging  the  bounds  of  science 
and  extending  the  power  of  mind  over  matter;  and  unless 
the  hypothesis  can  be  employed  in  this  way,  however  much 
ingenuity  may  have  been  expended  in  its  construction,  it 
can  only  be  considered  as  a  scientific  romance  worse  than 
useless,  since  it  tends  to  satisfy  the  mind  with  the  semblance 
of  truth,  and  thus  to  render  truth  itself  less  an  object  of 
desire. 
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ON  THE   HEIGHT   OF   THE  AURORA. 

(Prooeedings  of  tho  American  Philosophical  Society,  vol.  ly,  p.  870.) 

December  Zd^  1846. 

Professor  Henry  uiade  a  communication  relative  to  some 
observations  on  the  aurora  borealis,  with  the  object  of  deter- 
mining the  height  of  the  meteor.  The  result  of  the  observa- 
tions tended  to  establish  the  fact  that  the  arch  of  the  aurora 
like  the  rainbow  is  a  local  phenomenon,  each  observer  seeing 
a  different  object. 
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PART  II. 
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SCIENTIFIC  PAPERS  AND  ABSTRACTS. 


programme  of  organization  of  the  smithsonian 

'institution. 

(From  the  First  Annual  Report  of  the  Secretary  to  the  Board  of  Reagents.)* 

December  8,  1847. 

Gentlemen:  -  -  -  In  accordance  with  mv  instructions 
I  consulted  with  men  of  eminence  in  the  different  branches  of 
literature  and  science,  relative  to  the  details  of  the  plan  of 
organization,  and  arranged  the  various  suggQstions  offered 
in  the  form  of  the  accompanying  programme.  This,  after 
having  been  submitted  to  a  number  of  persons  in  whose 
knowledge  and  judgment  I  have  confidence,  is  now  pre- 
sented to  the  Board,  with  the  concurrence  of  the  Committee 
on  Organization,  for  consideration  and  provisional  adoption. 
I  regret  that  I  could  not  give  the  names  of  those  whose  sug- 
gestions have  been  adopted  in  the  programme;  the  impos- 
sibiUty  of  rendering  justice  to  all  has  prevented  my  attempt- 
ing this.  Many  of  the  suggestions  have  been  offered  by 
different  persons  independentiy  of  each  other.     -    -    - 

Tlie  introduction  to  the  programme  contains  a  series  of 
propositions  suggested  by  a  critical  examination  of  the  will 
of  Smithson,  to  serve  as  a  guide  in  judging  of  the  fitness  of 
any  proposed  plan  for  carrying  out  the  design  of  the  tes- 
tator.   -    -    - 

That  all  the  propositions  will  meet  with  general  approval 
cannot  be  expected;  and  that  this  organization  is  the  best 
that  could  be  devised  is  neither  asserted  nor  believed.  To 
produce  a  priori  a  plan  of  organization  which  shall  be  found 


*[The  Plan  adopted  by  the  Board  of  Regents,  December  18,  1847.] 
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to  succeed  perfectly  in  practice,  and  require  no  amendment, 
would  be  difficult  under  the  most  favorable  circumstances, 
and  becomes  almost  impossible  where  conflicting  opinions 
are  to  be  harmonized  and  the  definite  requirements  of  the 
Act  of  Congress  establishing  the  Institution  are  to  be  ob- 
served. It  is  not  intended  that  the  details  of  organization 
as  given  in  the  programme,  should  be  permanently  adopted 
without  careful  trial ;  they  are  rather  presented  as  sugges- 
tions to  be  adopted  provisionally,  and  to  be  carried  into 
operation  gradually  and  cautiously,  \^ith  such  changes  from 
time  to  time  as  experience  may  dictate. 


INTRODUCTION. 

Oeneral  considerations  which  should  serve  as  a  guide  in  adopting 

a  Plan  of  Organization. 

1.  Will  of  Smithson.  The  property  is  bequeathed  to  the 
United  States  of  America,  "to  found  at  Washington,  under 
the  name  of  the  Smithsonian  Institution,  an  establishment 
for  the  increase  and  diffusion  of  knowledge  among  men." 

2.  The  bequest  is  for  the  benefit  of  mankind.  The  Gov- 
ernment of  the  United  States  is  merely  a  trustee  to  carry 
out  the  design  of  the  testator. 

3.  The  Institution  is  not  a  national  establishment,  as  is 
frequently  supposed,  but  the  establishment  of  an  individual, 
and  is  to  bear  and  perpetuate  his  name. 

4.  The  objects  of  the  Institution  are — 1st,  to  increase — and 
2d,  to  diffuse — knowledge  among  men. 

5.  These  two  objects  should  not  be  confounded  with  one 
another.  The  first  is  to  enlarge  the  existing  stock  of  knowl- 
edge by  the  addition  of  new  truths;  and  the  second,  to  dis- 
seminate knowledge,  thus  increased,  among  men. 

6.  The  will  makes  no  restriction  in  favor  of  any  partic- 
ular kind  of  knowledge;  hence  all  branches  are  entitled  to 
a  share  of  attention. 

7.  Knowledge  can  be  increased  by  different  methods  of 
facilitating  and  promoting  the  discovery  of  new  truths;  and 
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can  be  most  extensively  diffused  among  men  by  means  of 
the  press. 

8.  To  eflFect  the  greatest  amount  of  good,  the  organization 
should  1)0  such  as  to  enable  the  Institution  to  produce  re- 
sults in  the  way  of  increasing  and  diffusing  knowledge, 
which  cannot  be  produced  either  at  all  or  so  efficiently  by 
the  existing  institutions  in  our  country. 

9.  The  organization  should  also  be  such  as  can  be  adopted 
provisionally,  can  be  easily  reduced  to  practice,  receive  mod- 
ifications, or  be  abandoned  in  whole  or  in  part,  without  a 
sacrifice  of  the  funds. 

10.  In  order  to  compensate,  in  some  measure,  for  the  loss 
of  time  occasioned  by  the  delay  of  eight  years  in  establish- 
ing the  Institution,  a  considerable  portion  of  the  interest 
which  has  accrued  should  be  added  to  the  principal. 

11.  In  proportion  to  the  wide  field  of  knowledge  to  be  cul- 
tivated, the  funds  are  small.  Economv  should  therefore  be 
consulted  in  the  construction  of  the  building;  and  not  only 
the  first  cost  of  the  edifice  should  be  considered,  but  also  the 
continual  expense  of  keeping  it  in  repair,  and  of  the  support 
of  the  establishment  necessarily  connected  with  it.  There 
should  also  be  but  few  individuals  permanently  employed 
by  the  Institution. 

12.  The  plan  and  dimensions  of  the  building  should  be 
determined  by  the  plan  of  the  organization,  and  not  the 
converse. 

13.  It  should  be  recollected  that  mankind  in  general  are 
to  be  benefited  by  the  bequest,  and  that  therefore  all  un- 
necessary expenditure  on  local  objects  would  be  a  perver- 
sion of  the  trust. 

14.  Besides  the  foregoing  considerations,  deduced  imme- 
diately from  the  will  of  Smithson,  regard  must  be  had  to 
certain  requirements  of  the  act  of  Congress  establishing  the 
Institution.  These  are,  a  library,  a  museum,  and  a  gallery 
of  art,  with  a  building  on  a  liberal  scale  to  contain  them. 
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SECTION  I. 

Plan  of  OrganizcUion  of  the  Institution  in  accordance  v/ith  the 
foregoing  deductians  from  the  will  of  Smithsofi. 

lb  increase  knowledge:    It  is  proposed — 

1.  To  stimulate  men  of  talent  to  make  original  researches 
by  offering  suitable  rewaAJs  for  memoirs  containing  new 
truths;  and, 

2.  To  appropriate  annually  a  portion  of  the  income  for 
particular  researches,  under  the  direction  of  suitable  persons. 

To  diffuse  knowledge:    It  is  proposed — 

J .  To  publish  a  series  of  periodical  reports  on  the  progress 
of  the  different  branches  of  knowledge;  and, 

2.  To  publish  occasionally  separate  treatises  on  subjects  of 
general  interest. 

DETAILS  OF  THE  PLAN  TO  INCREASE  KNOWLEDGE. 

I.  By  stimulating  researches, 

1.  Rewards  consisting  of  money,  medals,  &c.,  offered  for 
original  memoirs  on  all  branches  of  knowledge.  * 

2.  The  memoirs  thus  obtained  to  be  published  in  a  series 
of  volumes,  in  a  quarto  form,  and  entitled  "Smithsonian 
Contributions  to  Knowledge." 

3.  No  memoir  on  subjects  of  physical  science  to  be  accepted 
for  publication  which  does  not  furnish  a  positive  addition  to 
human  knowledge,  resting  on  original  research;  and  all 
unverified  speculations  to  be  rejected. 

4.  Each  memoir  presented  to  the  Institution  to  be  sub- 
mitted for  examination  to  a  commission  of  persons  of 
reputation  for  learning  in  the  branch  to  which  the  memoir 
pertains,  and  to  be  accepted  for  publication  only  in  case  the 
report  of  this  commission  is  favorable. 

5.  The  commission  to  be  chosen  by  the  officers  of  the 
Institution,  and  the  name  of  the  author  (as  far  as  practicable) 
concealed,  unless  a  favorable  decision  be  made. 


*[In  the  annual  report  for  1855,  this  clause  was  changed  to  read — 
•'  1.  Facilities  afforded  for  the  production  of  original  rnonu)ir«  on  all  l)ranch<'S 
of  knnwledeje.''] 
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6.  The  volumes  of  the  memoirs  to  be  exchanged  for  the 
transactions  of  literary  and  scientific  societies,  and  copies  to 
be  given  to  all  the  colleges  and  principal  libraries  in  this 
country.  One  part  of  the  remaining  copies  may  be  offered 
for  sale,  and  the  other  carefully  preserved,  to  form  complete 
sets  of  the  work,  to  supply  the  demand  from  new  institutions. 

7.  An  abstract,  or  popular  account  of  the  contents  of  these 
memoirs  to  be  given  to  the  public  through  the  annual  report 
of  the  Regents  to  Congress. 

II.  B]/  appropriating  a  part  of  the  income  annually  to  special 

objects  of  research. 

1.  Tlio  objects  and  the  amount  appropriated  to  be  recom- 
mended by  counsellors  of  the  Institution. 

2.  Appropriations  in  different  years  to  different  objects; 
so  that  in  course  of  time  each  branch  of  knowledge  may 
receive  a  share. 

3.  The  results  obtained  from  these  appropriations  to  be 
published,  with  the  memoirs  before  mentioned,  in  the  vol- 
umes of  the  "Smithsonian  Contributions  to  Knowledge.'' 

4.  Examples  of  objects  for  which  appropriations  may  be 
made :  (a.)  System  of  extended  meteorological  observations 
for  solving  the  problem  of  American  storms.  (6.)  Explora- 
tions in  descriptive  natural  history,  and  geological,  magnet- 
ical,  and  topographical  surveys,  to  collect  materials  for  the 
formation  of  a  Physical  Atlas  of  the  United  States,  (c.) 
Solution  of  experimental  problems,  such  as  a  new  determina- 
tion of  the  weight  of  the  earth,  of  the  velocity  of  electricity, 
and  of  light;  chemicalanalysesof  soils  and  plants;  collection 
and  publication  of  scientific  facts  acnumulated  in  the  offices 
of  Government,  (d.)  Institution  of  statistical  inquiries  with 
reference  to  physical,  moral,  and  political  subjects.  («.)  His- 
torical researches  and  accurate  surveys  of  places  celebrated 
in  American  history,  (f.)  Ethnological  researclies,  particu- 
larly with  reference  to  the  different  races  of  men  in  North 
America;  also  explorations  and  accurate  surveys  of  the 
mounds  and  other  remains  of  the  ancient  people  of  our 
country. 


268  WRITINGS  OP  JOSEPH   HENRY.  [1847 

DETAILS  OF  THE  PLAN  FOR  DIFFUSING  KNOWLBDGK. 

I.  By  the  publicaiicm  of  a  series  of  reports^  giving  an  account  of 
,    the  new  discoveries  in  science,  and  of  the  changes  made  from 
year  to  year  in  all  branches  of  knowledge  not  stricUy  profes- 
sional. 

1.  These  reports  will  diffuse  a  kind  of  knowledge  generally 
interesting,  but  which  at  present  is  inaccessible  to  the  public. 
Some  of  the  reports  may  be  published  annually,  others  at 
longer  intervals,  as  the  income  of  the  Institution  or  the 
changes  in  the  branches  of  knowledge  may  indicate. 

2.  The  reports  are  to  be  prepared  by  collaborators  eminent 
in  the  different  branches  of  knowledge. 

3.  Each  collaborator  to  be  furnished  with  the  journals  and 
publications,  domestic  and  foreign,  necessary  to  the  compila- 
tion of  his  report;  to  be  paid  a  certain  sum  for  his  labors, 
and  to  be  named  on  the  title-page  of  the  report. 

4.  The  reports  to  be  published  in  separate  parts  so  that 
persons  interested  in  a  particular  branch  can  procure  the 
parts  relating  to  it  without  purchasing  the  whole. 

5.  These  reports  may  be  presented  to  Congress  for  partial 
distribution,  the  remaining  copies  to  be  given  to  literary  and 
scientific  institutions,  and  sold  to  individuals  for  a  moderate 
price.* 

II.  By  the  Publication  of  separate  treatises  on  subjects  of  gen- 
eral interest. 

1.  These  treatises  may  occasionally  consist  of  valuable 
memoirs,  translated  from  foreign  languages,  or  of  articles 

*The  following  are  some  of  the  subjects  which  may  be  embmced  in  the 
reports : 

I.  Physical  Class. — 1.  Physics,  including  astronomy,  natunil  philos- 
ophy, chemistry  and  meteorology.  2.  Natural  history,  including  botany, 
zoology,  geology,  &c.     3.  Agriculture.     4.  Application  of  science  to  art-^. 

II.  Moral  and  Political  Class. — 5.  Ethnology,  including  particular 
history,  comparative  philology,  antiquities,  &c.  0.  Statistics  and  political 
economy.  7.  Mental  and  moral  philosophy.  8.  A  survey  of  the  political 
events  of  the  world;  penal  reform,  &c. 

III.  Literature  and  the  Fine  Arts. — 9.  Modern  liteniture.  10.  The 
fine  arts  and  their  application  to  the  useful  arts.  11.  Bibliography.  12. 
Obituary  notices  of  distinguished  individuals. 
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prepared  under  the  direction  of  the  Institution,  or  procured 
by  offering  premiums  for  the  best  exposition  of  a  given  sub- 
ject. 

2.  The  treatises  should  in  all  cases  be  submitted  to  a  com- 
mission of  competent  judges  previous  to  their  publication. 

3.  As  examples  of  these  treatises,  expositions  may  be  ob- 
tained of  the  present  state  of  the  several  branches  of  knowl- 
edge mentioned  in  the  table  of  reports.  Also  of  the  following 
subjects,  suggested  by  the  Committee  on  Organization,  viz : 
the  statistics  of  labor,  the  productive  arts  of  life,  public  in- 
struction, &c. 

SECTION  II. 

Plan  of  Organizaiiony  in  accordance  wUh  the  terms  of  the  resolu- 
tions of  the  Board  of  Regents,  providing  for  the  two  modes  of 
increasing  and  diffusing  knowledge. 

1.  The  Act  of  Congress  establishing  the  Institution  con- 
templated the  formation  of  a  library  and  a  museum;  and 
the  Board  of  Regents,  including  these  objects  in  the  plan  of 
organization,  resolved  to  divide  the  income  into  two  equal 
parts. 

2.  One  part  to  be  appropriated  to  increase  and  diffuse 
knowledge  by  means  of  publications  and  researches,  agree- 
ably to  the  scheme  before  given.  The  other  part  to  be  ap- 
propriated to  the  formation  of  a  library  and  a  collection  of 
objects  of  nature  and  of  art. 

3.  These  two  plans  are  not  incompatible  with  one  another. 

4.  To  carry  out  the  plan  before  described,  a  library  will 
be  required,  consisting,  1st,  of  a  complete  collection  of  the 
transactions  and  proceedings  of  all  the  learned  societies  in 
the  world;  2d,  of  the  more  important  current  periodical 
publications,  and  other  works  necessary  in  preparing  the 
periodical  reports. 

5.  The  Institution  should  make  special  collections,  par- 
ticularly of  objects  to  verify  its  own  publications. 

6.  Also  a  collection  of  instruments  of  research  in  all 
branches  of  experimental  science. 
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7.  With  reference  to  the  collection  of  books,  other  than 
those  mentioned  above,  catalogues  of  all  the  different  libra- 
ries in  the  United  States  should  be  procured,  in  order  that 
the  valuable  l)ooks  first  purchased  may  be  such  as  are  not 
to  be  found  in  the  United  States. 

8.  Also  catalogues  of  memoirs  and  of  books  in  foreign 
libraries,  and  other  materials,  should  be  collected  for  ren- 
dering the  Institution  a  centre  of  bibliographical  knowledge, 
whence  the  student  may  be  directed  to  any  work  which  he 
may  require. 

9.  It  is  believed  that  the  collections  in  natural  history 
will  increase  by  donations  as  rapidly  as  the  income  of  the 
Institution  can  make  provision  for  their  reception,  and  there- 
fore it  will  seldom  be  necessary  to  purchase  any  articles  of 
this  kind. 

10.  Attempts  should  be  made  to  procure  for  the  gallery  of 
art,  casts  of  the  most  celebrated  articles  of  ancient  and 
modern  sculpture. 

11.  The  arts  may  be  encouraged  by  providing  a  room  free 
of  expense  for  the  exhibition  of  the  objects  of  the  Art-Union, 
and  other  similar  societies. 

12.  A  small  appropriation  should  annually  be  made  for 
models  of  antiquities,  such  as  those  of  the  remains  of 
ancient  temples,  &c. 

13.  For  the  present,  or  until  the  building  is  fully  com- 
pleted, besides  the  Secretary,  no  permanent  assistant  will  be 
required,  except  one  to  act  as  librarian. 

14.  The  duty  of  the  Secretary  will  be  the  general  super- 
intendence— with  the  advice  of  the  Chancellor  and  other 
members  of  the  establishment — of  the  literary  and  scientific 
operations  of  the  Institution ;  to  give  to  the  Regents  annually 
an  account  of  all  of  the  transactions;  of  the  memoirs  which 
have  been  received  for  publication;  of  the  researches  which 
have  been  made;  and  to  edit,  with  the  assistance  of  the 
librarian,  the  publications  of  the  Institution. 

15.  The  duty  of  the  Assistant  Secretary,  acting  as  libra- 
rian, will  be,  for  the  present,  to  assist  in  taking  charge  of 
the  collections,  to  select  and  purchase,  under  the  direction  of 
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the  Secretary  and  a  committee  of  the  Board,  books  and  cata- 
logues,  and  to  procure  the  information  before  mentioned; 
to  give  information  on  plans  of  libraries,  and  to  assist  the 
Secretary  in  editing  the  publications  of  the  Institution  and 
in  the  other  duties  of  his  office. 

16.  The  Secretary  and  his  assistants,  during  the  session  of 
Congress,  will  be  required  to  illustrate  new  discoveries  in 
science,  and  to  exhibit  new  objects  of  art;  also  distinguished 
individuals  should  bo  invited  to  give  lectures  on  subjects  of 
general  interest. 

17.  When  the  building  is  completed,  and  when  in  accord- 
ance with  the  act  of  Congress,  the  charge  of  the  National 
Museum  is  given  to  the  Smithsonian  Institution,  other  as- 
sistants will  be  required.* 


Explanation'  and  lilitstration  of  the  Programme. 

Though  the  leading  propositions  of  the  Programme  have 
been  fully  discussed  by  the  Board,  yet  it  will  be  important 
to  offer  some  remarks  in  explanation  and  illustration  of 
them  in  their  present  connection. 

That  the  Institution  is  not  a  national  establishment,  in 
the  sense  in  which  institutions  dependent  on  the  Govern- 
ment for  support  are  so,  must  be  evident  when  it  is  recol- 
lected that  the  money  was  not  absolutely  given  to  the 
United  States,  but  intrusted  to  it  for  a  special  object,  namely: 
the  establishment  of  an  institution  for  the  benefit  of  men, 
to  bear  the  name  of  the  donor,  and  consequently  to  reflect 
upon  his  memory  the  honor  of  all  tho  good  which  may  be 
accomplished  by  means  of  the  bequest.  The  operations  of 
the  Smithsonian  Institution  ought  therefore  to  be  mingled 
as  little  as  possible  with  those  of  the  Government,  and  its 
funds  should  be  applied  exclusively  and  faithfully  to  the 
increase  and  diffusion  of  knowledge  among  men. 

That  the  bequest  is  intended  for  the  benefit  of  men  in 
general,  and  that  its  influence  ought  not  to  be  restricted  to  a 

*  [Re-printed  in  Sillinuurs  American  Journal  of  Science,  September,  1848, 
vol.  VI  (2d  series),  pp.  288-292.] 
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single  district,  or  even  nation,  may  be  inferred  not  only  from 
the  words  of  the  will,  but  also  from  the  character  of  Smith- 
son  himself;  and  I  beg  leave  to  quote  from  a  scrap  of  paper 
in  his  own  hand  the  following  sentiment  bearing  on  this 
point :  "  The  man  of  science  has  no  country ;  the  world  is 
his  country — all  men  his  countrymen."  The  origin  of  the 
funds,  the  bequest  of  a  foreigner,  should  also  preclude  the 
adoption  of  a  plan  which  does  not,  in  the  words  of  Mr. 
Adams,  "  spread  the  benefits  to  be  derived  from  the  institu- 
tion not  only  over  the  whole  surface  of  this  Union,  but 
throughout  the  civilized  world."  "  Mr.  Smithson's  reason  for  * 
fixing  the  seat  of  this  institution  at  Washington  obviously 
was,  that  there  is  the  seat  of  Government  of  the  United  States, 
and  there  the  Congress  by  whose  legislation,  and  the  Execu- 
tive through  whose  agency,  the  trust  committed  to  the  honor, 
intelligence,  and  good  faith  of  the  nation,  is  to  be  fulfilled." 
The  centre  of  operations  being  permanently  fixed  at  Wash- 
ington, the  character  of  this  city  for  literature  and  science 
will  be  the  more  highly  exalted  in  proportion  as  the  influ- 
ence of  the  Institution  is  more  widely  diffused. 

That  the  terms  increase  and  diffusion  of  knowledge  are 
logically  distinct,  and  should  be  literally  interpreted  with 
reference  to  the  will,  must  be  evident  when  we  reflect  that 
they  are  used  in  a  definite  sense,  and  not  as  mere  synonyms, 
by  all  who  are  engaged  in  the  pursuits  to  which  Smithson 
devoted  his  life.  In  England  there  are  two  classes  of  insti- 
tutions, founded  on  the  two  ideas  conveyed  by  these  terms. 
The  Royal  Society,  the  Astronomical,  the  Geological,  the 
Statistical,  the  Antiquarian  Societies,  all  have  for  their  ob- 
ject the  increase  of  knowledge;  while  the  London  Institution, 
the  Mechanics'  Institution,  the  Surrey  Institution,  the  Soci- 
ety for  the  Diffusion  of  Religious  Knowledge,  the  Society 
for  the  Diff'usion  of  Useful  Knowledge,  are  all  intended  to 
diff'use  and  disseminate  knowledge  among  men.  In  our 
own  country,  also  the  same  distinction  is  observed  in  the 
use  of  the  terms  by  men  of  science.  Our  colleges,  acade- 
mies, and  common  schools,  are  recognized  as  institutions 
partially  intended  for  the  diffusion  of  knowledge,  while  the 
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express  object  of  some  of  our  scientific  societies  is  the  promo- 
tion of  the  discovery  of  new  truths. 

The  will  makes  no  restriction  in  favor  of  any  particular 
kind  of  knowledge;  though  propositions  have  been  fre- 
quently made  for  devoting  the  funds  exclusively  to  the  pro- 
motion of  certain  branches  of  science  having  more  imme- 
diate application  to  the  practical  arts  of  life,  and  the  adoption 
of  these  propositions  has  been  urged  on  the  ground  of  the 
conformity  of  such  objects  to  the  pursuits  of  Smithson  ;  but 
an  examination  of  his  writings  will  show  that  he  excluded 
from  his  own  studies  no  branch  of  general  knowledge,  and 
that  he  was  fully  impressed  with  the  important  philoso- 
phical fact  that  all  subjects  of  human  thought  relate  to  one 
great  system  of  truth.  To  restrict  therefore  the  operations 
of  the  Institution  to  a  single  science  or  art,  would  do  injustice 
to  the  character  of  the  donor,  as  well  as  to  the  cause  of  gen- 
eral knowledge.  If  preference  is  to  be  given  to  any  branches 
of  research,  it  should  be  to  the  higher  and  apparently  more 
abstract;  to  the  discovery  of  new  principles  rather  than  of 
isolated  facts.  And  this  is  true  even  in  a  practical  point  of 
view.  Agriculture  would  have  forever  remained  an  empir- 
ical art,  had  it  not  been  for  the  light  shed  upon  it  by  the 
atomic  theory  of  chemistry;  and  incomparably  more  is  to 
be  expected  as  to  its  future  advancement  from  the  perfec- 
tion of  the  microscope  than  from  improvements  in  the 
ordinary  instruments  of  husbandry. 

The  plan  of  increasing  and  diffusing  knowledge,  pre- 
sented in  the  first  section  of  the  programme,  will  bo  found 
in  strict  accordance  with  the  several  propositions  deduced 
from  the  will  of  Smithson,  and  given  in  the  introduction. 
It  embraces,  as  a  leading  feature,  the  design  of  interesting 
the  greatest  number  of  individuals  in  the  operations  of  the 
Institution,  and  of  spreading  its  influence  as  widely  as  pos- 
sible. It  forms  an  active  organization,  exciting  all  to  make 
original  researches  who  are  gifted  with  the  necessary  power, 
and  diflFusing  a  kind  of  knowledge,  now  only  accessible  to 
the  few,  among  all  those  who  are  willing  to  receive  it.  In 
this  country,  though  many  excel  in  the  application  of 
18 
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science  to  the  practical  arts  of  life,  few  devote  themselves 
to  the  continued  labor  and  patient  thought  necessary  to  the 
discovery  and  development  of  new  truths.  The  principal 
cause  of  this  want  of  attention  to  original  research,  is  the 
want,  not  of  proper  means,  .but  of  proper  encouragement. 
The  publication  of  original  memoirs  and  periodical  reports, 
as  contemplated  by  the  programme,  will  act  as  ia  powerful 
stimulus  to  the  latent  talent  of  our  country,  by  placing  in 
bold  relief  the  real  laborers  in  the  field  of  original  research, 
while  it  will  afford  the  best  materials  for  the  use  of  those 
engaged  in  the  diffusion  of  knowledge. 

The  advantages  which  will  accrue  from  the  plan  of  pub- 
lishing the  volumes  of  the  Smithsonian  Contributions  to 
Knowledge,  are  various.  In  the  first  place,  it  will  serve  to  • 
render  the  name  of  the  founder  favorably  known  wherever 
literature  and  science  are  cultivated,  and  to  keep  it  in  con- 
tinual remembrance  with  each  succeeding  volume,  as  long 
as  knowledge  is  valued.*  A  single  new  truth,  first  given 
to  the  world  through  these  volumes,  will  forever  stamp  their 
character  as  a  work  of  reference.  The  contributions  will 
thus  form  the  most  befitting  monument  to  perpetuate  the 
name  of  one  whose  life  -was  devoted  to  the  increase  of 
knowledge,  and  whose  ruling  passion,  strong  in  death, 
prompted  the  noble  bequest  intended  to  facilitate  the  labors 
of  othei-s  in  the  same  pursuit. 

Again,  the  publication  of  a  series  of  volumes  of  original 
memoii's  will  afford  to  the  Institution  the  most  ready  means 
of  entering  into  friendly  relations  and  correspondence  with 
all  the  learned  societies  in  the  world,  and  of  enriching  its 
library  with  their  current  transactions  and  proceedings.  But 
perha{>s  the  most  important  effect  of  the  plan  will  be  that 
of  giving  to  the  world  many  valuable  memoirs,  which  on 
account  of  the  exi)ense  of  tlie  illustrations  could  not  be 
otherwise  imblished.  Every  one  who  adds  new  and  im- 
portant truths  to  the  existing  stock  of  knowledge  must  be 
of  necessity  to  a  certain  degree  in  advance  of  his  age. 
Hence  the  number  of  readers  and  {)urchasers  of  a  work  is 
generally  in  the  inverse  ratio  of  its  intrin'^ic  value;   and 
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consequently  authors  of  the  highest  rank  of  merit  are  fre- 
quently deterred  from  giving  their  productions  to  the  world 
on  account  of  the  pecuniary  loss  to  which  the  publication 
would  subject  them.  When  our  lamented  countryman, 
Bowditch,  contemplated  publishing  his  Commentary  on  La 
Place  he  assembled  his  family  and  informed  them  that  the 
execution  of  this  design  would  sacrifice  one-third  of  his 
fortune,  and  that  it  was  proper  his  heirs  should  be  con- 
sulted on  a  subject  which  so  nearly  concerned  them.  The 
answer  was  worthy  the  children  of  such  a  father:  "We 
value,"  said  they,  "your  reputation  more  than  your  money." 
Fortunately  in  this  instance  the  means  of  making  such  a 
sacrifice  existed,  otherwise  one  of  -the  proudest  monuments 
of  American  science  could  not  have  been  given  to  the 
world.  In  the  majority  of  cases  however  those  who  are 
most  capable  of  extending  human  knowledge  are  least  able 
to  incur  the  expense  of  the  publication.  Wilson,  the  Amer- 
ican ornithologist,  states  in  a  letter  to  Michaux  that  he  has 
sacrificed  everything  to  publish  his  work:  "I  have  issued," 
he  says,  "six  volumes  and  am  engaged  on  the  seventh,  but 
as  yet  I  have  not  received  a  single  cent  of  the  proceeds." 
In  an  address  on  the  subject  of  natural  history  by  one  of 
our  most  active  cultivators  of  this  branch  of  knowledge  we 
find  the  following  remarks,  which  are  directly  in  point  r 
"Few  are  acquainted  with  the  fact  that  from  the  small 
number  of  scientific  works  sold,  and  the  great  expense  of 
plates,  our  naturalists  not  only  are  not  paid  for  their  labors 
but  suffer  pecuniary  loss  from  their  publications.  Several 
works  on  different  branches  of  zoology  now  in  the  course 
of  publication  will  leave  their  authors  losers  by  an  aggre- 
gate of  $15,000.  I  do  not  include  in  this  estimate  works 
already  finished — one,  for  instance,  the  best  contribution  to 
the  natural  history  of  man  extant,  the  publication  of  which 
will  occasion  its  accomplished  author  a  loss  of  several  thou- 
sand dollars.  A  naturalist  is  extremely  fortunate  if  he  can 
dispose  of  two  hundred  copies  of  an  illustrated  work,  and 
the  number  of  copies  printed  rarely  exceeds  two  hundred 
and  fifty."  It  may  be  said  that  these  authors  have  their 
reward  in  the  reputation  which  they  thus  purchase;  .but 
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reputation  should  be  the  result  of  the  talents  and  labor  ex- 
pended in  the  production  of  a  work,  and  should  not  in  the 
least  depend  upon  the  fact  that  the  author  is  able  to  make  a 
pecuniary  sacrifice  in  giving  the  account  of  his  discoveries 
to  the  public. 

Besides  the  advantage  to  the  author  of  having  his  memoir 
published  in  the  Smithsonian  Contributions  free  of  expense, 
his  labors  will  be  given  to  the  world  with  the  stamp  of 
approval  of  a  commission  of  learned  men,  and  his  merits 
will  be  generally  made  known  through  the  reports  of  the 
Institution.  Though  the  premiums  offered  may  be  small, 
yet  they  will  have  considerable  effect  in  producing  original 
articles.  Fifty  or  a  hundred  dollars  awarded  to  the  author 
of  an  original  paper  will  in  many  instances  suffice  to 
supply  the  books,  or  to  pay  for  the  materials,  or  the  manual 
labor  required  in  prosecuting  the  research. 

.  There  is  one  proposition  of  the  programme  which  has 
given  rise  to  much  discussion,  and  which  therefore  requires 
particular  explanation.  I  allude  to  that  which  excludes 
from  the  contributions  all  papers  consisting  merely  of  un- 
verified speculations  on  subjects  of  physical  science.  The 
object  of  this  proposition  is  to  obviate  the  endless  difficul- 
ties which  would  occur  in  rejecting  papers  of  an  unphilo- 
sophical  character ;  and  though  it  may  in  some  cases  exclude 
an  interesting  communication,  yet  the  strict  observance  of 
it  will  be  found  of  so  much  practical  importance  that  it 
cannot  be  dispensed  with.  It  has  been  supposed- from  the 
adoption  of  this  proposition  that  we  are  disposed  to  under- 
value abstract  speculations  ;  on  the  contrary,  we  know  that 
all  the  advances  in  true  science  —  namely,  a  knowledge  of 
the  laws  of  phenomena — are  made  by  provisionally  adopt- 
ing well-conditioned  hypotheses,  the  product  of  the  imagi- 
nation, and  subsequently  verifying  them  by  an  appeal  to 
experiment  and  observation.  Every  new  hypothesis  of  sci- 
entific value  must  not  only  furnish  an  exact  explanation  of 
known  facts,  but  must  also  enable  us  to  predict  in  kind  and 
quantity — the  phenomena  which  will  be  exhibited  under  any 
given  combination  of  circumstances.  Thus,  in  the  case  of 
the  undulatory  hypothesis  of  light,  it  was  inferred  as  a  log- 
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ical  consequence  that  if  the  supposition  were  true  that  light 
consisted  of  waves  of  an  aetherial  medium,  then  two  rays  of 
light  like  two  .waves  of  water  under  certain  conditions  should 
annihilate  each  otiier,  and  darkness  be  produced.  The  ex- 
periment was  tried,  and  the  anticipated  result  was  obtained. 
It  is  this  exact  agreement  of  the  deduction  with  the  actual 
result  of  experience  that  constitutes  the  verification  of  an 
hypothesis,  and  which  alone  entitles  it  to  the  name  of  a 
theory,  and  to  a  place  in  the  transactions  of  a  scientific  in- 
stitution. It  must  be  recollected  that  it  is  much  easier  to 
speculate  than  to  investigate,  and  that  very  few  of  all  the 
hypotheses  imagined  are  capable  of  standing  the  test  of 
scientific  verification. 

As  it  is  not  our  intention  to  interfere  with  the  proceedings 
of  other  institutions,  but  to  co-operate  with  them  so  far  as 
our  respective  operations  are  compatible,  communications 
may  be  referred  to  learned  societies  for  inspection,  and  ab- 
stracts of  them  given  to  the  world  through  the  bulletins  of 
these  societies ;  while  the  details  of  the  memoirs  and  their 
expensive  illustrations  are  published  in  the  volumes  of  the 
Smithsonian  Contributions.  The  oflBcers  of  several  learned 
societies  in  this  country  have  expressed  a  willingness  to  co- 
operate in  this  way. 

Since  original  research  is  the  most  direct  way  of  increas- 
ing knowledge,  it  can  scarcely  be  doubted  that  a  part  of  the 
income  of  the  bequest  should  be  appropriated  to  this  pur- 
pose, provided  suitable  persons  can  be.  found,  and  their 
labors  be  directed  to  proper  objects.  The  number  however 
of  those  who  are  capable  of  discovering  scientific  principles 
is  comparatively  small ;  like  the  poet,  they  are  "  born,  not 
made,"  and,  like  him,  must  be  left  to  choose  their  own  sub- 
ject, and  wait  the  fitting  time  of  inspiration.  In  case  a 
person  of  this  class  has  fallen  on  a  vein  of  discovery,  and  is 
pursuing  it  with  success,  the  better  plan  will  be  to  grant 
him  a  small  sum  of  money  to  carry  on  his  investigations, 
provided  they  are  considered  worthy  of  assistance  by  com- 
petent judges.  This  will  have  the  double  effect  of  encour- 
aging him  in  the  pursuit,  and  of  facilitating  his  progress. 
The  Institution  however  need  not  depend  upon  cases  of 
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this  kind  even  if  they  were  more  numerous  than  they  are, 
for  the  application  of  its  funds  in  the  line  of  original  re- 
search. There  are  large  fields  of  observatiqn  and  experi- 
ment the  cultivation  of  which,  though  it  may  afford  no 
prospect  of  the  discovery  of  a  principle,  can  hardly  fail  to 
produce  results  of  importance  both  in  a  practical  and  a  the* 
oretic  view.  As  an  illustration  of  this  remark,  I  may  men- 
tion the  case  of  the  investigations  made  a  few  years  ago  by 
a  committee  of  the  Franklin  Institute  of  Philadelphia.  The 
Secretary  of  the  Treasury  of  the  United  States  plaped  at  the 
disposal  of  this  society  a  sum  of  money  for  the  purpose  of 
making  experiments  with  reference  to  the  cause  of  the  ex- 
plosion of  steam  boilers.  A  committee  of  the  society  was 
chosen  for  this  purpose  which  adopted  the  ingenious  plan  of 
writing  to  all  persons  in  the  United  States  engaged  in  the 
application  of  steam,  and  particularly  to  those  who  had  ob- 
served the  explosion  of  a  steam-boiler.  In  this  way  opinions 
and  suggestions  in  great  variety  as  to  the  cause  of  explosions 
were  obtained.  The  most  plausible  of  these  were  submitted 
to  the  test  of  experiment;  the  results  obtained  were  highly 
important,  and  are  to  be  found  favorably  mentioned  in  every 
systematic  work  on  the  subject  of  steam  which  has  appeared 
in  any  language  within  the  last  few  years.  New  and  im- 
portant facts  were  established  ;  and  what  was  almost  of  as 
much  consequence,  errors  which  had  usurped  the  place  of 
truth  were  dethroned. 

In  the  programme  examples  are  given  of  a  few  subjects  of 
original  research  to  which  the  attention  of  tlie  Institution 
may  be  turned.  I  will  mention  one  in  this  place,  which 
may  deserve  immediate  attention.  I  allude  to  a  small  ap- 
pro[)riation  made  annually  for  researches  witli  reference  to 
the  remains  of  the  ancient  inhabitants  of  our  country.  This 
is  a  highly  interesting  field,  and  what  is  done  in  regard  to 
it  should  be  done  quickly.  Every  year  the  progress  of  civ- 
ilization is  obliterating  the  ancient  mounds;  cities  and  vil- 
lages are  rising  on  the  spots  they  liave  so  long  occupied 
undisturbed;  and  the  distinctive  marks  of  tliesc  remains  are 
every  year  becoming  less  and  less  legible. 

In  carrying  out  thr  spirit  of  the  [)lan  adopted,  namely 
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that  of  affecting  men  in  general  by  the  operations  of  the 
Institution,  it  is  evident  that  tlie  principal  means  of  diffusing 
knowledge  must  be  the  Press.  Though  lectures  should  be 
given  in  the  city  in  which  Smithson  has  seen  fit  to  direct 
the  establishment  of  his  Institution,  yet  as  a  plan  of  general 
diffusion  of  knowledge  the  system  of  lectures  would  be  en- 
tirely inadequate;  every  village  in  our  extended  country 
would  liave  a,  right  to  demand  a  share  of  the  benefit,  and 
the  income  of  the  Institution  would  be  insufficient  to  sup- 
ply a  thousandth  part  of  the  demand.  It  is  also  evident 
that  the  knowledge  diffused  should  if  possible  not  only 
embrace  all  branches  of  general  interest,  so  that  each  reader 
might  find  a  subject  suited  to  his  taste,  but  also  that  it 
should  differ  in  kind  and  quality  from  that  which  can  be 
readily  obtained  through  the  cheap  publications  of  the  day. 
These  requisites  will  be  fully  complied  with  in  the  publica- 
tion of  the  series  of  reports  proposed  in  the  programme. 
A  series  of  periodicals  of  this  kind,  posting  up  all  the  dis- 
coveries in  science  from  time  to  time,  and  giving  a  well 
digested  account  of  all  the  important  changes  in  the  differ- 
ent branches  of  knowledge  is  a  desideratum  in  the  English 
language.  The  idea  is  borrowed  from  a  partial  plan  of  this 
kind  in  operation  in  Sweden  and  Germany;  and  for  an 
example  of  what  the  work  should  be  I  would  refer  to  the 
annual  report  to  the  Swedish  Academy  of  its  perpetual 
secretary,  Berzelius,  on  physical  science.  The  reports  can 
be  so  prepared  as  to  be  highly  interesting  to  the  general 
reader  and  at  the  same  time  of  great  importance  to  the 
exclusive  cultivator  of  a  particular  branch  of  knowledge. 
Full 'references  should  be  given  in  foot-notes  to  the  page, 
number  or  volume  of  the  work  from  which  the  information 
was  obtained,  and  where  a  more  detailed  account  can  be 
found.  It  is  scarcely  necessary  to  remark  that  the  prepara- 
tion of  these  reports  should  be  entrusted  only  to  persons 
profoundly  acquainted  with  the  subjects  to  which  they  re- 
late— namely,  to  those  who  are  devoted  to  particular 
branches  while  they  possess  a  knowledge  of  general  prin- 
ciples. Sufiicient  explanations  should  be  introduced  to 
render  the  report  intelligible  to  the  general  reader  without 
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destroying  its  scientific  character.  Occasionally  reports 
may  be  obtained  from  abroad — as  for  example  accounts  of 
the  progress  of  certain  branches  of  knowledge  in  foreign 
countries,  and  these  may  be  translated  if  necessary  and  in- 
corporated into  other  reports  by  some  competent  person  in 
this  country. 

'  Besides  the  reports  on  the  progress  of  knowledge,  the 
programme  proposes  to  publish  occasionally  brief  treatises 
on  particular  subjects.  There  are  always  subjects  of  gen- 
eral interest  of  which  brief  expositions  would  be  of  much 
value.  The  preparation  of  these  however  should  be  in- 
trusted to  none  but  persons  of  character  and  reputation, 
and  should  be  subjected  to  a  revision  by  competent  and 
responsible  judges  before  they  are  given  to  the  public. 
They  may  be  presented  in  the  form  of  reports  on  the  exist- 
ing state  of  knowledge  relative  to  a  given  subject,  and  may 
sometimes  consist  of  memoirs  and  expositions  of  particular 
branches  of  literature  and  science,  translated  from  foreign 
languages.  The  reports  and  treatises  of  the  Institution,  sold 
at  a  price  barely  sufficient  to  pay  the  expenses  of  printing, 
will  find  their  way  into  every  school  in  our  countrj'',  and 
will  be  used  not  as  first  lessons  for  the  pupil,  but  as  sources 
of  reliable  information  for  the  teacher. 

The  second  section  of  the  programme  gives,  so  far  as  they 
have  been  made  out,  the  details  of  tlie  part  of  the  plan  of 
organization  directed  by  the  act  of  Congress  establishing 
the  Institution.  The  two  plans,  namely,  that  of  publication 
and  original  research,  and  that  of  collections  of  objects  of 
nature  and  art,  are  not  incompatible,  and  may  be  carried  on 
harmoniously  with  each  other.  The  only  effect  which  they 
will  have  on  one  another  is  that  of  limiting  the  operation  of 
each,  on  account  of  the  funds  given  to  the  other.  Still,  with  a 
judicious  application  and  an  economical  expenditure  of  the 
income,  and  particularly  by  rigidly  observing  tlie  plan  of 
finance  suggested  by  Dr.  Bache,  in  the  construction  of  the 
building,  much  good  may  be  effected  in  each  of  the  two 
branches  of  the  Institution.  To  carry  on  the  operations  of 
the  first  a  working  library  will  be  required,  consisting  of  the 
past  volumes  and  tlio  transactions  and  proceedings  of  all  the 
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learned  societies  in  every  language.  These  are  the  original 
sources  from  which  the  most  important  principles  of  the 
positive  knowledge  of  our  day  have  been  drawn.  We  shall 
also  require  a  collection  of  the  most  important  current  litera- 
ture and  science  for  the  use  of  the  collaborators  of  the  reports; 
most  of  these  however  will  be  procured  in  the  exchange  for 
the  publications  of  the  Institution,  and  therefore  will  draw 
but  little  from  the  library  fund. 

The  collections  of  the  Institution,  as  far  as  possible,  should 
consist  of  sucli  articles  as  are  not  elsewhere  to  be  found  in 
this  country,  so  that  the  visitors  at  Washington  may  see  new 
objects,  and  the  spirit  of  the  plan  be  kept  up,  of  interesting 
the  greatest  possible  number  of  individuals.  A  perfect  col- 
lection of  all  objects  of  nature  and  of  art,  if  such  could  be 
obtained  and  deposited  in  one  place,  would  form  a  museum 
of  the  highest  interest ;  but  the  portion  of  the  income  of  the 
bequest  which  can  be  devoted  to  the  increase  and  mainten- 
ance of  the  museum  will  be  too  small  to  warrant  any  attempt 
toward  an  indiscriminate  collection.  It  is  hoped  that  in 
due  time  other  means  may  be  found  of  establishing  and 
supporting  a  general  collection  of  objects  of  nature  and  art 
at  the  seat  of  the  General  Government,  with  funds  not  de- 
rived from  the  Smithsonian  bequest.  For  the  present  it 
should  be  the  object  of  the  Institution  to  confine  the  appli- 
cation of  the  funds,  first,  to  such  collections  as  will  tend  to 
facilitate  the  study  of  the  memoirs  which  may  be  published 
in  the  Contributions,  and  to  establish  their  correctness ; 
secondly,  to  the  purchase  of  such  objects  as  are  not  generally 
known  in  this  country,  in  the  way  of  art  and  the  illustration 
of  antiquities,  such  as  models  of  buildings,  &c. ;  and  thirdly, 
to  the  formation  of  a  collection  of  instruments  of  physical 
research  which  will  be  required  both  in  the  illustration  of 
new  physical  truths  and  in  the  scientific  investigations  un- 
dertaken by  the  Institution. 

Much  popular  interest  may  be  awakened  in  favor  of  the 
Institution  at  Washington  by  throwing  the  rooms  of  the 
building  open  on  stated  evenings  during  the  session  of  Con- 
gress for  literary  and  scientific  assemblies,  after  the  manner 
of  the  weekly  meetings  of  the  Royal  Institution  in  London. 
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At  these  meetings,  without  the  formality  of  a  legular  lecture, 
new  truths  in  science  may  bo  illustrated,  and  new  objects  of 
art  exhibited.  Beside  these,  courses  of  lectures  may  be  given 
on  particular  subjects  by  the  officers  of  the  Institution,  or  by 
distinguished  individuals  invited  for  the  purpose.     -    -     - 

Preparations  have  been  made  for  instituting  various  lines 
of  physical  research.  Among  the  subjects  mentioned  in  the 
programme  as  an  example  for  the  application  of  the"  funds 
of  the  Institution  is  terrestrial  magnetism.  I  need  scarcely 
say  that  this  is  a  subject  of  high  interest  not  only  in  a  the- 
oretical point  of  view,  but  also  in  its  direct  reference  to  navi- 
gation, and  to  the  various  geodetical  operations  of  civil  and 
militarv  life.     -     -    - 

Another  subject  of  research  mentioned  in  the  programme, 
and  which  has  been  urged  upon  the  immediate  attention  of 
the  Institution,  is  that  of  an  extensive  system  of  meteorologi- 
cal observations,  partici\larly  with  reference  to  thephenouiena 
of  American  storms.  Of  late  years,  in  our  country,  more  ad- 
ditions have  been  made  to  meteorology  than  to  any  other 
branch  of  physical  science.  Several  important  generaliza- 
tions have  been  arrived  at,  and  definite  theories  proposed, 
which  now  enable  us  to  direct  our  attention  with  scientific 
precision  to  such  points  of  observation  as  cannot  fail  to  re- 
ward us  with  new  and  interesting  results.  It  is  proposed  to 
organize  a  system  of  observations  which  shall  extend  as  ftir- 
as  possible  over  the  North  American  continent;  and  in  order 
to  effect  this,  it  will  be  necessary  to  engage  the  co-oporation 
of  the  British  Government.     -     -     - 

The  present  time  appears  to  be  peculiarly  auspicious  for 
commencing  an  enterprise  of  the  proposed  kind.  The  citi- 
zens of  the  United  States  are  now  scattered  over  every  part 
of  thc^  southern  and  western  portion  of  Nortli  America,  and 
the  extended  lines  of  telegraph  will  furnish  a  ready  means 
of  warning  the  more  northern  and  eastern  observers  to  be 
on  the  watch  for  the  first  appearance  of  an  advancing  storm.* 


■"' [Koprintcd  in  Silliiuan's  AiiHTicjiii  Journal  of  Sc-ionco.  Nuvonibcr,  184S, 
vol.  VF,  pp.  :50')-317.] 
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ON  HEAT.  AND  ON  A  THERMAL  TELESCOPE.* 
(Silliman's  American  Journal  of  Science,  .January,  1848,  vol.  v,  pp.  113, 114.) 

Professor  Henry  showed  the  analogy  between  light  and 
heat,  by  stating  that  as  two  rays  of  light  might  be  so  opposed  as 
to  produce  darkness,  so  two  rays  of  heat  might  be  so  opposed 
as  to  produce  cold.  Tlie  facts  with  regard  to  heat  as  well  as 
light  therefore  show  that  the  theory  of  undulation  is  not  an 
imagination,  but  the  expression  of  a  law.  The  minimum 
of  heat,  as  proved  by  his  experiments  with  the  thermo- 
electric pile,  does  not  correspond  with  the  minimum  of 
light.  Among  flames  there  are  many  which  give  but  little 
light,  but  which  give  great  heat;  as  for  example  the  flame 
of  hydrogen.  The  amount  of  radiant  heat  and  radiant  light 
were  found  to  be  about  the  same. 

The  spots  on  the  sun  are  colder  than  the  surrounding 
surface;  and  its  surface  is  variously  heated.  This  result 
he  obtained  by  a  very  simple  experiment  of  throwing  the 
disc  of  the  sun  on  a  screen,  and  placing  the  very  sensitive 
thermo-electric  pile  before  its  different  parts.  He  had  not 
yet  concluded  his  experiments  on  the  sun,  and  had  not 
measured  the  comparative  heating  powers  of  the  centre  and 
circumference,  from  the  results  of  wliich  observations  very 
important  consequences  would  be  drawn. 

This  apparatus  he  fitted  to  a  common  pasteboard  tube, 
covered  witli  gilt  paper  externally,  and  blackened  inter- 
nally, with  which  he  measured  the  heat  of  distant  objects. 
He  could  detect  the  heat  of  a  man's  face  a  mile  off*;  that  of 
a  house  five  miles  off*.  He  thus  discovered  that  the  coldest 
spot  of  the  sky  is  at  the  zenith.     One  day,  on  directing  his 

*  [An  abstract  of  a  paper  read  before  the  Association  of  American  Geolo- 
i^i.sts  and  Naturalists,  at  its  eighth  annual  meeting,  held  at  Bostim,  Septem- 
Imt,  1847.  The  only  published  report  however  of  the  proceedings  of  this 
ineoting  of  the  Association  appears  to  be  that  given  in  Silliman's  Ameri- 
cjin  Journal  of  Science,  above  quoted.  At  this  meeting,  it  was  agreed  by 
the  body  to  resolve  itself  into  the  "American  Association  for  the  Advance* 
ment  of  Science;  "  and  the  new  organization  held  its  first  meeting  at  Phila« 
delphia  on  the  following  year,  Septemboi*  20,  1848.] 
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tube  to  a  cloud,  from  which  flashes  of  lightning  proceeded, 
he  was  astonished  to  find  it  indicated  a  great  degree  oicold; 
he  afterwards  found  out  that  a  considerable  quantity  of  hail 
had  fallen  from  this  cloud. 

He  was  not  satisfied  with  the  appearances  of  heat  sup- 
posed to  have  been  derived  from  the  moon.  The  heat  that 
other  observers  have  got,  is  probably  the  reflected  heat  of 
the  sun,  and  not  the  moon's  proper  heat. 


PRACTICAL  OPERATIONS  OF  THE  SMITHSONIAN  INSTITUTION. 
(Prom  the  Second  Annual  Report  of  the  Secretary  to  the  Board  of  Regents.) 

December  13,  1848. 

Gentlemen:  By  a  resolution  of  the  Board  of  Regents,  at 
their  last  annual  meeting,  I  was  charged  with  the  execution 
of  the  details  of  the  programme  which  had  been  provision- 
ally adopted,  and  was  directed  to  report  annually  to  the 
Board  the  progress  made  in  the  execution  of  the  duty  as- 
signed to  me.  In  accordance  with  this  resolution,  I  pre- 
sent the  following  statement  of  the  operations  of  the  past 
year.    -    -    - 

It  was  recommended  in  my  last  report  that  the  details  of 
the  plan  should  be  adopted  provisionally,  and  should  be  car- 
ried into  operation  gradually  and  cautiously,  with  such 
changes,  from  time  to  time,  as  experience  miglit  dictate. 
The  Institution  is  not  one  of  a  day,  but  is  designed  to  en- 
dure as  long  as  our  Government  shall  exist;  and  it  is  there- 
fore peculiarly  important  that  in  the  beginning  we  should 
proceed  carefully,  and  not  attempt  to  produce  immediate 
effects  at  the  expense  of  permanent  usefulness.  The  process 
of  increasing  knowledge  is  an  extremely  slow  one,  and  the 
value  of  the  results  of  this  part  of  the  plan  cannot  be  prop- 
erly realized  until  some  years  have  elapsed.    -    -    - 

In  the  publication  of  the  first  volume  of  the  Contributions, 
the  question  occurred  as  to  the  propriety  of  securing  the 
copyright  to  the  Institution.  I  had  not  an  opportunity  of 
conferring  with  the  Executive  Committee  on  this  point,  and 
was  therefore  obliged  to  settle  it  on  my  own  responsibility. 
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I  concluded  that  it  would  be  more  in  accordance  with  the 
spirit  of  the  Institution  to  decide  against  the  copyright.  The 
knowledge  which  the  Smithsonian  Institution  may  be  in- 
strumental in  presenting  to  the  world  should  be  free  to  all 
who  are  capable  of  using  it.  The  re-publication  of  our  papers 
ought  to  be  considered  as  an  evidence  of  their  importance, 
and  should  be  encouraged  rather  than  prohibited.     -     -    - 

An  appropriation  of  one  thousand  dollars  was  made  at  the 
last  meeting  of  the  Board,  for  the  commencement  of  a  series 
of  meteorological  observations,  particularly  with  reference  to 
the  phenomena  of  American  storms. 

It  is  contemplated  to  establish  three  classes  of  observers 
among  those  who  are  disposed  to  join  in  this  enterprise. 
One  class,  without  instruments,  to  observe  the  face  of  the  sky 
as  to  its  clearness,  the  extent  of  cloud,  the  direction  and  force 
of  wind,  the  beginning  and  ending  of  rain,  snow,  &c.  A 
second  class,  furnished  with  thermometers,  who,  besides  mak- 
ing the  observations  above  mentioned,  will  record  variations 
of  temperature.  The  third  class,  furnished  with  full  sets  of 
instruments,  to  observe  all  the  elements  at  present  deemed 
important  in  the  science  of  meteorology.  It  is  believed  that 
much  valuable  information  may  be  obtained  in  this  way 
with  reference  to  the  extent,  duration,  and  passage  of  storms 
over  the  country,  though  the  observer  may  be  possessed  of 
no  other  apparatus  than  a  simple  wind-vane. 

As  a  part  of  the  system  of  meteorology,  it  is  proposed  to 
employ,  as  far  as  our  funds  will  permit,  the  magnetic  tele- 
graph in  the  investigation  of  atmospherical  phenomena.  By 
this  means,  not  only  notice  of  the  approach  of  a  storm  may 
be  given  to  distant  observers,  but  also  attention  may  bo 
directed  to  particular  phenomena,  which  can  only  bo  prop- 
erly studied  by  the  simultaneous  observations  of  persons 
widely  separated  from  each  other.  For  example,  the  sev- 
eral phases  presented  by  a  thunder  storm,  or  by  the  aurora 
borealis,  may  be  telegraphed  to  a  distance,  and  the  synchro- 
nous appearances  compared  and  recorded  in  stations  far 
removed  from  each  other.  Also,  by  the  same  means,  a  single 
observatory,  at  which  constant  observations  are  made  during 
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the  whole  twenty-four  hours,  may  give  notice  to  all  persons 
along  the  telegraphic  lines,  of  the  occurrence  of  interesting 
meteorological  phenomena,  and  thus  simultaneous  observa- 
tions be  secured.  The  advantage  to  agriculture  and  com- 
merce to  be  derived  from  a  knowledge  of  the  approach  of  a 
storm,  by  means  of  the  telegraph,  has  been  frequently 
referred  to  of  late  in  the  public  journals.  And  this,  we  think, 
is  a  subject  deserving  the  attention  of  the  General  Govern- 
ment.   -    -    - 

Under  the  head  of  original  researches,  I  may  I'ecall  to  the 
attention  of  the  Regents  the  fact  of  my  having  been  directed 
to  continue  my  own  investigations  on  physical  science,  and 
to  report  occasionally  to  the  Board  my  progress  therein.  In 
the  courseof  last  year,  I  found  an  opportunity  while  at  Prince- 
ton to  commence  a  series  of  investigations  on  radiant  heat, 
which  apparently  produced  some  results  of  interest,  but  which 
my  subsequent  engagements  have  prevented  me  iTrom  fully 
developing.  I  was  also  directed  to  cause  to  be  made  a  series 
of  experiments  on  the  economical  value  of  building  ma- 
terial.   -    -    - 

The  Smithsonian  Contributions  are  intended  to  consist  of 
entirely  origipal  additions  to  the  sum  of  human  knowledge, 
and  are  to  be  principally  exchanged  for  the  transactions  of 
learned  societies,  and  to  be  distributed  among  public  insti- 
tutions. The  reports,  on  the  other  hand,  are  to  be  of  a  more 
popular  kind,  and  are  intended  for  as  wide  a  distribution  as 
the  funds  of  the  Institution,  or  the  means  of  publishing  them 
may  permit.  They  will  give  an  account  of  the  progress  of 
the  different  branches  of  knowledge  in  every  part  of  the 
world,  and  will  supply  a  desideratum  in  English  literature. 

The  objects  of  the  Smithsonian  Institution  are  not  educa- 
tional. The  press  in  our  country  already  teems  with  ele- 
mentary works  on  the  different  branches  of  knowledge,  and 
to  expend  our  funds  in  adding  to  these,  would  be  to  dissi- 
pate them  without  perceptible  effect. 
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ON  THE  AURORA  BOREALI8.* 
(Proceedings  American  Association,  Adv.  of  Science,  vol.  ii,  pp.  11,  12.) 

Aui;ust  14,  1849. 

Professor  Henry  said :  The  paper  of  Professor  Secchi  seems 
to  me  to  be  one  of  considerable  interest.  It  contains  a  num- 
ber of  ingenious  suggestions,  which  may  lead  to  new  results. 
One  fact  alluded  to  in  this  paper  is  highly  important,  and 
though  taken  for  granted  since  the  days  of  Franklin,  has 
only  lately  been  fully  established.  I  allude  to  the  connec- 
tion of  the  Aurora  with  electricity.  Besides  the  observation 
mentioned  in  the  preceding  paper,  I  am  informed  by  Mr. 
Herrick,  of  New  Haven,  that  An  electrical  action  had  been 
observed  at  that  place  on  the  wires  of  the  telegraph  at  the 
time  of  the  appearance  of  the  Aurora.  The  same  fact  has  also 
been  observed  in  England  and  on  the  continent,  during  the 
last  year.  It  is  highly  desirable  to  ascertain  whether  this 
action  is  one  of  actual  transfer  of  electricity  from  the  space 
at  one  end  of  the  wire  to  that  at  the  other,  or  whether  it  is 
an  inductive  action  of  the  Aurora  at  a  distance,  disturbing 
for  an  instant  the  electrical  equilibrium  of  the  wire.  This 
could  be  readily  determined  by  the  character  of  the  action 
on  the  needle  of  a  galvanometer. 

There  was  an  Aurora  last  night  visible  at  this  place,  which 
exhibited  some  peculiarities  not  frequently  observed,  (so  far 
as  I  am  informed)  in  this  latitude.  These  were  pointed  out 
to  me  by  Dr.  A.  D.  Bache,  and  are  similar  in  a  degree  to  the 
appearances  observed  in  Siberia.  The  Aurora,  in  these  high 
latitudes,  frequently  presents  the  appearance  of  a  number  of 
concentric  scrolls  or  curtains,  the  general  axis  of  which  is 
parallel  to  the  dipping-needle.  The  Aurora  of  last  night 
consisted,  while  we  were  observing  it,  of  a  number  of  par- 
allel beams  which  together  formed  the  skeleton  of  an  arch 
with  an  .irregular  curtain  border  at  the  lower  edge. 

I  may  mention  to  the  Association  that  the  Smithsonian 
Institution,  in  connection  with  an  extended  system  of  meteor- 


*  [Remarks  on  a  communication  by  Professor  Angelo  Secchi,  of  (George- 
town College,  D.  C,  to  the  Association,  on  "The  Aurom  Borealis."] 
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ology  which  it  has  undertaken  to  establish,  has  issued  direc- 
tions for  the  observation  of  the  Aurora.  These  directions 
are  similar  to  a  set  issued  by  the  directors  of  the  observatory 
at  Toronto,  for  observers  in  Canada.  The  observations  made 
in  the  two  countries  will  tlius  form  one  extended  system. 
The  pVoprietors  of  the  several  telegraph  lines  have  ofifered 
to  grant  us  the  use  of  their  wires  for  meteorological  purposes, 
and  it  is  hoped  when  the  lines  are  completed,  and  we  have 
established  a  set  of  observers,  extending,  for  example,  from 
Toronto  to  Washington,  or  even  farther  south,  we  shall  be 
able  to  study  the  phenomenon  of  the  Aurora  with  more  pre- 
cision than  it  has  ever  been  studied.  On  a  long  line  extend- 
ing north  and  south,  the  observer,  for  example,  at  Toronto, 
having  noticed  an  Aurora,  may  call  the  attention  to  it  of  all 
the  observers  along  the  line,  and  thus  the  extent  of  the  visi- 
bility, and  the  simultaneous  ai)pearance  of  any  peculiar 
phase  of  the  meteor,  may  be  readily  determined. 


ON  THE   DIFFUSION   OF  VAPOR.* 

(Proceedings  American  Association,  Adv,  of  Science,  vol.  ii,  pp.  127,  128.) 

August  16,  1840. 

Professor  Henrv  remarked  that  he  was  much  interested 
in  the  experiment  of  Professor  Horsford,  in  which  vapor 
was  shown  to  pass  through  a  tube  filled  with  air.  It  is  well 
known  that,  according  to  the  tlicory  of  Dalton,  air  and  vapor 
are  vacuums  to  each  other.  This  theory  is  certainly  in  accor- 
dance with  all  the  statical  i)honomeiui  of  the  diffusion  of 
vapor,  but  does  not  as  well  represent  the  dynamic  effects. 
So  great  is  the  resistance  to  diffusion  through  a  narrow  tube, 
that  Professor  Espy  has  concluded  that  the  theory  is  incor- 
rect, and  that  dillusion  of  vapor  cannot  take  place  without 
the  aid  of  a  current  of  air.  Professor  Horsford^s  experiment 
l)roves  that  a  diffusion  does  take  place  through  a  tube,  but 

in  tliis  case  the  force  of  diffusion  may  be  considered  a  max- 
imum. 

♦[Keniarks  on  a  communication  hy  Professor  E.  N.  Horsford,  to  the 
Association,  *'0n  the  Moisture,  Ammonia,  and  Organic  Matter  of  the 
Atmosphere."] 
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If  the  force  is  much  less,  the  eCFect  does  not  take  place. 
Several  years  ago  I  placed  a  small  quantity  of  water  in  a 
retort,  and  joine^l  the  beak  of  this  to  the  open  beak  of 
another  retort  filled  with  air.  The  retort  containing  water 
was  placed  within  a  room  kept  constantly  at  a  mean  tem- 
perature of  about  65°,  while  the  body  of  the  other  retort  was 
without  a  window,  and  constantly  at  a  mean  temperature  of 
not  more  than  40°.  Though  the  apparatus  was  suflTered  to 
remain  thus,  during  a  whole  winter,  not  a  single  drop  of 
water  passed  over.  The  force  of  difiusion  due  to  the  differ- 
ence of  tension  in  the  two  retorts  was  in  this  case  too  small 
to  overcome  the  resistance  of  the  atoms  to  a  passage  between 
each  other. 


ON  THE  RADIATIOK  OF  HEAT. 
(Proceedings  of  the  American  Philosophical  Society,  vol.  v,  p.  106.) 

October  19.  1849. 

Professor  Henrj'  communicated  some  experiments  which 
he  had  made  upon  the  subject  of  the  radiation  of  heat.  It 
occurred  to  him,  from  the  constitution  of  the  atmosphere, 
that  if  the  air  were  a  good  radiator  of  heat,  the  higher  tem- 
peratures below  and  the  lower  above  could  not  be  permanent. 
By  placing  a  thermo-multiplier  before  a  flame,  interposing 
a  screen  of  wood  with  a  hole  through  it,  radiation  from  the 
flame  was  perceived  becoming  less  as  the  flame  was  lowered, 
and  still  existing,  though  in  small  quantities,  from  the  heated 
air  above  the  flame.  He  also  repeated  the  experiments  upon 
the  radiation  of  heat  from  flames.  The  radiation  of  heat 
from  the  flame  of  hydrogen  is  but  small,  as  is  its  radiation 
of  light.  This  radiation  is  much  increased  by  placing  a 
solid  in  the  flame.  This  is  in  accordance  with  Count  Rum- 
ford's  assertion,  that  clay  balls  placed  in  the  fire  increased 
the  amount  of  heat. 

Professor  Henry  also  mentioned  some  experiments  which 
he  had  made  some  years  ago  upon  the  reflection  of  heat  from 
ice  with  a  concave  mirror  of  that  substance. ' 
19        . 
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ON   THE    EXPANSIVE    ENERGY   OF    LIGHTNING   STROKES.* 

^ProceMings  American  Association,  Adv.  of  Science,  vol.  iv,  pp.  7,  10.) 

August  19,  1850. 

Professor  Henry  mentioned  an  instance  of  an  explosion 
during  the  passage  of  an  electrical  discharge  through  a 
house,  from  which  fact  he  had  been  led  to  the  same  conclu- 
sions on  this  point  with  Professor  Olmsted.  He  had  him- 
self made  a  series  of  experiments  to  ascertain  whether  the 
hypothesis  is  true  or  not.  The  results  were  attained  by 
means  of  Kinnei'sley's  air  thermometer.  His  investigations 
convinced  him  that  the  effect  is  due  to  a  sudden  repulsive 
energy  imparted  to  the  air.  He  cited  several  instances — 
some  of  which  were  noticed  by  himself  at  Princeton,  where 
the  roof  of  one  house  was  blown  off,  and  the  side  of  another 
blown  out.  He  considered  that  the  great  mechanical  effects 
of  an  electrical  discharge  are  due  in  most  cases  to  an  expan- 
sive or  repulsive  power  in  the  air.  He  had  made  some  in- 
teresting experiments  in  galvanism,  the  effects  of  which  he 
referred  to  the  same  cause.    -    -    - 

Professor  Henry  mentioned  instances  where  ordinary  elec- 
trical discharges  had  affected  a  circle  of  twenty  miles  in 
diameter.  By  means  of  an  apparatus  simply  constructed 
for  the  occasion,  he  had  succeeded  in  magnetizing  a  needle 
by  a  flash  of  lightning  so  far  off  that  he  could  not  liear  the 
thunder.  He  explained  the  apparatus.  He  considered  that 
every  flash  of  such  electricity  produces  effects  to  great  dis- 
tances, and  may  perhaps  effect  half  the  globe. 

*  [Remarks  on  a  communication,  by  Professor  Dennison  Olmsted,  of  Yale 
College,  to  the  Association,  on  **  Notes  of  some  points  of  Electrical  Theory." 
Professor  Olmsted  illustrated  by  several  observations  the  expansive  energy 
of  lightning  strokes,  and  also  the  occurrence  of  the  lateral  discharge  from 
good  conductors  well  connected  with  the  earth.] 
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ON   THE   FORMS   OF   LIGHTNING-RODS.* 
(Proceedings  American  Association,  Adv.  of  Science,  vol.  iv,  pp.  89-42.) 

Atigiisi  20,  1800. 

Professor  Henry  said  the  question  of  balls  and  points  liad 
not  been  fully  settled.  If  electricity  acts  inversely  as  the 
square  of  the  distance,  then  on  the  principle  of  central 
forces,  the  induction  on  a  sphere  at  a  distance  from  the 
cloud  would  be  the  same  as  if  all  the  matter  of  the  sphere 
were  concentrated  in  its  centre,  and  consequently  the  attrac- 
tion of  the  ball  or  sphere  on  the  electricity  of  the  distant 
cloud  would  be  the  same  as  that  of  a  point.  When  how- 
ever the  inducing  body,  or  the  discharge  itself,  came  near 
the  rod,  it  would  be  much  more  strongly  deflected  by  the 
point  than  by  the  hall,  because  the  former  would  be  electri- 
fied by  induction  to  a  much  greater  degree  of  intensity,  for 
the  same  amount  of  electricity  which  would  be  diffused  over 
the  surface  of  the  ball  would  be  condensed  in  the  point,  and 
hence  it  would  tend  to  rupture  the  air,  and  thus  give  a  more 
easy  passage  to  the  discharge. 

His  attention  had  been  directed  to  the  action  on  a  ball,  by 
the  fixture  on  the  dome  of  the  Capitol  at  Washington,  of  a 
lantern,  terminated  by  a  ball.  This  apparatus  had  been 
erected  at  a  great  expense,  for  the  purpose  of  lighting  the 
public  grounds.  It  consisted  of  a  mast  reaching  to  the 
height  of  ninety  feet  above  the  apex  of  the  dome  of  the 
Capitol,  terminated  by  a  lantern  about  five  feet  in  diameter 
and  six  or  seven  feet  high.  In  this  were  jet  gas  burners, 
equal  in  illuminating  power,  according  to  the  statement  of 
the  projector  of  the  arrangement,  to  six  thousand  wax  candles. 

After  the  whole  apparatus  had  been  prepared,  the  speaker 
was  requested  to  give  an  opinion  as  to  the  effect  which 
the  lightning  might  have  upon  it.     His  answer  was,  that 

■  ■ 

*  [Remarks  on  a  coniniunication  by  Professor  Elias  Loomis,  lo  Iho  Asso- 
ciation, '^On  the  proper  height  of  Lightning-rods;"  in  which  a  reference 
was  made  to  the  question  of  single  or  multiple  points  to  the  rod.] 
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it  would  attract  the  lightning  from  the  heavens,  and  though 
the  building  might  be  protected  by  good  conductors  from 
the  lantern  to  the  earth,  yet  no  protection  which  the  pres- 
ent state  of  science  could  devise  would  be  as  safe  as  no 
exposure ;  the  very  idea  of  protection  involving  that  of  a 
less  degree  of  danger.  Though  in  the  case  of  the  ordinary 
lightning-rod  the  lightning  is  seldom  or  never  attracted 
from  the  cloud  by  the  conductor,  yet  in  this  case  the  great 
height  of  the  mast,  the  height  of  the  dome  above  the  ground, 
and  the  elevated  position  of  the  building  itself,  gave  a  total 
elevation  bearing  a  considerable  ratio  to  the  height  of  the 
cloud:  add  to  this,  the  great  amount  of  metallic  surface, 
and,  above  all^  the  large  gas  burner,  and  we  have  an 
arrangement  well  calculated  to  elicit  a  discharge  from  the 
cloud,  when  under  ordinary  influences  no  effect  of  the  kind 
would  take  place.  It  is  well  known  to  the  Section  that 
the  best  apparatus  for  collecting  atmospheric  electricity  is  a 
long  pole,  with  a  wire  along  it,  and  a  lantern  at  the  upper 
end.  The  fixture  on  the  Capitol  was  indeed  an  exploring 
apparatus  on  a  magnificent  scale.  The  result  was  such 
as  had  been  anticipated.  The  first  thunder-storm  which 
passed  over  the  city  after  the  erection  of  the  lantern,  dis- 
charged itself  upon  it,  put  out  the  light,  and  when  the 
whole  was  taken  down,  several  perforations  were  found 
melted  in  the  copper  ball  which  surmounted  the  lantern. 

In  this  case  the  induction  from  tlic  cloud  took  place  over 
the  whole  surface  of  the  lantern,  and  the  attraction  was  in 
proportion  to  the  number  of  particles  in  tlie  surface  of  the 
metal.  The  principal  action  was  however  due  to  the  stream 
of  heated  air  from  the  burning  gas.     -     -     - 

[Professor  Olnistead  mentioned  the  case  of  several  inverted 
tin  pans  placed  in  a  straight  line  on  a  bench  in  the  path  of 
the  electric  discharge,  and  that  they  were  perforated  on  op- 
posite sides  as  if  by  a  bullet.] 

Professor  Henry  thought  the  phenomenon  was  in  accord- 
ance with  known  electrical  action.  If  a  number  of  conduc- 
tors are  placed  in  succession  in  the  path  of  a  discharge,  the 
end  of  the  first,  to  which  the  lightning  is  passing,  will  be- 
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come  highly  negative,  while  the  other  end  of  the  same  con- 
ductor must  be  highly  positive;  also,  the  first  end  of  the 
second  conductor  will  be  negative,  and  the  other  end  posi- 
tive, and  so  on.  The  lightning  therefore  will  enter  the 
metal  with  much  greater  intensity  than  that  with  which  it 
will  pass  along  the  conductor ;  and  hence  a  hole  may  be 
melted  at  the  point  of  entrance ;  for  the  same  reason  another 
hole  might  be  expected  at  the  point  of  exit,  and  in  this  way 
the  perforations  of  the  pans  might  be  explained.  The  elec- 
tricity did  not  pass  through  the  space  from  side  to  side  of 
the  pan,  as  a  bullet  would  have  done,  but  took  the  circuit 
around  the  inverted  bottom  of  the  vessel. 

He  stated  that  in  all  cases  when  an  electrical  discharge 
passes  through  a  conductor,  the  point  at  which  the  fluid  en- 
ters, and  that  at  which  it  passes  out,  are  both  marked  with 
evidence  of  more  intense  action. 

When  a  disruptive  discharge  takes  place  through  the  air 
between  two  conductors,  in  many  cases  a  part  of  the  matter  of 
each  conductor  is  transferred  to  the  other.  Professor  Henry 
said  that  he  had  received  accounts  from  different  sources  of  a 
remarkable  phenomenon  connected  with  this  action.  In  the 
case  of  a  person  killed  many  years  ago  by  lightning,  while 
standing  near  to  the  whitewashed  wall  of  a  room,  the  dis- 
charge took  place  between  his  body  and  the  wall,  and  on 
the  latter  was  depicted,  in  dark  color,  an  image  of  his  per- 
son.   Other  cases  of  the  same  kind  had  been  observed. 


ON  THE  PHENOMENA  OP  THE  LEYDEN  JAR. 
(Proceedings  American  Association,  Adv.  of  Science,  vol.  iv,  pp.  877,  378.) 

August  24,  1850. 

Professor  Henry  gave  an  account  of  his  investigation  of 
the  discharge  of  a  Leyden  jar.  This  was  a  part  of  a  series 
of  experiments  he  had  made  a  few  years  ago  on  the  general 
subject  of  the  dynamic  phenomena  of  ordinary  or  frictional 
electricity.  On  this  subject  he  had  made  several  thousand 
experiments.  He  had  never  published  these  in  full,  but  had 
given  brief  notices  of  some  of  them  in  the  Proceedings  of 
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the  American  Philosophical  Society.  All  the  complex  phe- 
nomena he  had  observed  could  be  referred  to  a  series  of 
oscillations  in  the  discharge  of  the  jar.  If  we  adopt  the 
hypothesis  of  a  single  fluid,  then  we  shall  be  obliged  to  ad- 
mit that  the  equilibrium  of  the  fluid  after  a  discharge  takes 
place  by  a  series  of  oscillations,  gradually  diminishing  in 
intensity  and  magnitude.  He  had  been  enabled  to  show 
effects  from  five  of  these  waves  in  succession.  The  means 
used  for  determining  the  existence  of  these  waves  was  that 
of  the  magnetization  of  steel  needles,  introduced  into  the 
axis  of  a  spiral.  A  needle  of  this  kind  it  is  well  known  is 
susceptible  of  receiving  a  definite  amount  of  magnetism, 
which  is  called  its  saturation.  Now  if  the  needle  be  of  such 
a  size  as  to  be  magnetized  to  saturation  by  the  principal 
discharge,  it  will  come  out  of  the  spiral  magnetized  to  a  less 
degree  than  that  of  saturation,  by  the  amount  of  the  adverse 
influence  of  the  oscillations  in  the  opposite  direction  to  that 
of  the  principal  discharge.  If  the  quantity  of  electricity  be 
increased,  the  power  of  the  second  wave  may  be  so  exalted 
that  the  needle  will  exhibit  no  magnetism  ;  the  whole  effbct 
of  the  first  or  principal  wave  will  be  neutralized  by  the  ac- 
tion of  the  second.  If  the  quantity  of  electricity  be  greater 
than  this,  then  the  needle  will  be  magnetized  in  an  opposite 
direction.  If  the  electricity  be  still  more  increased,  the 
needle  will  again  exhibit  a  change  in  its  polarity,  and  so  on 
in  succession,  as  the  power  of  the  successive  waves  is  in- 
creased. 

These  experiments  had  been  made  several  years  ago,  but 
he  had  not  given  them  in  detail  to  the  public,  because  he 
had  wished  to  render  them  more  perfect.  For  the  last  three 
and  a  half  years  all  his  time  and  all  his  thought  had  been 
given  to  the  details  of  the  business  of  the  Smithsonian  Insti- 
tution, lie  had  been  obliged  to  withdraw  himself  entirely 
from  scientific  researeli ;  but  he  hoped — now  the  Institution 
had  got  under  way,  and  the  Regents  had  allowed  him  some 
able  assistants, — that  he  would  be  enabled,  in  j)art  at  least, 
to  return  to  his  fii'st  love — the  investigation  of  the  phe- 
nomena of  nature. 
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ON  THE    LIMIT   OF    PERCEPTIBILITY    OF    A    DIRECT    AND 

REFLECTED   SOUND. 

(Proceedings  American  Association  Adv.  of  Science,  voL  v,  pp.  42,  48.) 

Maij,  6,  1861. 

Professor  Henrj^  stated  that  at  the  meeting  of  the  Associ- 
ation at  Cambridge*  he  had  made  a  communication  relative 
to  the  application  of  the  principles  of  acoustics  to  the  con- 
struction of  rooms  intended  for  public  speaking.  In  that 
communication  he  had  stated,  as  an  important  proposition, 
that  when  two  portions  of  the  same  sonorous  wave  reach  the 
'ear  of  an  auditor, — one  directly  from  the  origin  of  the  sound, 
and  the  other  indirectly, — after  one  or  more  reflections,  if 
the  two  do  not  differ  in  the  paths  they  travel  by  a  difference 
greater  than  a  given  quantity,  the  two  sounds  will  re-enforce 
each  other,  and  one  louder  sound  will  be  perceived.  If  how- 
ever the  interval  is  greater  than  a  certain  limit,  the  two 
sounds  will  appear  distinct,  or  an  echo  will  be  perceived. 

As  an  illustration,  suppose  a  speaker  to  stand  before  a  wall 
at  the  distance  of  say  ten  feet :  in  this  case  the  audience  in 
front  would  hear  but  one  sound.  The  direct  and  the  reflected 
impulse  meet  the  ear  within  the  limit  which  he  has  called 
the  limit  of  perceptibility.  This  limit — ^a  knowledge  of 
which  is  of  considerable  practical  importance — may  either 
be  expressed  in  time  or  in  space.  The  simplest  method  of 
obtaining  its  amount  is  that  of  clapping  the  hands,  while 
standing  before  a  perpendicular  wall ;  if  the  distance  of  the 
observer  be  sufficient,  an  echo  will  be  heard.  If  in  this  case 
the  observer  gradually  approach  the  wall  and  continue  to 
make  the  sound,  at  a  definite  point  the  echo  will  cease  to 
be  perceived,  and  the  two  sounds  will  appear  as  one.  If  the 
distance  from  the  wall  be  now  measured,  twice  the  distance 
found  will  give  tlie  limit  of  perceptibility  in  space.  If  the 
same  quantity  be  divided  into  the  space  through  which  the 

*[This  communication,  made   August  21,  1849,  was   reported   by  title 
only. — Proceed.  Am.  Assoc. ^  vol.  ii,  p.  482.] 
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wave  of  sound  is  known  to  travel  in  a  second,  we  shall  have 
the  limit  of  perceptibility  in  time. 

The  foregoing  plan  is  the  most  simple — but  not  the  most 
accurate — method  of  arriving  at  the  quantity  sought.  The 
better  plan  is  to  employ  another  person  to  produce  the  sound, 
while  the  observer  is  stationary  at  the  distance — at  least  150 
feet  from  the  wall.  The  person  who  produces  the  sound 
being  placed  between  the  observer  and  the  wall,  at  such  a 
distance  from  the  latter  as  to  give  a  distinct  echo,  he  is  then 
directed  gradually  to  approach  the  wall  until  the  echo  and 
the  direct  sound  become  one.  The  distance  measured,  as 
before  mentioned,  will  give  the  limit  required. 

From  a  series  of  experiments  on  this  plan,  he  found  the 
limit  of  perceptibility  to  vary  from  about  60  to  80  feet,  or  in 
other  words,  the  distance  from  the  wall  at  which  the  echo 
ceased  was  from  30  to  40  feet.  This  will  give  from  the  ^q  to 
the  iV  part  of  a  second,  in  time,  for  the  ear  to  distinguish 
the  difference  of  two  successive  sounds. 

The  experiments,  when  made  under  the  same  circum- 
stances, gave  the  same  result,  almost  within  a  single  foot; 
but  when  a  different  source  of  sound  was  employed  and  dif- 
ferent observers,  there  was  observed  a  difference  of  results, 
giving  the  limits  between  -i^\  and  -^^  of  a  second.  The 
limit  was  less  with  a  sound  produced  by  an  instrument 
which  gave  a  sudden  crack,  witliout  perceivable  prolonga- 
tion, such  as  is  produced  by  an  ordinary  watchman's  rattle 
when  made  to  emit  a  single  crack.  This  difference  may  be 
explained  b)'  taking  into  consideration  the  actual  length  of 
the  sonorous  wave.  If  a  sound  occupies  ^  of  a  second,  (which 
is  about  the  time  required  for  the  utterance  of  a  short,  single 
syllable,)  the  length  of  this  sonorous  wave  will  be  about  300 
feet,  and  hence,  when  the  distance  travelled  by  the  two  sounds 
is  not  more  than  80  feet  to  and  from  the  wall,  the  two  waves 
must  overlap  through  a  considerable  portion  of  their  whole 
length,  and  will  be  only  separated  at  the  two  extremities. 
The  portion  of  over-lapping  may  therefore  determine  the 
limit  of  perceptibility,  and  this  again  is  combined  with  the 
fact  of  the  continuance  of  a  sonorous  impression  on  the  nerve 
of  the  ear. 
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ON  THE  THEORY  OF  THE  SO-CALLED  IMPONDERABLES. 
(Proceedings  American  Association  Adv.  of  Science,  vol.  yi,  pp.  84-91.) 

Avffust  21  y  18ol. 

Professor  Henry  said:  In  studying  the  phenomena  of 
matter  we  commence  with  observing  the  action  of  masses 
upon  each  other,  and  from  this  we  deduce  laws.  These,  with 
regard  to  mechanical  philosophy,  are  five  in  number,  viz. 
the  two  laws  of  force,  attraction  and  repulsion,  varying  with 
some  function  of  the  distance;  and  secondly,  the  three  laws 
of  motion,  viz.,  the  law  of  inertia,oftheco-existence  of  motions, 
and  of  action  and  re-action.  Of  these  laws  we  c^in  give  no 
explanation ;  they  are  at  present  considered  as  ultimate  facts 
to  which  all  mechanical  phenomena  are  referred,  or  from 
which  they  are  deduced  by  logical  inference.  The  existence 
of  these  laws,  as  has  been  said,  is  deduced  from  the  phe- 
nomena of  the  operations  of  matter  in  masses ;  but  wo  apply 
them  by  analogy  to  the  minute  and  invisible  portions  of 
matter  which  constitute  the  atoms  or  molecules  of  gases,  and 
we  find  that  the  inferences  from  this  assumption  are  borne 
out  by  the  results  of  experience. 

Indeed,  the  minutest  portions  of  matter  must  be  endowed 
with  properties  analogous  to  masses  of  the  same  kind  of 
matter.  An  attempt  has  however  been  made  by  Boscovich 
to  refer  all  the  mechanical  properties  of  matter  to  portions 
of  space,  filled  with  associated  points,  endowed  with  attract- 
ingand  repelling  forces,  varying  and  alternating  with  changes 
of  distances.  In  a  communication  to  the  American  Philo- 
sophical Society,*  I  have  shown  that  this  hypothesis,  which 
is  at  the  present  time  adopted  by  many,  is  insuflScient  to 
explain  all  the  facts.  Matter  thus  constituted  would  indeed 
exhibit  the  phenomena  of  elasticity,  compressibility,  porosity, 
aflSnity,  etc.;  but  it  would  not  exhibit  an  obedience  to  the 
three  laws  of  motion,  namely,  inertia,  the  co-existence  or 
composition  of  motions,  and  action  and  re-action.    We  must 

*  [November  C,  1840.     Seo  ante,  p.  25r).] 
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therefore  superadd  to  the  hypothetical  points  of  Boseovich 
these  other  conditions;  but  in  so  doing  we  arrive  at  a  consti- 
^tution  of  matter  preciselj^  similar  to  that  adopted  by  Newton, 
namely,  a  system  of  indivisible  and  indestructible  atoms 
endowed  with  the  essential  properties  of  matter  in  masses. 
Indeed,  this  is  the  onlj'^  hypothesis  which  we  can  adopt  in 
strict  accordance  with  analogy,  reasoning  from  the  known 
to  the  unknown. 

Besides  the  phenomena  of  the  action  of  invisible  atoms  of 
gases  on  each  otherwe  have  a  large  class  known  underthegen- 
eral  name  of  the  phenomena  of  the  "imponderables."  This 
name  has  been  given  because  it  is  supposed  that  it  is  neces- 
sary to  refer  them  to  hypothetical  fluids  not  subjected  to  the 
ordinary  laws  of  force  and  motion.  The  term  impond€ral)le 
however  expresses  a  quality  with  reference  to  the  constitu- 
tion of  such  fluids  not  warranted  by  the  facts.  A  mass  of 
ait  poised  in  air  has  no  weight,  and  in  this  case  may  be 
considered  imponderable.  In  the  same  way,  if  we  suppose 
an  elastic  medium  to  pervade  all  space,  any  portion  of  this 
will  be  imponderable,  even  were  our  balances  sufficiently 
delicate  to  detect  its  absolute  weight.  The  existence  of  an 
elastic  medium  pervading  all  space  is  assumed  in  order  that 
the  phenomena  of  light,  heat,  electricity,  and  magnetism 
may  be  brought  within  the  category  of  the  laws  of  force  and 
motion,  and  that  wc  may  bo  able  to  apply. tlie  principles  of 
analytical  mechanics  in  tlie  way  of  deducing  consequences 
to  be  afterwards  tested  by  an  actual  appeal  to  experiment. 
Without  assumptions  of  this  kind  it  is  impossible  to  arrive 
ut  the  general  expressions  which  constitute  science  in  the 
proper  sense  of  the  term. 

It  is  not  necessary  that  an  hypothesis  be  absolutely  true  in 
order  that  it  may  be  adopted  as  an  expression  for  a  generali- 
zation for  the  purpose  of  exi)laining  and  ])redicting  new  phe- 
nomena; it  is  only  necessary  that  it  should  bo  well  condi- 
tioned in  accordance  with  known  mechanical  princii)les. 
We  have  a  remarkable  instance  of  this  in  the  Newtonian 
theory  of  emission  of  light.  According  to  this,  light  is  first 
considered  as  consisting  of  atoms  of  matter  moving  with 
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immense  velocity,  but  subject  to  mechanical  laws.  The  in- 
ference from  this  assumption  is,  tliat  meeting  obliquely  a 
reflecting  surface  the  atoms  will  rebound  as  would  a  perfectly 
elastic  ball,  making  the  angle  of  incidence  equal  to  the  angle 
of  reflection.  This  fact  being  established  by  experiment,  all 
the  phenomena  of  reflected  light  are  deduced  mathematically 
as  mechanical  consequences  from  the  primary  assumption. 
Again,  it  is  discovered  that  a  ray  of  light,  in  entering 
obliquely  a  new  medium,  changes  its  direction;  and  this  is 
readily  explained  by  adding  to  the  previous  hypothesis  the 
second  condition,  that  the  atoms  of  light,  like  all  other  matter, 
are  subject  to  attraction,  and  that  they  are,  in  consequence 
of  this,  accelerated  or  retarded  in  velocity  at  the  moment  of 
entering  the  new  medium.  From  this  assumption  readily 
flows  the  law  of  the  permanency  of  the  ratio  of  the  sine  of 
the  angle  of  refraction  to  that  of  incidence. 

In  the  progress  of  discovery  it  is  further  found  that  a  ray 
of  light  is  separated  into  different  colors;  and  in  order  to 
explain  this  agreeably  to  the  same  analogies,  we  are  obliged 
to  admit  that  there  are  different  kinds  of  atoms  of  light,  with 
different  properties,  and  moving  with  different  velocities. 
Further,  it  is  discovered  that  light,  in  passing  by  the  edges 
of  different  bodies,  produces  fringes  and  other  phenomena 
known  by  the  name  of  diff*raction.  To  explain  these  another 
supplementary  hypothesis  must  bo  added,  namely,  that  the 
atoms  of  ligjH  are  alternatelyattracted  and  repelled  by  the  va- 
riation in  their  distance  from  the  solid  body  near  which  they 
pass.  Another  class  of  phenomena,  denominated  by  New- 
ton "fits  of  easv  refraction  and  easv  reflection,"  induce  the 
assumption  that  the  atoms  of  light  are  not  homogeneous  in 
property  on  all  sides,  but  that  each  possesses  an  attracting 
and  repelling  pole;  and  that  in  their  passage  through  space 
they  are  constantly  revolving  on  axes  perpendicular  to  the 
line  joining  their  poles.  Again,  the  discovery  of  Mains 
requires  another  supplementary  hypothesis  in  order  to  a 
mechanical  conception  of  the  phenomena  first  observed  by 
him.  To  explain  these  we  must  admit  that  the  atoms  of 
light  possess  different  properties  on  differertt  sides,  in  addition 
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to  different  properties  at  different  ends.  But  now  the  original 
theory  of  emission,  at  first  a  simple  mechanical  conception, 
becomes  so  loaded  with  supplementary  hypotheses  that  as  a 
whole  it  is  unwieldy,  and  we  are  induced  to  look  for  some 
other  possible  hypothesis  which  shall  equally  well  connect 
the  phenomena  in  accordance  with  known  mechanical  prin- 
ciples, and  not  be  subject  to  the  same  charge  of  complexity. 
Such  an  assumption  is  found  in  the  present  received  undu- 
latory  theor)'  of  light. 

In  reviewing  the  foregoing  sketch  of  the  rise,  growth,  and 
abandonment  of  the  theory  of  emission  we  see  that  an  hypoth- 
esis, though  not  absolutely  true,  may  serve  an  important 
purpose  in  the  way  of  the  definite  conception  of  old  phe- 
nomena, and  in  the  discovery  and  prediction  of  new;  and 
indeed  in  some  cases,  paradoxical  as  it  may  appear,  a  false 
hypothesis,  from  its  ease  of  application,  may  be  of  more  use 
than  one  which  is  absolutdy  true.  Man,  with  his  finite 
faculties,  cannot  hope  in  this  life  to  arrive  at  a  knowledge 
of  absolute  truth;  and  were  the  true  theory  of  the  universcj 
or  in  other  words,  the  precise  mode  in  which  Divine  Wis- 
dom operates  in  producing  the  phenomena  of  the  material 
world,  revealed  to  him,  his  mind  would  be  unfitted  for  its 
reception  j  it  would  be  too  simple  in  its  expression,  and  too 
general  in  its  application,  to  be  understood  and  applied  by 
intellects  like  ours. 

It  may  be  asked  why  theories,  so  apparently  different  as 
tliosc  of  emission  and  undulation,  should  both  lead  to  the 
discovery  of  new  trutlis?  The  answer  is  that  the  former 
is  involved  in  the  latter,  and  that  all  the  sup{)lementary 
hypotheses  we  have  mentioned  have  their  representation  in 
the  different  phases  of  wave-motion.  Thus  an  undulation 
is  reflected  in  the  same  manner  as  an  elastic  ball ;  a  change  in 
velocity  also  takes  place  in  the  undulation  on  entering  a  new 
medium;  and  the  fits  of  Newton  are  represented  l>v  IcMigths 
of  waves,  and  the  polarization  of  Malus  by  transverse  vibra- 
tions reduced  to  the  same  or  parallel  planes.  The  undulatorv 
theory  is  a  more  general  expression,  and  contains  truths 
which  are  not  to  be  logically  deduced  from  the  theory  of 
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emission.  In  order  however  that  this  theory  may  enable 
us  to  discover  the  greatest  number  of  new  phenomena,  and 
assist  us  in  ascertaining  the  more  precise  relations  of  known 
facts,  it  is  necessary  that  all  its  parts  should  be  definitely 
conditioned  with  reference  to  established  mechanical  prin- 
ciples. The  phenomena  of  light  and  heat,  and  of  chemical 
and  phosphorogenic  emanation  from  the  sun,  by  strict  anal- 
ogy lead  us  to  infer  that  something  possessing  inertia,  and 
obedience  generally  to  the  laws  of  force  and  motion,  must 
exist  between  us  and  this  luminary.  All  the  phenomena  are 
best  explained  and  predicted  by  sup[X)sing  this  something 
to  consist  of  an  elastic  medium,  the  atoms  of  which,  in  a  nor- 
mal state,  are  distributed  uniformly  through  space  and 
retained  in  position  by  attracting  and  repelling  forces.  An 
aetherial  medium,  constituted  in  this  manner,  w^ill  admit  of 
vibrations  of  different  characters  and  of  different  forms;  for 
example,  if  an  impulse  be  given  to  an  atom  in  a  given  direc- 
tion, it  will  cause  in  succession  a  motion  to  be  transmitted 
to  the  series  of  atoms  which  are  found  in  the  same  line,  and 
thus  longitudinal  undulations  will  be  produced;  also  the 
motion  of  the  atom  to  which  the  impulse  is  given  will  cause 
it  to  approach  the  atoms  of  the  medium  on  the  sides  of  the 
line  just  mentioned,  and  thus  rows  of  atoms  on  all  sides  of 
the  first  row  will  be  thrown  into  a  state  of  transverse  vibra-* 
tion.  Similar  systems  of  vibrations  must  also  take  place  in 
air;  but  such  is  the  constitution  of  the  human  ear  that  it 
takes  cognizance  only  of  longitudinal  vibrations,  and  such 
the  function  of  the  human  eye  that  it  is  only  affected  by 
transverse  undulations.  Besides  these  there  may  be  other 
vibrations  compound  of  the  two;  and  in  this  way  other  ema- 
nations than  those  which  have  yet  been  observed  may  be 
conceived  to  exist. 

The  science  of  electricity,  as  left  by  Cavendish  and  iEpinus, 
and  as  expounded  by  Hauy  and  Robison,  was  (next  to  astron- 
omy) one  of  the  most  perfect  of  the  physical  sciences.  All 
the  known  phenomena  of  statical  electricity  were  referred  to 
the  mechanical  action  of  two  species  of  matter;  the  atoms  of 
each  being  self-repellant  and  attractive  of  the  atoms  of  the 
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other ;  one  of  these  is  called  the  electrical  fluid,  and  the  other 
ordinary  matter.  For  the  generalization  of  the  same  phe- 
nomena Dufay  assumed  three  principles,  two  species  of  elec- 
trical, and  one  of  ordinary  matter.  From  either  of  these 
mechanical  conceptions,  could  be  deduced  all  the  facts  then 
known. 

It  would  appear  however  that  the  tendency  of  the  present 
day  is  to  the  accumulation  of  facts  rather  than  to  their  critical 
examination,  or  the  discovery  of  general  expressions  by  which 
to  represent  them.  Electricity  and  magnetism  at  the  present 
time  consist  of  almost  a  chaos  of  isolated  phenomena  which 
can  scarcely  be  called  scientific.  Most  of  these  however,  I 
am  convinced,  are  capable  of  being  referred  to  the  theory  of 
Franklin  or  to  that  of  Dufay,  with  the  addition  of  a  few 
supplementary  h3'potheses  analogous  to  those  which  we  have 
seen  were  added  to  the  theory  of  emission.  For  example,  we 
shall  be  obliged  to  admit  that  in  some  cases  inductive  eflfects 
are  propagated  wave-fashion  ;  and  in  others,  that  a  change 
in  the  condition  of  the  ponderable  matter  plays  an  important 
part.  Thus,  as  I  mentioned  at  the  last  meeting  of  the  Associa- 
tion, I  have  found  that  in  the  discharge  of  a  Leyden  jar 
through  a  metallic  wire  a  series  of  rebounds  between  the 
inside  and  the  outside  of  the  jar  takes  place  precisely  in  the 
same  way  as  tlie  equilibrium  would  be  restored  by  a  series 
of  waves  were  a  quantity  of  air,  condensed  in  one  vessel, 
suffered  to  discharge  itself  into  anotlier  in  which  a  vacuum 
previously  existed.  I  have  also  shown  that  during  this  dis- 
charge a  series  of  inductions  take  place,  extending  to  a  sur- 
prising distance  on  all  sides  of  the  wire;  and  as  these  are  the 
results  of  currents  in  alternate  directions,  they  must  produce 
in  surrounding  space  a  series  of.  plus  and  minus  motions 
analogous  to  if  not  identical  with  undulations. 

Next,  that  a  change  in  the  condition  of  the  matter  itself  is 
required  for  the  explanation  of  certain  phenomena  will  be 
evident  from  the  following  exi)eriment:  If  portions  of  tin) 
same  current  of  galvanism  be  sent  through  two  parallel  wires, 
or  if  portions  of  the  same  discharge  from  a  Leyden  jar  be 
transmitted  simultaneously  through  two  parallel  strips  of 
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platina  foil,  an  attraction  in  both  cases  will  be  exhibited. 
If  however  the  surface  of  a  large  circular  metallic  plate  be 
covered  at  intervals  with  short  needles  placed  parallel  to  each 
other,  and  a  discharge  of  electricity  be  sent  along  the  diameter 
of  the  circle  at  right  angles  to  the  needles,  on  examination, 
they  will  be  found  magnetized  with  different  degrees  of  inten- 
sity. Those  in  the  direct  line  of  the  discharge  will  exhibit 
a  slight  degree  of  polarity,  while  those  at  the  circumference 
of  the  plate  will  show  a  much  greater  amount  of  magnetic 
force;  proving  that  the  electrical  discharge,  instead  of  pass- 
ing in  the  shortest  line  between  the  two  points,  has  divide<l 
itself  into  two  portions,  each  passing  at  as  wide  a  distance 
as  possible  from  the  other.  This  phenomenon  is  in  strict 
accordance  with  the  hypothesis  that  the  plate  has  been 
traversed  by  an  elastic  fluid,  the  particles  of  which,  being 
self-repellant,  have  separated  as  far  as  possible  from  each 
other;  and  it  can  therefore  be  referred  to  the  action  of  a  fluid 
co-existing  with,  but  independent  of,  ordinary  matter;  while 
the  phenomenon  of  the  attraction  of  the  two  parallel  con- 
ductors before  mentioned  can  only  be  explained  by  a  change 
in  tlie  condition  of  the  gross  matter  itself  combined  perhaps 
with  the  action  of  an  elastic  fluid.  I  ought  to  state  in  this 
place  that  my  friend  Dr.  Hare,  from  purely  theoretical  con- 
siderations, independent  of  experiment,  has  arrived  at  a 
similar  conclusion. 

There  is  another  phenomenon  which  I  may  mention  as 
producing  a  change  in  the  properties  of  matter  during  the 
instantaneous  passage  of  an  electrical  discharge.  At  the 
moment  of  the  passage  through  the  atmosphere  of  a  discharge 
of  electricity,  the  particles  of  the  air  are  suddenly  endowed 
with  a  surprisingly  energetic  repulsive  tendency,  to  which  is 
mainly  to  be  attributed  the  mechanical  eflects  i)roduced  by 
a  discharge  of  lightning  passing  throuj^h  a  building.  Also 
in  the  development  of  magnetism  in  a  bar  of  iron  or  steel 
a  change  takes  place  in  the  ponderable  molecules  of  the 
metal;  this  is  evident  from  the  fact  that  at  the  moment  df 
magnetization  a  wave  of  undulation,  capable  of  producing  an 
audible  sound,  is  transmitted  along  the  bar;   and  again, 
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wlien  the  iron  is  de-magnetized,  (if  the  expression  may  be 
allowed,)  a  similar  change  in  the  position  of  the  molecules 
is  indicated. 

In  the  explanation  of  the  statical  phenomena  of  electricity 
we  may  either  adopt  the  hypothesis  of  one  or  of  two  fluids, 
the  mechanical  results  which  are  logically  deduced  from 
either  being  the  same;  in  the  case  of  the  former  we  have  one 
movable  and  one  fixed  principle;  in  that  of  the  latter  we 
have  two  movable  fluids  and  a  fixed  medium.  It  is  evident 
that  the  mechanical  results  will  be  the  same  in  the  two 
theories,  provided  we  suppose  the  absolute  motion  of  the  one 
fluid  to  be  equivalent  to  the  sum  of  the  motions  of  the  two 
fluids.  Though  either  theory  may  be  adopted  with  reference 
to  the  statical  phenomena,  the  theory  of  one  fluid  is  more 
readily  applicable  to  the  facts  connected  with  electricity  in 
motion,  and  particularly  that  part  of  the  theory  which 
assumes  the  activity  of  ordinary  matter  may  hereafter  be 
fruitful  in  new  deductions. 

The  discoveries  of  the  last  few  years  have  tended  more 
and  more  to  show  the  intimate  connection  of  all  the  phe- 
nomena of  the  "  imponderables;"  and  indeed  we  cannot  avoid 
the  conclusion,  forced  upon  us  by  legitimate  analogy,  that 
they  all  result  from  the  different  actions  of  one  all-pervad- 
ing principle.  Take,  for  illustration,  the  following  example 
of  the  development  of  the  several  classes  of  phenomena.  An 
iron  rod  rapidly  hammered  becomes  red  hot,  or  in  other 
words,  emits  heat  and  li^lit.  The  same  rod  insulated  by  a 
non-conductor  and  struck  with  another  non-conductor  ex- 
hibits electrical  attraction  and  repulsion.  Again,  if  this  rod 
be  struck  with  a  hammer  while  in  a  vertical  position  it  be- 
comes magnetic.  We  have  here  the  evolution  of  the  four 
classes  of  phenomena  by  a  simple  agitation  of  the  atoms. 
We  cannot,  in  accordance  witli  the  known  simplicity  of  the 
operations  of  nature,  for  a  moment  imagine  that  these  dif- 
ferent results  are  to  be  referred  to  as  many  different  and 
independent  principles. 

If  we  refer  all  these  i)henomena  to  one  elastic  medium  it 
will  be  necessary,  in  order  to  explain  the  facts  of  electricity 


1851]  WRITINGS   OF  JOSEPH   HENRY.  305 

and  magnetism,  that  we  suppose  this  medium  to  be  capable 
of  accumulation  or  condensation  in  certain  portions  of  space, 
and  of  being  lessened  in  quantity  or  rarefied  in  other  portions; 
also,  that  in  its  return  to  its  normal  condition  an  actual 
transfer  of  the  medium  takes  place.  It  follows  from  these 
assumptions  that  the  fluid  withdrawn  from  one  portion  of 
space  must  leave  an  equivalent  deficiency  in  another,  or  in 
other  words,  that  the  amount  of  positive  action  must  be 
equal  in  all  cases  to  that  of  the  negative.  Further,  since 
it  appears  from  observation  that  the  setherial  medium  can 
only  be  condensed  or  accumulated  in  certain  places  by  the 
insulating  powers  of  ordinary  matter,  no  electrical  phenomena 
can  be  exhibited  except  in  connection  with  such  matter; 
hence  electrical  action  cannot  be  expected  in  the  regions  of 
celestial  space. 

The  most  diflScult  phenomena  for  which  to  invent  a  plausi- 
ble mechanical  explanation,  connected  with  this  subject,  are 
those  of  the  attraction  of  the  two  wires  transmitting  a  current 
of  electricity,  and  the  transverse  action  of  a  galvanic  wire  on 
a  magnetic  needle.  The  theory  of  Ampere,  though  an  admira- 
ble expression  of  a  generalization  of  the  phenomena  of  electro- 
magnetism,  is  wanting  in  that  strict  analogy  with  known 
mechanical  actions  which  is  desirable  in  a  theorv  intended 
to  explain  phenomena  of  this  kind. 

In  conclusion  I  would  again  revert  to  the  importance,  in 
the  adoption  of  mechanical  hypotheses,  of  conditioning  them 
in  strict  accordance  with  the  operations  of  matter  under  the 
known  laws  of  force  and  motion  as  exhibited  in  time  and 
space.    • 
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THE  IMPROVEMENT  OF  THE  MECHANICAL  ARTS. 

CLOSING   ADDRESS   AT    THE   EXHIBITION   OF    THE   METROPOLI- 
TAN   MBGHANICS'    INSTITUTE,    OF    WASHINGTON. 

[Prom  a  pamphlet  edition,  published  by  the  M.  M.  Institute,  in  1858.] 

Delivered  March  19,  1853. 

At  the  close  of  the  Exhibition  of  the  Metropolitan  Me- 
chanics' Institute  it  becomes  my  duty  to  offer  some  remarks 
relative  to  the  objects  and  organization  of  the  association ; 
and  in  addition  to  these,  I  shall  beg  leave  to  call  your  atten- 
tion to  some  points  whicli  present  themselves  more  promi- 
nently to  my  mind,  amidst  the  extended  field  of  the  history 
of  mechanical  inventions. 

The  object  of  this  Institute  is  twofold:  first,  the  improve- 
ment of  mechanics  and  artists;  second,  the  improvement 
of  arts  and  inventions. 

These  two  objects  are  inseparably  connected,  and  the"  one 
necessarily  follows  as  a  consequence  of  the  other.  Whatever 
tends  to  develop  the  mind  of  the  workman  tends  to  advance 
the  condition  of  his  art.  Every  material  operation  and  every 
invention  is  founded  on  some  law  of  nature,  and  the  more 
intimately  the  operator  is  acquainted  with  the  principles  of 
his  art  tlie  better  is  lie  fitted  to  improve  it.  Without  a  knowl- 
edge of  science  the  practice  of  art  is  mere  empiricism,  often 
involving  operations  which  arc  not  only  unnecessary  to  the 
production  of  the  desired  result,  but  frequently  detrimental. 

The  savage  who  recovers  his  health  after  drinking  from 
a  mineral  spring  considers  his  cure  due  not  alone  to  the 
efficacy  of  the  water,  but  also  to  the  position  of  his  body  at 
the  time  of  drinking,  whether  facing  the  east  or  the  west,  to 
the  number  of  draughts,  and  perhaps  in  some  cases  he  deems 
it  necessary  previously  to  propitiate  the  spirit  of  the  fountain 
by  a  sacrifice  of  some  object  of  value.  We  need  not  go  to 
savage  life  for  examples  of  this  kind.  In  many  parts  of  our 
own  countrj^ — even  among  men  otherwise  intelligent — cer- 
tain mechanical  and  agricultural  operations  are  connected 
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with  superstitious  observances  of  the  most  ridiculous  and 
inconvenient  character.  A  knowledge  of  principles  serves 
to  eliminate  these  errors,  to  point  out  the  necessary  and  es- 
sential conditions  of  practice,  and  to  facilitate  the  introduc- 
tion of  improved  methods.  On  the  other  hand,  every  im- 
provement* in  the  mechanic  arts,  as  a  general  rule,  tends  to 
elevate  the  character  of  the  artisan,  and  to  render  his  em- 
ployment more  intellectual. 

It  is  proposed  in  this  Institute  to  improve  the  workman 
by  lectures,  collections  of  specimens  of  natural  history,  a 
library  and  a  reading-room,  and  to  advance  the  arts  by  ex- 
hibitions and  by  the  examination  of  such  new  inventions  as 
may  be  submitted  to  the  judgment  of  the  Institute.  For 
conducting  this  part  of  the  plan  of  operation  a  permanent 
Committee  of  Science  and  Arts  will  be  formed,  combining 
(among  its  members)  theoretical  knowledge  with  practical 
skill. 

There  is  no  place  in  the  United  States  (taking  in  view  the 
number  of  its  mechanics)  so  well  adapted  to  support  an  effi- 
cient institution  of  this  kind  as  the  city  of  Washington.  It 
offers  numerous  examples  of  ingenious  inventions  and  pro- 
cesses. The  models  of  the  Patent  Office,  the  instruments  of 
the  Observatory,  of  the  Coast  Survey,  of  the  Topographical 
Bureau;  the  processes  of  the  navy-yard  and  of  the  arsenal 
are  illustrations  of  the  useful  arts  readily  accessible  and  of 
the  most  instructive  kind.  Moreover,  no  city  of  the  Union 
of  the  same  size  can  command  so  large  a  number  of  scien- 
tific men,  namely,  those  belonging  to  the  army  and  the  navy, 
and  the  institutions  established  here.  Any  association  which 
tends  to  bring,  these  into  harmonious  co-operation  with  the 
practical  mechanics  of  the  place  may,  and  I  doubt  not  will, 
be  productive  of  important  results. 

The  Institute  has  commenced  its  existence  under  very 
auspicious  circumstances,  and  has  found  favor  with  the  wnse 
and  the  liberal.  Notwithstan<liiig  this,  the  enterprise  is  not 
unfraught  with  danger,  and  those  who  were  instrumental  in 
establishing  it  assumed  a  responsibility  of  no  small  weight. 
They  evoked  a  power  which  may  be  determined  on  good  or 
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on  evil ;  which,  while  it  is  capable  of  conferring  blessings 
on  this  city  and  this  country,  may  be  the  means  of  propa- 
gating error,  and  of  administering  to  the  selfish  ends  of  de- 
signing men.  There  is  no  city  in  which  a  society  of  this 
kind  requires  to  be  more  strictly  guarded  against  baneful 
influences.  The  partisan  politician  may  attempt  to  make  it 
the  stepping-stone  of  his  political  advancement.  The  pseudo- 
inventor,  who  seeks  to  enrich  himself  by  pirating  the  labors 
of  humble  and  unobtrusive  genius,  and  the  speculator,  who 
wishes  to  impress  Congress  with  the  importance  to  the  coun- 
try and  to  the  world,  of  a  scheme  intended  to  benefit  himself 
alone,  will  be  untiring  in  their  endeavors  to  obtain  the  cer- 
tificates and  recommendations  of  the  Institute.  They  will 
approach  its  judges  and  its  committees  with  soft  words  and 
insinuating  manners,  and  will  not  hesitate  to  offer  bribes  in 
such  sophistical  terms  that,  while  cupidity  is  excited,  the 
conscience  is  lulled  to  rest. 

The  location  of  this  Institute  at  the  seat  of  government 
of  this  vast  Union  will  turn  all  eyes  upon  it,  and  will  conse- 
quently tend  to  give  it  corresponding  power  and  influence. 
But  it  must  be  recollected  that  in  proportion  to  the  conspic- 
uousness  of  the  position  occupied  by  institutions  or  individ- 
uals is  their  responsibility  to  society  increased.  Tlie  higher 
they  stand  the  more  secure  must  be  the  principles  on  which 
they  are  supported.  When  men  build  upon  a  false  founda- 
tion, the  greater  their  elevation  the  more  certain  is  their  fall. 

Tliere  is  no  place  in  this  country  where  motives  and  acts 
are  more  critically  examined  than  in  the  city  of  Washing- 
ton. There  is  none  in  which  capacity ^  honesty  ofpui*pose,  and 
a  prudent,  straightforward  course  are  more  necessary  to  con- 
tinued success,  and  none  in  which  deviations  from  right, 
whether  intentional  or  otlierwise,  are  more  readilv  detected 
and  exposed. 

The  mere  organization  of  the  Institute,  however  well  it 
may  liave  been  done,  is  not  sufficient  for  its  perpetuit}^  and 
usefulness.  It  requires  the  constant  application  of  individ- 
ual effort  to  sustain  it;  the  unwearied  labor  of  a  few  master 
spirits  to  infuse  the  constant  supply  of  vital  energy ;  and 
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these  must  be  men  of  high  moral  principle,  not  only  strictly 
honest,  but  above  suspicion  of  the  contrary.  They  owe  a 
strict  accountability  to  the  members  of  the  Institute  for 
the  manner  in  which  the  income  is  expended,  and  to  the 
world  for  the  mode  in  which  the  high  duty  of  acting  as 
judges  of  the  merit  of  inventions  has  been  discharged.  The 
task  of  the  judges,  and  of  the  committee  of  science  and  the 
arts,  to  whom  discoveries  and  inventions  are  referred,  is  one 
of  delicacy  and  difficulty,  and  should  not  be  entrusted  to 
those  unacquainted  with  the  principles  on  which  the  prop- 
osition to  be  examined  depends,  or  who  do  not  possess  the 
mental  and  moral  qualifications  necessary  to  the  formation 
of  a  correct  judgment.  It  is  for  the  benefit  of  the  commu- 
nity that  the  truth  should  prevail,  and  that  the  merits  and 
defects  of  an  invention  should  be  rendered  distinctly  mani- 
fest. Where  merit  exists  it  should  receive  due  credit,  but  not 
exaggerated  praise.  The  simple  statement  of  what  has  been 
accomplished  is  all  that  is  needed,  though  it  may  not  be  all 
which  a  generous  spirit  is  impatient  to  bestow.  Nobleness 
of  mind  springs  forward  with  ardor  to  meet  every  indication 
of  a  similar  kind  wherever  it  appears.  The  whole  duty  of 
the  committee  however  in  this  case  may  be  expressed  in  two 
words — strict  justice.  This  is  what  every  judge  ought  to  give, 
and  more  than  this  no  man  ought  to  desire  to  receive. 

It  will  often  become  the  duty  of  the  committee  of  exam- 
ination of  subjects  of  science  and  art  to  repress  the  prema- 
ture zeal  of  visionary  inventors.  We  need  only  examine 
the  records  of  the  Patent  Office  to  be  convinced  of  the  im- 
mense expense  of  time  and  money  continually  lavished  on 
futile  attempts  to  innovate  and  improve.  We  may  safely 
venture  to  affirm  that  out  of  every  fifty  propositions  for  im- 
provements in  arts  or  mechanics  forty-nine  at  least  are  either 
useless  or  old.  The  object  should  be  to  distinguish  and  to 
adopt  the  good  and  reject  the  bad.  But  while  pruning  the 
luxuriant  fruit  of  uncultivated  invention  care  must  be  taken 
to  perform  the  task  with  gentleness,  and  to  show  that  the  in- 
tention is  to  give  additional  vigor  to  the  healthful  branches 
and  not  to  injure  the  parent  plant. 
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There  can  be  no  reality  in  science  if  at  this  late  day  it 
cannot  predict  that  certain  proposed  inventions  are  impos- 
sible, as  well  as  declare  that  others  are  in  accordance  with 
established  principles.  An  honest  expression  of  opinion  on 
such  points,  though  it  be  met  with  the  accusation  of  repress- 
ing the  march  of  improvement,  is  necessary  in  order  to  save 
the  public  from  having  its  attention  perpetually  distracted 
by  the  excitement  of  fallacious  expectations,  and  the  credu- 
lous from  embarking  their  all  in  schemes  which  must  end 
in  disappointment  and  ruin. 

One  of  the  most  fruitful  sources  of  error  and  deception 
with  regard  to  inventions  arises  from  misconceptions  of  the 
nature  and  application  of  mechanical  power,  and  this  is  one 
of  the  points  on  which  I  wish  to  arrest  your  attention  for  a 
few  minutes.  We  understand  by  the  term  mechanical  power 
that  which  moves  machinery, transports  heavy  bodies,shapes 
the  raw  material  into  useful  forms,  and  to  use  the  short  but 
expressive  phrase  of  the  mechanic,  "  that  which  does  worky 
Mechanical  power,  when  properly  understood,  is  a  condition 
or  state  of  matter.  Thus  a  quantity  of  burning  fuel,  a  mov- 
ing mass  of  water  or  of  air,  are  bodies  in  the  condition  of 
power,  and  by  communicating  a  portion  of  their  motion  to 
other  bodies  they  produce  in  them  certain  changes  which  are 
denominated  work.  The  change  thus  produced  is  the  meas- 
ure of  the  amount  of  power  in  a  given  quantity  of  matter. 
For  example,  the  number  of  bushels  of  grain  which  can  be 
ground  dilring  the  combustion  of  a  bushel  of  coal  is  the 
measure  of  the  amount  of  power  in  this  quantity  of  fuel. 

Power  is  always  expended  in  doing  work,  and  it  is  in  the 
highest  degree  absurd  to  think  of  applying  it  to  useful  pur- 
poses without  exhausting  it.  Every  change  of  condition, 
every  transformation  of  matter,  every  new  motion,  and  every 
manifestation  of  life  is  at  the  expense  of  some  motive  power 
which,  having  performed  its  part,  is  forever  neutralized. 

Power  is  always  the  product  of  nature.  God  has  not  vouch- 
safed to  man  the  means  of  its  primary  creation.  It  is  found 
in  the  moving  air  and  the  rapid  cataract — in  the  burning 
coal — the  heaving  tide;  man  transfers  it  from  these  toother 
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bodies  and  renders  it  the  obedient  slave  of  his  will — the 
patient  drudge,  which  in  a  thousand  ways  administers  to  his 
wants,  his  convenience,  and  his  luxuries,  and  enables  him 
to  reserve  his  own  energy  for  the  higher  purpose  of  the  de- 
velopment of  his  mind  and  the  expression  of  his  thoughts. 
The  following  is  a  list  of  all  the  primary  powers  which  as 
yet  have  been  used  by  man  in  accomplishing  his  varied  pur- 
poses in  the  wide  domain  of  practical  life.    These  are : 

1.  Water  power, 

2.  Wind  power, 

3.  Tide  power, 

4.  The  power  of  combustion,  and 

5.  The  power  of  vital  action. 

To  this  list  may  hereafter  be  added  the  power  of  the  vol- 
cano and  the  internal  heat  of  the  earth;  and  besides  these 
science  at  the  present  time  gives  no  indications  of  any  other. 
These  are  denominated  primary  powers,  though  in  reality, 
when  critically  studied,  they  may  all,  except  the  two  last 
mentioned,  be  referred  to  actions  from  without  the  earth, and 
principally  to  emanations  from  the  sun. 

Gravitation,  electricity,  galvanism,  magnetism,  and  chem- 
ical affinity  can  never  be  employed  as  original  sources  of 
power.  At  the  surface  of  the  earth  they  are  forces  of  quies- 
cence, the  normal  condition  of  which  must  be  disturbed  be- 
fore they  can  manifest  power,  and  then  the  work  which  they 
are  capable  of  performing  is  only  the  equivalent  of  the  power 
which  was  communicated  to  them. 

There  is  no  more  prevalent  and  mischievous  error  than 
the  idea  that  there  is  in  what  are  called  the  "  imponderables  " 
a  principle  of  spontaneous  activity.  Heat  is  the  product  of 
chemical  action,  and  electricity  only  manifests  power  when 
its  equilibrium  is  disturbed  by  an  extraneous  force,  and  then 
the  effect  is  only  proportional  to  the  disturbing  cause.  It 
was  for  this  reason  that  the  existence  of  electricity  remained 
so  long  unknown  to  man.  Though  electricity  is  not  in  itself 
a  source  of  power,  yet  from  its  extreme  mobility  and  high 
elasticity  it  affords  the  means  of  transmitting  power  with 
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scarcely  any  loss  and  almost  inconceivable  velocity  to  the 
greatest  distance.  A  wave  of  disturbance  starting  from  the 
impulse  given  at  the  battery  will  traverse  the  circumference 
of  the  earth  in  less  time  than  I  have  been  occupied  in  stating 
the  fact. 

Besides  electricity  and  the  principles  before  mentioned, 
there  are  other  agents  employed  between  the  primary  power 
and  the  worl%  namely,  the  elastic  force  of  steam,  of  air,  and 
of  springs ;  also  various  instruments  called  machines.  But 
these  must  not  be  confounded,  as  they  frequently  are,  with 
the  sources  of  power.  It  is  not  the  engine  which  is  the 
source  of  motion  of  the  cars,  nor  yet  the  steam,  but  the  re- 
pulsive energy  imparted  to  the  expanding  water  from  the 
burning  fuel. 

A  machine  is  an  intermediate  instrument  to  transmit,  to 
modify,  and  to  apply  power;  and  with  the  exception  of  the 
power  consumed  in  wearing  away  the  rubbing  parts — (that 
is,  in  producing  friction,)  and  the  small  portion  imparted  to 
the  air,  the  amount  of  power  transmitted  is  just  equal  to 
that  received. 

The  human  body  is  itself  an  admirably  contrived  complex 
machine,  furnished  with  levers,  pulleys,  cords,  valves,  and 
other  appliances  for  the  application  and  modification  of  the 
power  derived  from  the  food.  It  is,  in  fact,  a  locomotive  en- 
gine, impelled  by  the  same  power  which  under  another  form 
gives  activity  and  energy  to  the  iron  horse  of  the  railway. 
In  both,  the  power  is  derived  from  combustion  of  the  carbon 
and  hydrogen  of  the  organic  matter  employed  for  food  or 
fuel.  In  both  the  direction  of  power  is  under  the  influence 
of  an  immaterial,  thinking,  willing  principle  called  the  soul. 
But  this  must  not  be  confounded,  as  it  frequently  is,  with 
the  motive-power.  The  soul  of  a  man  no  more  moves  his 
body  than  the  soul  of  the  engineer  moves  the  locomotive  and 
its  attendant  train  of  cars.  In  both  cases  the  soul  is  the 
directing,  controlling  principle,  not  the  impelling  power. 
Let,  for  example,  a  locomotive  engine  be  placed  upon  the 
track,  with  water  in  the  boiler  and  fire  in  the  grate — in  short, 
with  all  the  potentials  of  motion,  and  it  will  still  remain 
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quiescent.  In  this  state  let  the  engineer  enter  the  tender 
and  touch  the  valve ;  the  machine  instantly  becomes  instinct 
with  life  and  volition  ;  it  has  now  a  soul  to  govern  its  power 
and  direct  its  operations;  and  indeed  as  a  whole  it  may  be 
considered  as  an  enormous  animal,  of  which  the  wheels  and 
other  parts  are  additions  to  the  body  of  the  engineer. 

The  facts  I  have  given  as  to  the  source  of  power  and  its 
application  rest  upon  the  widest  and  best-established  induc- 
tions of  physical  science,  and  a  knowledge  of  them  is  abso- 
lutely essential  to  every  one  who  desires  to  improve  the  art 
of  applying  the  powers  of  the  elements  to  useful  purposes. 
And  yet, — if  we  are  to  judge  from  the  constant  announce- 
ment in  the  papers  of  new  motors,  of  machines  moved  by 
centrifugal  force,  of  engines  to  do  a  large  amount  of  work 
with  the  expenditure  of  an  infinitesimal  quantity  of  power, 
of  contrivances  by  which  electricity  is  to  develop  itself  and 
do  work  by  its  own  force, — we  shall  be  convinced  that  on 
projects  which  are  in  opposition  to  the  best-established  truths 
of  science  hundreds  of  thousands  of  dollars  are  squandered 
and  years  of  thought  and  labor  wasted.  One  cause  of  error 
of  this  kind  is  the  unfortunate  name  which  was  originally 
given  to,  and  is  still  retained  by,  certain  elementary  ma- 
chines, viz.,  the  lever,-  the  wheel  and  axle,  the  inclined  plane, 
the  pulley,  and  the  screw.  These  are  employed  separately 
as  instruments  for  the  application  of  power,  or  in  combina- 
tion as  the  elementary  parts  of  complex  machines.  Every 
tyro  in  science  knows  that  they  have  no  power  in  themselves, 
yet  the  name,  mechanical powerSyhy  which  they  are  designated 
tends  to  perpetuate  a  pernicious  error  long  after  the  fallacy 
is  understood. 

A  machine,  as  I  have  before  stated,  is  an  instrument  to 
apply  and  modify  power,  and  to  effect  changes  in  the  form 
and  texture  of  matter  denominated  work.  The  combination 
of  the  elementary  parts  of  machines  so  as  to  produce  any 
desired  motions  has  been  studied  with  much  success,  and  the 
whole  reduced  to  rules.  The  diffusion  of  a  general  knowl- 
edge of  these  would  much  facilitate  invention  and  prevent 
the  necessity  of  the  individual  who  devotes  his  mind  tc»  the 
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improvement  of  machines  beginning  anew  instead  of  build- 
ing on  what  has  been  done  before  him. 

Every  complex  machine  consists  of  parts  which  may  be 
classified  as  follows : 

1st.  The  receivers  of  the  power — such  as  the  buckets  and 
other  parts  of  the  water-wheel,  the  vane  of  the  windmill. 

2d.  The  transmitters  and  modifiers  of  the  motion,  viz., 
wheels,  pinions,  levers,  pistons,  screws,.  &c. 

3d.  The  supporters — such  as  the  frames,  the  friction- 
rollers,  &c. 

4th.  Regulators  to  render  the  motion  uniform. 

5th.  Operators  or  parts  applied  immediately  to  the  matter 
on  which  the  work  is  to  be  done. 

The  preparation  and  publication  of  charts  of  the  element- 
ary parts  of  machines  and  their  combinations  would  do  im- 
portant service  to  the  practical  mechanic,  and  is  an  object 
among  many  others  worthy  of  the  attention  of  this  Institute. 

The  most  important  source  of  mechanical  power  among 
those  we  have  mentioned,  and  which  promises  almost  to 
supersede  all  others,  is  that  of  burning  coal.  This  material — 
Hke  a  watch  wound  up,  is  matter  in  a  state  of  power,  or  in 
a  state  of  unstable  equilibrium,  ready  to  rush  into  combina- 
tion with  the  oxygen  of  the  atmosphere  as  soon  as  the  in- 
itial action  is  given,  and  to  evolve  power  in  the  form  of  heat 
until  the  whole  is  consumed.  It  has  been  proved  that  on 
an  average /o^rr  ounces  of  coal  is  sufficient  to  draw — on  a  rail- 
way, one  ton  a  mile.  It  has  also  been  found  by  experiment 
that  a  man  working  on  a  tread-mill  continuously  for  eight 
hours  willelevate  one  and  a  half  million  of  pounds  one  foot 
high.  Now,  good  Cornish  engines  will  perform  the  same 
work  by  the  expenditure  of  the  power  of  a  pound  and  a  half 
of  coal.  It  follows  from  these  data  that  about  five  tons  of 
coal  would  evolve  as  much  power  during  its  combustion  as 
w^ould  be  equal  to  the  continued  labor  of  an  able-bodied  man 
for  twenty  years,  at  the  rate  of  eight  hours  per  day;  or  in 
other  words,  to  the  average  power  of  a  man  during  the  active 
period  of  his  life.  Providence  has  therefore  stored  away  in 
the  form  of  coal,  for  the  use  of  man,  an  incalculable  amount 
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of  raechanical  power.  Beneath  the  soil  of  our  own  great 
coal  basins  there  reposes  power  equivalent  to  the  united 
force  of  m5'riacls  of  giants,  ready  (like  Aladdin's  Genius)  to 
be  called  into  activity  by  the  lamp  of  science,  and  as  its 
obedient  slave  to  build  cities,  to  transport  palaces,  or  to  re- 
move mountains.  There  is  no  other  locomotive  power  over 
which  man  has  any  prospect  of  control  in  the  least  degree 
comparable  with  this. 

I  have  made  these  remarks  with  reference  to  power,  be- 
cause mistakes  on  this  subject  are  so  frequent  and  so  fatal. 
Allow  me,  in  the  next  place,  to  call  your  attention  to  some 
other  points  having  a  direct  bearing  upon  the  progress  of  the 
mechanic  arts. 

In  order  that  an  important  invention  may  be  successful, 
two  conditions  must  be  favorable:  First:  It  must  be  possi- 
ble; that  is,  the  scientific  principle  on  which  it  is  to  be 
founded  must  be  known.  Second:  The  invention  must  bo 
wanted ;  or  in  other  words,  it  must  be  called  for  by  the  char- 
acter and  intelligence  of  the  times,  or  rendered  especially 
desirable  in  a  particular  place  by  some  peculiarity  of  climate, 
topography,  &c. 

With  reference  to  the  first  position,  it  may  be  said  that  in 
accordance  with  the  well-known  laws  of  permutation,  an 
almost  infinite  number  of  new  combinations  or  inventions 
may  be  formed  from  the  present  stock  of  scientific  knowledge. 
This  is  true :  but  the  inventions  thus  produced  must  be  re- 
stricted as  to  kind,  and  though  they  be  unlimited  in  num- 
ber they  are  not  so  as  to  character.  No  combination  ot 
known  principles,  before  the  discovery  of  galvanism,  was 
sufficient  for  the  invention,  by  the  most  ingenious  synthetical 
mind,  of  the  electro-magnetic  telegraph;  but  after  the  dis- 
coveries made  by  Galvani  and  Oersted,  this  invention  be- 
came possible. 

In  the  history  of  the  progress  and  development  of  a  branch 
of  science  a  condition  is  reached  when  its  principles  become 
applicable  to  some  practical  purpose,  and  it  is  instructive  to 
observe  how  at  this  period  it  suddenly  assumes  in  the  public 
mind  a  high  degree  of  importance.    Thp  man  who  makes 
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the  application,  though  he  may  not  have  spent  a  tithe  of  the 
labor  and  thought  on  the  subject  which  was  bestowed  on  it 
by  those  who  brought  it  to  its  practical  state,  is  crowned  as 
the  discoverer  of  the  whole.  After  this  however,  competitors 
arise  who  claim  a  share  of  the  reward,  if  not  the  honor  of 
the  invention.  These  labor  to  show  that  the  first  inventor 
derived  his  ideas  from  the  discoverers.  The  public  mind 
then  takes  another  turn,  and  is  disposed  to  do  injustice  on 
the  other  side,  and  it  is  only  after  a  series  of  oscillations  in 
public  opinion  that  the  true  state  of  the  case  becomes  gen- 
erally known  and  acquiesced  in. 

With  reference  to  the  second  proposition  we  may  state  that 
so  important  an  element  is  the  state  of  public  intelligence 
in  regard  to  the  success  of  an  invention  that  many  of  the 
most  important  processes  of  art  have  been  more  the  result  of 
the  actual  spirit  and  want  of  the  age  than  the  product  of  the 
ingenuity  and  knowledge  of  an  individual;  and  in  such 
cases  the  invention  is  frequently  brought  forth  simulta- 
neously by  a  number  of  different  individuals.  The  art  of 
printing  may  be  placed  in  this  category.  At  a  certain  period 
in  the  history  of  the  world  this  invention  was  loudly  called 
for  by  the  pressing  necessities  and  peculiarities  of  the  times. 
It  was  then  produced :  but  had  the  attempt  been  made  at  an 
earlier  date  to  introduce  it,  the  result  would  probably  have 
been  a  failure.  We  have  a  similar  example  in  the  applica- 
tion of  steam  to  navigation.  The  world  had  for  years  before 
this  invention  been  in  possession  of  the  steam  engine,  and  a 
boat  had  even  been  propelled  by  steam  on  the  Clyde,  in  Great 
Britain,  but  the  invention  was  not  appreciated.  Neither  the 
time  nor  the  place  was  favorable  to  its  introduction,  and  it 
was  reserved  for  our  country,  with  its  immense  plexus  of 
navigable  rivers  and  its  broad  expanse  of  internal  lakes,  to 
call  for  this  addition  to  the  art  of  locomotion,  and  for  the 
genius  of  Fulton  to  give  a  successful  response.  Even  in  this 
case  the  importance  of  the  invention  was  so  manifest,  and 
its  means  of  attainment  so  simple,  that  several  competitors 
contended  for  the  prize;  and  had  any  accident  happened  to 
retard  for  a  few  weeks  the  completion  of  Fulton's  first  boat 
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he  would  have  been  anticipated  in  the  result  of  his  enter- 
prise by  the  fortunate  experiment  of  the  elder  Stevens.  In 
making  this  statement  I  would  not  wish  to  detract  from  the 
real  merit  of  individuals:  thev  have  sufficient  claims  for  re- 
muneration  and  reputation  in  being  among  the  first  to  appre- 
ciate properly  the  value  of  the  improvement,  and  to  avail 
themselves  at  the  earliest  point  of  time  of  the  necessary 
means  of  accomplishing  it.  I  may  remark  in  passing  that 
from  the  foregoing  views  and  statements  it  is  plain  that  the 
steamboat  is  emphatically  an  American  invention.  It  was 
in  this  country  that  premiums  were  first  offered  for  its  pro- 
duction, and  on  the  Hudson,  in  1S07,  it  was  first  reduced  to 
practice.  It  was  not  adopted  in  England  until  1812,  and  not 
until  1816  in  France. 

From  a  want  of  a  knowledge  of  the  state  of  science,  and 
a  due  consideration  of  the  proper  time  and  place,  many  in- 
genious minds  have  wasted  their  energies  in  fruitless  labor, 
waged  with  fortune  an  unequal  war,  and  sunk  into  the  grave 
the  victims  of  disappointed  hopes.  Such  men  are  frequently 
said  to  "  live  before  their  time; "  but  it  remains  to  be  proved 
whether  in  the  aggregate  of  cases  they  have  done  more  good 
or  evil,  and  whether  they  most  deserve  our  admiration  or  our 
pity.  A  premature,  and  consequently  an  unsuccessful,  at- 
tempt often  so  prejudices  the  public  mind  against  an  inven- 
tion that  when  the  proper  time  actually  arrives  for  its  intro- 
duction public  sentiment  is  found  arrayed  against  it,  and 
difficulties  have  to  be  overcome  which  would  not  have  existed 
had  the  first  essay  never  been  made. 

The  man  of  true  genius  never  lives  before  bis  time;  he 
never  undertakes  impossibilities,  and  always  embarks  in  his 
enterprise  at  the  suitable  place  and  period.  Though  he  may 
catch  a  glimpse  of  the  coming  light  as  it  gilds  the  mountain 
top,  long  before  it  has  reached  the  eyes  of  his  contemporaries, 
and  though  he  may  hazard  a  prediction  as  to  the  future,  he 
acts  with  the  present. 

There  are  some  partial  exceptions  to  this  rule,  and  among 
them  I  would  mention  with  high  respect  that  of  Oliver 
Evans,  than  whom  no  man  in  this  country  has  ever  done 


318  WRITINGS   OF   JOSEPH   HENRY.  [1853 

more  to  improve  the  art  of  locomotiou.  He  indeed  predicted 
that  steam  wagons  would  be  used  on  common  roads,  and 
made  attempts  to  reduce  his  idea  to  practice.  The  time  how- 
ever for  the  introduction  of  this  invention  has  not  even  yet 
arrived,  and  at  present  we  see  no  prospect  of  its  coming. 
But  he  was  more  successful  in  the  invention  of  the  American 
high -pressure  engine,  which  was  so  essential  to  the  develop- 
ment of  the  vast  resources  of  the  interior  regions  of  our  con- 
tinent. This  engine  was  at  the  time  of  its  introduction 
admirably  adapted,  in  its  cheapness,  simplicity  of  arrange- 
ment, smallness  of  dimensions,  and  great  power,  to  the  abun- 
dance" of  fuel,  the  extent  of  transportation,  and  the  primitive 
state  of  the  arts  in  our  country.  The  low-pressure  engine 
used  by  Fulton  was  procured  from  England;  and*  had  steam 
navigation  been  confined  to  the  employment  of  the  complex 
and  expensive  machines  of  this  class,  the  Mississippi  and  its 
tributaries  would  have  remained  for  years  unnavigated,  ex- 
cept by  the  canoe  of  the  native  or  the  flat-boat  of  the  pioneer. 

The  invention  and  introduction  of  the  high-pressure  en- 
gine required  the  application  of  genius,  energy,  and  courage. 
The  use  of  high  steam  had  been  proposed  in  England,  but 
had  been  discarded  on  account  of  the  supposed  danger  at- 
tendant on  its  use,  and  it  was  reserved  for  this  country  to 
demonstrate  its  practical  importance.  Without  precursory 
labors  equivalent  to  those  of  Evans  the  present  railway  loco- 
motive would  not  have  been  in  existence. 

It  gives  me  pleasure  to  i)ay  this  passing  tribute  to  the  mem- 
ory of  one  to  whom  our  country  owes  so  deep  a  debt  of  grati- 
tude, and  whose  name  deserves  a  more  conspicuous  place 
than  it  now  liokls  in  the  history  of  American  inventions. 

Every  age  of  the  world  since  the  commencement  of  the 
historic  period  has  been  characterized  by  some  leading  or 
dominant  idea,  and  each  age  has  bequeathed  something  of 
value  to — or  made  some  abiding  impression  on — that  which 
followed. 

The  great  characteristic  of  the  present  time  is  the  applica- 
tion of  science  to  art ;  or  in  other  words,  the  development 
of  the  inventive  faculty  of  the  human  mind.     The  last  cen- 
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tury  was  equally  if  not  more  fertile  in  the  discovery  of  the 
great  principles  of  nature  from  which  we  are  now  reaping 
so  rich  a  harvest  of  practical  results,  but  a  knowle<lge  of 
these  was  not  then  so  interwoven  with  the  thoughts  of  the 
common  mind  as  to  render  them  available  for  purposes  of 
art.  Indeed  the  facts  and  elementary  principles  of  science, 
as  well  as  the  application  of  the  rules  which  have  been  de- 
duced from  its  higher  generalizations,  are  now  so  familiar 
that  art  has  become  vain  of  her  attainments,  has  set  herself 
up  as  the  architect  of  h?r  own  fortune,  and  disregards  the 
counsel  of  her  more  learned  and  sagacious  sister.  Such  a 
course  however  is  usually  accompanied  with  its  own  punish- 
ment. The  new  edifices,  designed  b}'^  empiricism,  are  gen- 
erally unstable  structures,  and  most  frequently  involve  the 
ruin  of  the  builder  in  their  fall. 

It  is  true  many  valuable  inventions  have  been  founded  on 
the  accidental  discovery  of  simple  facts;  but  such  inventions 
can  never  be  perfected  unless  the  principles  of  science  on 
which  they  are  based  are  known.  It  is  also  true  that  many 
arts  may  be  successfully  practiced  by  persons  entirely,igno- 
rant  of  the  principles  of  these  arts.  We  have  a  notiible  ex- 
ample of  this  in  the  art  of  navigation,  and  in  many  of  the 
processes  of  engineering.  The  practical  man  in  these  cases 
employs  rules  and  deductions  furnished  by  abstract  science, 
in  the  application  of  which  he  often  becomes  more  expert 
than  the  original  author ;  but  sure  progress  in  art  cannot  bo 
obtained  without  anterior  or  contemporaneous  progress  in 
science.  The  inventor,  to  insure  his  success,  must  consult 
the  discoverer,  and  the  practical  skill  of  the  one  be  directed 
by  the  theoretical  knowledge  of  the  other. 

After  what  has  been  said  in  different  parts  of  this  address 
it  may  be  superfluous  to  give  a  formal  definition  of  discov- 
ery and  invention;  but  these  terms  are  so  frequently  con- 
founded with  each  other,  and  their  misuse  so  much  connected 
with  error,  that  it  is  necessary  they  should  be  clearly  defined, 
even  at  the  risk  of  prolixity. 

By  a  discovery  in  science  is  understood  the  development  of 
a  knowledge  of  the  existence  of  some  principle  in  nature  not 
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before  known  or  but  partially  understood;  while  the  term 
invention  indicates  the  application  of  this  knowledge,  either 
simply  or  in  combination  with  other  knowledge,  to  some 
useful  purpose  in  the  arts.  For  example,  Franklin  discovered 
the  principle  of  electrical  induction,  or  the  action  at  a  dis- 
tance of  a  charged  body  on  a  conductor,  and  on  this  founded 
his  invention  of  the  lightning-rod. 

It  sometimes  happens  that  the  peculiar  characteristic  of 
mind  and  training  necessary  to  the  successful  prosecution  of 
these  two  branches  of  labor  are  found  combined  in  the  same 
individual.  Of  a  happy  combination  of  this  kind  James 
Watt  affords  a  striking  example,  the  like  of  which  will  be- 
come more  common  in  proportion  as  the  means  of  intellectual 
improvement  afforded  to  workmen  are  extended.  Generally 
however  the  two  faculties  exist  in  the  greatest  degree  of  de- 
velopment in  separate  individuals.  The  successful  investi- 
gation of  a  new  principle  in  science  generally  requires  much 
previous  study  and  preparation  and  a  logical  training,  which 
few^  men — ^however  vigorous  may  be  their  native  intellect,  can 
dispense  with,  and  lo  acquire  which  the  opportunities  of  the 
workmen  are  inadequate.  On  the  other  hand  the  successful 
introduction  to  common  use  of  an  invention  requires  a  con- 
test with  the  world  from  which  the  sensitive  student  of  ab- 
stract science  shrinks  with  repugnance.  I  consider  these 
remarks  of  some  importance,  because  in  this  country,  where 
there  is  so  great  a  demand  for  immediate  practical  results, 
the  value  of  labor  in  the  line  of  abstract  science  is  not  prop- 
erly appreciated  or  encouraged. 

We  have  said  that  every  age  of  the  world  has  bequeathed 
something  of  value  to  that  which  followed,  and  we  may  add 
that  it  is  doubtful  whether  any  great  truth  has  ever  been 
lost:  though  some  may  have  apparently  lain  dormant  for  a 
time,  yet  they  have  continually  produced  results.  Some  arts 
have  undoubtedly  fallen  into  disuse,  because  they  are  no 
longer  required,  or  because  they  have  been  superseded  by 
more  perfect  processes.  We  however  think  it  can  be  clearly 
established  that  modern  science  is  capable  of  re-producing 
every  inv^ention  of  ancient  art,  and  at  an  indefinite  economy 
of  human  time  and  human  labor. 


1853]  WRITINGS   OF   JOSEPH    HENKY.  321 

I  know  we  are  frequently  referred  to  the  immense  masses 
of  stone  transported  and  wrought  by  ancient  art,  which  are 
found  among  the  ruins  of  Baalbec  and  Thebes,  and  are  fre- 
quently told  that  the  management  of  these  would  far  tran- 
scend the  skill  and  power  of  modern  engineers.  Such  asser- 
tions are  however  rather  intended  to  convey  an  idea  of  the 
impression  produced  upon  the  beholder  of  these  venerable 
ruins  than  a  declaration  of  absolute  truth.  As  a  sufficient 
illustration  of  this  we  may  mention  the  fact  that  in  New 
York  large  buildings  of  brick  and  stone  are  moved  from 
place  to  place  while  the  inhabitants  remain  undisturbed 
within ;  or  we  may  point  to  the  Menai  Strait  tubular  bridge, 
a  structure  of  cast-iron  several  hundred  tons  in  weight,  sus- 
pended in  mid-air  over  a  chasm  more  than  a  hundred  feet 
deep. 

The  pyramid  of  Cheops  is  said  to  have  employed  the  power 
of  100,000  men  for  twenty  years  in  its  erection ;  but,  vast  as 
is  this  pile,  were  the  steam-engines  employed  in  one  of  our 
large  cities  directed  to  the  task  of  rearing  one  of  equal  mag- 
nitude the  whole  would  be  accomplished  in  a  few  weeks. 

I  have  said  that  no  arts  of  importance  have  been  lost,  but 
perhaps  this  assertion  is  rather  too  general.  There  is  one 
which  may  be  considered  an  exception :  I  allude  to  the  an- 
cient art  possessed  by  the  few  of  enslaving  and  brutalizing 
the  many,  the  art  by  which  a  single  individual,  invested 
with  the  magic  of  kingly  power,  was  enabled  to  compel 
thousands  of  his  subjects,  through  the  course  of  a  long  reign, 
like  beasts  of  burden,  to  haul  materials  and  heap  up  huge 
piles  of  stone,  which  might  transmit  to  posterity  the  fact  that 
a  worm  like  himself  had  lived  and  died.  The  pyramids  of 
Egypt,  venerable  as  they  are  with  the  age  of  accumulated 
centuries,  are  melancholy  monuments  of  human  degrada- 
tion, of  human  vanity  and  cruelty. 

There  are  certain  processes  of  thought  which  require  indi- 
vidual exertion  rather  than  combined  effort  for  their  devel- 
opment. There  are  certain  arts  in  which  perfection  depends 
on  the  genius  and  skill  of  the  individual  rather  than  on  the 
condition  of  the  race.  Such  are  oratory,  poetry,  painting, 
21 
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and  sculpture.  In  these  if  an  individual  excel  he  excels  for 
himself;  his  skill  is  not  transferable,  though  his  example 
may  serve  to  awaken  the  same  taste  in  many  of  his  contem- 
poraries and  successors.  For  the  development  of  these  arts 
the  individualism  of  tTie  Greeks  was  well  adapted,  and  they 
were  accordingly  advanced  by  this  people  almost, if  not  quite, 
to  their  maximum  state  of  perfection. 

These  results  of , the  labors  of  the  ancients  in  the  development 
of  the  beautiful  have  not  been  lost ;  on  the  contrary,  they 
will  ever  remain  impressed  upon  the  human  mind.  The 
marble  of  the  Parthenon  may  be  reduced  to  atoms,  and  scat- 
tered to  the  winds  of  Heaven,  but  its  form  is  imperishable. 
The  moderns  do  not  surpass  the  examples  of  the  fine  arts 
bequeathed  to  them  by  the  ancients,  becauso  it  would  be 
idle  to  attempt  to  add  to  that  which  is  perfect, — to  paint  the 
lily,  or  to  gild  refined  gold.  But  they  have  invented  tools  and 
processes  by  which  copies  of  these  precious  relics  may  be 
multiplied  indefinitely,  with  unerring  precision,  by  the  ap- 
plication, not  of  manual  skill,  but  of  physical  labor. 

This  union  of  the  industrial  with  the  fine  arts  vastly  en- 
larges the  influence  of  the  latter,  and  enables  them  to  be 
appreciated  and  genius  to  be  admired  by  millions  whom 
their  single  productions  would  never  reach.  There  are  at 
this  time  more  minds  enthusiastically  alive  to  the  beauty  of 
ancient  art  than  there  were  in  the  days  of  Phidias.  Noth- 
ing then  of  importance  with  reference  to  art  lias  been  lost, 
but,  on  the  contrary,  much  has  been  gained. 

In  these  remarks  we  seek  not  to  disparage  the  past,  nor  to 
unduly  exalt  the  present.  The  character  of  the  world,  as  it 
now  exhibits  itself  in  its  mental  and  moral  development,  its 
knowledge  of  nature,  and  its  skill  in  arts,  is  the  result  of  all 
the  impressions  made  on  it  from  the  earliest  dawn  of  civil- 
ization to  our  own  day.  In  the  case  of  an  individual  every 
impression  to  which  his  mind  is  subjected,  either  from  ex- 
ternal nature  or  his  own  mental  operations,  or  those  of  his 
fellow-men,  produces  an  indelible  effect,  modifying  all  the 
previous  impressions,  and  co-operating  with  them  to  form 
the  peculiarities  of  his  mental  and  moral  character.     An 
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analogous  effect  ia  produced  on  the  whole  human  family 
during  the  successive  ages  of  its  existence. 

By  these  remarks  we  do  not  wish  to  draw  upon  ourselves 
the  imputation  of  advocating  the  inevitable  progress  of  the 
human  race.  The  world  is  subject,  to  evil  impressions  as  well 
ns  good,  and  wliatever  advance  is  made  in  the  line  of  true 
progress  will  not  be  the  result  of  a  blind  law  of  uecessity, 
but  of  a  providential  design  through  liumau  agency  and 
properly-directed  human  labor.  Without  labor  nottiing  of 
value  can  be  accomplished.  It  is  the  essential  pre-requisite 
of  well-being,  the  original  curse  which  proves  a  blessing  in 
disguise.  The  remark  has  been  properly  made  that  could 
all  the  wants  of  man  be  supplied  without  labor  there  would 
be  reason  to  fear  that  he  would  become  a  brute  for  the  want 
of  something  to  do,  rather  than  a  philosopher  from  an  abun- 
dance of  leisure.  In  all  countries  where  uature  does  the 
most,  man  does  the  least.  The  sterile  soil  and  the  inclement 
sky  seem  to  be  the  stimulants  to  mental  and  physical  exer- 
tion, when  once  the  necessary  impulse  has  been  given.  True 
progress  does  not  consist  in  obviating  the  necessity  of  labor, 
but  in  changing,  by  means  of  improvements  in  the  arts,  its 
character  in  rendering  it  more  conducive  to  the  supply  of  the 
wants  and  comforts  of  man,  and  to  the  development  of  liia 
mental  and  moral  nature. 

We  have  received  from  the  past  a  rich  treasure  of  knowl- 
edge, the  product  of  the  body  and  mind,  gathered  under 
difficulties  and  danger,  and  improved  by  the  thought  and 
the  experience  of  years.  Our  great  object  should  be  to  purify 
this  knowledge  from  error,  to  rerluce  it  to  its  essential  and 
simple  elements,  and  to  transmit  it  with  the  greatest  amount 
of  new  truth  to  our  successors.  We  should  however  recollect 
that  accumulated  knowledge,  like  accumulated  capital,  in- 
creases at  compound  interest,  and  that  therefore  each  gen- 
eration is  bound  to  add  much  more  largely  to  the  common 
stock  than  that  which  immediately  preceded  it.  It  is  the 
high  privilege,  as  well  as  the  sacred  duty,  of  every  one  of  us 
to  labor  for  the  improvement  of  ourselves  and  our  fellow- 
inen,  and  to  endeavor  to  the  utmost  of  our  ability  to  leave 
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the  world  at  least  a  little  wiser  and  better  than  wo  found  it. 
But  in  order  to  success  in  this  effort,  we  must  cultivate  other 
provinces  of  thought  than  merely  those  which  belong  exclu- 
sively to  the  development  of  our  knowledge  of  the  external 
world.  There  are  other  regions  of  a  higher  and  holier  nature; 
without  the  cultivation  of  which  no  true  progress  can  be 
made. 
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THOUGHTS  ON  EDUCATION. 

INTRODUCTORY   DISCOURSE    BEFORE   THE   AMERICAN   ASSOCIA- 
TION  FOR   THE   ADVANCEMENT   OF  EDUCATION.* 

(From  the  American  Journal  of  Education,  1866,  vol.  i,  pp.  17-i^l.) 

Delivered  Dece^nber  27,  1864. 

No  subject  of  human  thought  has  perhaps  received  more 
attention  than  that  of  education.  Every  one  has  the  material 
for  speculating  in  regard  to  it  in  his  own  experience;  but 
individual  experience  is  too  limited  a  basis  on  whicli  to 
found  a  general  theory  of  instruction,  and  besides  this,  (para- 
doxical as  it  may  appear,)  an  individual  is  perhaps  less  able 
to  judge  correctly  of  the  effects  of  the  course  of  instruction 
to  which  he  has  been  subjected  than  another  person.  No 
one  can  toll  what  he  would  have  been  under  a  different 
course  of  training,  and  the  very  process  which  he  condemns 
may  perhaps  have  been  the  one  best  suited  to  develop  the 
peculiarities  of  mind  which  have  led  to  his  success  in  life; 
and  indeed  in  some  very  rare  instances  the  want  of  all  training 
of  a  systematic  Jcind  may  be  the  best  condition  under  Prov- 
idence for  producing  an  entirely  original  character.  Shake- 
speare's genius  might  have  been  shackled  by  the  scholastic 
curriculum  of  Oxford  or  Cambridge:  but  these  cases  are 
extremely  rare,  for  genius  itself,  like  the  blossoms  of  the 
aloe,  is  the  solitary  production  of  a  century. 

I  bring  forward  my  own  views  on  education  with  diffi- 
dence. First,  because  I  have  read  scarcely  any  thing  on  the 
subject,  and  what  I  shall  say  may  be  considered  common- 
place; secondly,  because  my  views  may  in  some  respects  be 
at  variance  with  what  are  regarded  as  the  established  prin- 
ciples of  the  day.  But  important  truths  cannot  be  too  often 
presented,  and  when  re-produced  by  different  minds  under 
different  circumstances  they  can  scarcely  fail  to  awaken  new 

♦[Introductory  Address  delivered  by  the  retiring  President  of  the  Asso- 
ciation for  the  Advancement  of  Education,  at  its  Fourth  Annual  Session, 
hold  at  Washington,  D.  C.,  in  December,  1864.] 
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trains  of  thought  and  renewed  attention;  and  again,  if  the 
propositions  which  I  maintain  are  erroneous,  I  desire  that 
they  may  be  discussed  and  disproved  before  they  are  given 
more  widely  to  the  public.  What  I  shall  advance  may  be 
viewed  as  suggestions  for  consideration,  rather  than  proposi- 
tions adequately  proved. 

In  the  establishment  of  a  principle  it  is  of  the  first  im- 
portance that  all  probable  suggestions  relative  to  it  may  be 
subjected  to  critical  examination,  and  tried  by  the  test,  as 
far  as  possible,  of  experience;  it  is  in  this  way  that  science 
is  advanced. 

The  first  remark  which  may  be  made  in  regard  to  edu- 
cation is  that  it  is  a  forced  condition  of  mind  or- body.  As 
a  general  rule  it  is  produced  by  coercion, — at  the  expense 
of  lalK)r  on  the  part  of  the  educator,  and  of  toil  and  efibrt  on 
the  part  of  the  instructed.  That  there  is  no  royal  road  to 
Iciirning  is  an  aphorism  as  true  now  as  it  was  in  the  days 
when  first  uttered.  God  has  placed  a  price  on  that  which 
is  valuable,  and  those  who  would  possess  a  treasure  must 
earn  it  at  the  expense  of  labor.  Intellectual  as  well  as  ma- 
terial wealth  can  only  be  purchased  at  the  price  of  toil.  It 
is  true  the  child  may  be  induced  to  learn  his  task  by  the 
prospect  of  reward ;  by  emulation  ;  by  an  appeal  to  his  affec- 
tions; but  all  these,  in  some  cases,  are  ineffectual,  and  re- 
course must  be  had  to  the  stimulus  of  the  rod.  I  do  not  by 
this  remark  intend  to  advocate  a  general  recourse  to  cor- 
poreal coercion.  It  should  be  used  sparingly,  perhaps  onl}' 
in  extreme  eases,  and  for  the  purpose  of  eradicating  a  vicious 
habit.  The  philosophy  of  its  use  in  this  case  is  clear.  We 
associate  pain  with  the  commission  of  an  improper  act,  and 
thus  prevent  its  recurrence. 

I  have  said  that  education  is  a  forced  condition  of  mind 
or  body.  The  child,  if  left  to  itself,  would  receive  no  proper 
development,  though  it  might  be  surrounded  with  influ- 
ences which  would  materially  affect  its  condition.  The  sav- 
age never  educates  himself  njentally;  and  were  all  the 
educational  establishments  of  thepresentrday  abolished,  how 
rapidly  would  our  boasted  civilization  relaj)se  into  barbarism. 


1854]  WRITINGS  OF   JOSEPH   HENRY.  827 

Another  important  fact  is  that  every  generation  must  eiiu- 
cate  and  give  character  to  the  one  which  follows  it,  and  that 
the  true  progress  of  the  world  in  intelligence  and  morality 
consists  in  the  gradual  improvement  of  the  several  genera- 
tions as  thev  succeed  each  other.  That  great  advance  has 
been  made  in  this  wav,  no  one  can  doubt  who  views  the  facts 
of  history  with  ai)  unprejudiced  mind:  but  still  the  improve- 
ment has  not  been  continuous.  There  have  been  various 
centers  and  periods  of  civilization.  Egypt,  Greece,  and 
Rome,  though  they  have  left  an  impress  upon  the  world  which 
extends  even  to  our  time,  and  mollifies  all  the  present,  have 
themselves  "mouldered  down."  It  appears  therefore  that 
civilization  itself  mav  be  considereil  as  a  condition  of  un- 
stable  equilibrium,  which  requires  constant  eflbrt  to  be  sus- 
tained, and  a  still  greater  effort  to  be  advanced.  It  is  not, 
in  my  view,  the  manifest  destiny  of  humanity  to  improve 
by  the  operation  of  an  inevitable,  necessary  law  of  progress; 
but  while  I  believe  that  it  is  the  design  of  Providence  that 
man  should  be  improved,  this  improvement  must  bo  the 
result  of  individual  effort,  or  of  the  combined  effort  of  many 
individuals,  animated  by  the  same  feeling,  and  co-operating 
for  the  attainment  of  the  same  end.  The  world  is  still  in  a 
degraded  condition ;  ignorance,  want,  rapine,  munler,  super- 
stition, fraud,  uncleanliness,  inhumanity,  and  malignity 
abound.  We  thank  Grod  however  that  ho  has  given  us  tho 
promise,  and  in  some  cases  the  foretaste — of  a  happier  and 
holier  condition ;  that  he  has  vouchsafed  to  us  as  individualsi 
each  in  his  own  sphere,  the  privilege,  and  has  enjoined  upon 
us  the  duty,  of  becoming  his  instruments,  and  thus  co- 
workers in  ameliorating  the  condition  of  ourselves  and  our 
fellow-men ;  and  above  all  that  he  has  enabled  us  through 
education  to  improve  the  generations  which  are  to  follow 
us.  If  we  sow  judiciously  in  the  present,  the  world  will 
assuredly  reap  a  beneficont  harvest  in  the  future;  and  ho 
has  not  lived  in  vain  who  leaves  behind  him  as  his  suo- 
cessor — a  child  better  educated  morally,  intellectually,  and 
physically  than  himself.  From  this  point  of  view  tho  re- 
sponsibilities of  life  are  immense.    Every  individual  by  his 
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example  and  precept,  whether  intentionally  or  otherwise, 
does  aid  or  oppose  this  important  work,  and  leaves  an  im- 
press of  character  upon  the  succeeding  age  which  is* to 
mould  its  destiny  for  weal  or  woe  in  all  coming  time. 

Civilization  itself,  as  I  have  before  observed,  is  a  state  of 
unstable  equilibrium  which,  if  not  supported  by  the  exer- 
tions of  individuals,  resembles  an  edifice  with  a  circum- 
scribed base,  which  becomes  the  more  tottering  as  we  expand 
its  lateral  dimensions,  and  increase  its  height.  Modern  civ- 
ilization is  founded  on  a  knowledge  and  application  of  the 
moral,  intellectual,  and  physical  laws  by  which  Divine  wis- 
dom governs  the  universe.  The  laws  of  morality  have  been 
revealed  to  us,  but  they  require  constant  enforcement  and 
habitual  observance.  The  laws  of  the  intelbctual  and  ma- 
terial universe  have  been  discovered  by  profound  study  and 
years  of  incessant  labor,  and  unless  they  are  taught  in  purity 
and  freed  from  error  they  fail  to  produce  their  legitimate 
result.  But  the  illustration  and  enforcement  of  the  laws 
of  morality  require  the  exertions  of  men  of  high  talents  and 
profound  learning;  and  a  true  knowledge  of  the  laws  of 
nature  can  be  imparted  only  by  minds  that  have  long  been 
devoted  to  their  study.  Therefore  a  large-number  of  highly 
educated  men  whose  voice  may  be  heard,  and  whose 
influence  may  be  felt,  is  absolutely  necessary  to  sustain  the 
world  in  its  present  moral  and  intellectual  development. 
The  world  however  is  not  to  be  advanced  by  the  mere  ap- 
plication of  truths  already  known;  but  we  look  forward, 
particularly  in  physical  science,  to  the  effect  of  the  develop- 
ment of  new  princii)les.  We  have  scarcely  as  yet  read  more 
than  the  title  page  and  preface  of  the  great  volume  of  nature, 
and  what  we  do  know  is  nothing  in  comparison  with  that 
which  may  yet  be  unfolded  and  applied;  but  to  discover  new 
truths  requires  a  still  higher  order  of  individual  talent.  In 
order  that  civilization  should  continue  to  advance,  it  there- 
fore becomes  necessary  that  special  provision  should  be  made 
for  the  actual  ivcirafic  of  knowledge,  as  well  as  for  its  diffu- 
sion; and  that  support  should  be  afforded,  rewards  given, 
and  honors  conferred,  on  those  who  rrall}/  add  to  the  sum  of 
human  knowledge. 
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This  truth  however  is  not.generally  appreciated,  and  the 
tendency  is  to  look  merely  at  the  immediate  results  of  the 
application  of  science  to  art,  and  to  liberally  reward  and 
honor  those  who  simply  apply  known  facts  rather  than  those 
who  discover  new  principles. 

From  what  we  have  said  it  would  appear  that,  in  order 
that  civilization  should  remain  stationary,  it  is  absolutely 
necessary  that  the  great  truths  which  have  been  established 
should  not  become  diluted,  obscured,  or  forgotten;  that  their 
place  should  not  be  usurped  by  error;  or  in  other  words,  that 
the  great  principles  of  science,  which  have  been  established 
through  long  years  of  toil  and  nights  of  vigilance,  should 
not  be  superseded  by  petty  conceits,  by  hasty  and  partial 
generalizations,  and  by  vague  speculations  or  empirical  rules. 
Further,  that  civilization  should  not  retrograde,  it  is  indis- 
pensably necessary  that  the  great  truths  of  morality  should 
not  only  be  theoretically  taught  and  intellectually  appre- 
hended, but  actively,  constantly,  and  habitually  applied. 
But  this  state  of  things  can  only  exist  by  means  of  the 
efforts  of  individuals  actuated  by  a  generous,  liberal,  and 
enlightened  philanthropy.  Unfortunately  however  the  tend- 
ency of  civilization,  from  the  increase  of  wealth  and  se- 
curity, is  to  relax  individual  effort.  Man  is  naturally  an 
indolent  being,  and  unless  actuated  by  strong  inducements 
or  educated  by  coercion  to  habits  of  industry,  his  tendency 
is  to  supineness  and  inaction.  In  a  rude  state  of  society  an 
individual  is  dependent  upon  his  own  exertions  for  the  pro- 
tection of  himself,  his  family,  and  his  property;  but  as 
civilization  advances,  personal  effort  is  less  required,  and  he 
relies  more  and  more  on  law  and  executive  government. 
Moreover,  as  wealth  and  elementary  education  become  more 
general  without  a  corresponding  increase  of  higher  instruc- 
tion, the  voice  of  the  profound  teacher  becomes  less  and  less 
audible;  his  precepts  and  admonitions  less  and  less  regarded; 
he  is  himself  obliged  to  comply  with  popular  prejudices  and 
conform  to  public  opinion,  however  hastily  formed  or  capri- 
cious such  an  opinion  may  be.  Hence  the  tendency  to  court 
popular  favor,  to  be  influenced  by  it,  rather  than  attempt  to 
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direct  it.  Hence  charlatanism  and  the  various  dishonest 
efforts  to  gain  notoriety  rather  than  a  true  reputation — so 
frequently  observed.  Knowledge  has  arrived  at  such  a  stage 
of  advancement  that  a  division  of  labor  in  regard  to  it  is 
necessary.  No  one  can  be  learned  in  all  the  branches  of 
human  thought;  and  the  reputation  of  an  individual  there- 
fore ought  to  rest  on  the  appreciation  of  his  character  by 
the  few — comparatively,  who  have  cultivated  the  same  field 
with  himself  But  these  are  not  generally  the  dispensers  of 
favor,  and  consequently  he  who  aspires  to  wealth  or  influence 
seeks  not  their  approbation,  but  the  commendation  and 
applause  of  the  multitude.  It  is  impossible  that  those  who 
are  actively  engaged  in  the  business  of  lifeshould  have  time 
for  profound  thought.  They  must  receive  their  knowledge, 
as  it  were,  at  second  hand;  but  they  are  not  content  under 
our  present  system  of  education  with  the  position  of  students ; 
they  naturally  aspire  to  that  of  teachers;  and  every  one 
who  has  learned  the  rudiments  of  literature  or  science  be- 
comes ambitious  of  authorship  and  impatient  for  popular 
applause.  Knowledge  in  this  way  becomes  less  and  less 
profound  in  proportion  to  its  diffusion.  In  such  a  condition 
of  things  it  is  possible  that  the  directing  power  of  an  age 
may  become  less  and  loss  intelligent  as  it  becomes  more 
authoritative,  and  that  the  world  may  be  actually  declining 
in  what  constitutes  real  moral,  and  intellectual  greatness, 
while  to  the  superficial  observer  it  appears  to  be  in  a  state 
of  rapid  advance.  I  do  not  affirm  that  this  is  the  case  at 
present.     I  am  merely  pointing  out  tendencies. 

The  present  is  emphatically  a  reading  age;  but  who  will 
venture  to  say  that  it  is  proportionately  a  thinking  age? 
The  sum  of  positive  knowledge  is  embraced  in  but  few  books, 
and  small  would  be  the  library  necessary  to  contain  the 
essence  of  all  that  is  known.  We  read  too  much  and 
too  quickly  to  read  understandingly.  The  world  is  gorged 
with  intellectual  food,  and  healthful  digestion  is  compara- 
tively unknown.  Too  many  books  are  published  ;  I  do  not 
mean  to  say  that  too  many  standard  works  are  printed,  but 
by  far  too  many  silly,  superficial,  and  bad  books  are  sent 
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forth  from  the  teeming  press  of  our  day.  The  public  mind 
is  distracted  amidst  a  multiplicity  of  teachers  and  asks  in 
vain  for  truth.  But  few  persons  can  devote  tliemselves  so 
exclusively  to  abstract  science  as  fully  to  master  its  higher 
generalizations,  and  it  is  only  sueli  persons  who  ar.e  properly 
qualilied  to  prepare  the  necessary  books  for  tlio  instruction 
of  the  many.  I  cannot  for  a  moment  subscribe  to  the  opin- 
iou  which  is  sometimes  advanced  that  superficial  men  are 
best  calculated  to  prepare  popular  works  on  any  branch  of 
knowledge.  It  is  true  that  some  jiersons  have  apparently 
the  art  of  simplifying  scientific  {irinciples;  but  in  the  great 
majority  of  cases  this  simplification  consists  in  omitting 
all  that  is  difficult  of  comprehension.  There  is  no  task  more 
responsible  than  that  of  the  preparation  of  an  elementary 
book  for  the  instruction  of  the  cmnmunity,  and  no  one 
should  embark  in  such  an  undertaking  who  is  not  prompted 
by  a  higher  motive  than  a  mere  love  of  notoriety,  or  the 
more  general  incentive,  a  hope  of  commercial  success.  He 
should  love  the  subject  upon  which  he  intends  to  write, 
and  by  years  of  study  and  habitual  thought  have  become 
familiar  witii  its  boundaries,  ami  be  enabled  to  separate  the 
true  and  the  good  from  that  which  is  merely  hypothetical 
and  plausible. 

In  this  connection  I  may  mention  the  evils  which  result 
from  literature  and  science  becoming  objects  of  merchandise, 
and  yet  not  amenable  to  tlio  laws  of  trade.  I  allude  to  the 
international  copyright  system.  The  tendency  of  the  pres- 
ent condition  of  copyright  law  between  England  and  Amer- 
ica is  greatly  to  debase  literature,  to  supply  cheap  books,  and 
not  to  impart  profound  wisdom  or  sound  morality.  English 
books  are  republished  in  this  country  and  American  books 
are  reprinted  in  England  because  tliey  are  cheap,  and  not  be- 
cause they  are  nooo.  Literary  and  scientific  labor  must  be 
properly  remunerated  or  the  market  wilt  be  supplied  with 
an  inferior  article.  The  principles  of  free  trade  are  fre- 
quently improperly  applied  to  this  question.  The  protection 
required  and  demanded  by  the  literary  man  is  not  that  of 
a  premium  on  his  work,  but  the  simple  price  which  it  oue;ht 
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to  bear  in  the  market  of  the  world.  He  asks  that  the  literary 
product  of  the  foreigner  may  be  paid  for  in  order  that  justice 
may  be  done  his  brother,  and  also  that  he  himself  may  re- 
receive  a  proper  remuneration  for  his  own  labors.  Would 
there  be  any  manufactories  of  cloth,  think  you,  in  this 
country  if  the  tailor  had  the  means  and  inclination  to  pro- 
cure free  of  cost  all  the  material  of  the  garments  which  he 
supplies  to  his  customers?  And  can  it  be  supposed  that 
valuable  literary  works  will  be  produced  among  us  so  long 
as  our  publishers  are  allowed  to  appropriate  without  re- 
muneration the  labors  of  the  foreigner?  The  want  of  an 
international  copyright  law  has,  I  know,  produced  a  very 
unfavorable  effect  upon  higher  education  in  this  country. 
It  has  prevented  the  preparation  of  text-books  better  suited 
to  the  state  of  education  among  us  than  those  which  are 
republished  from  abroad  and  adopted  in  many  of  our  insti- 
tutions of  learning. 

Another  result  of  the  wide  diffusion  of  elementary  knowl- 
edge without  a  proper  cultivation  of  the  higher  intellectual 
faculties,  and  an  inculcation  of  generous  and  unselfish 
principles,  is  the  inordinate  desire  for  wealth.  To  acquire 
power  and  notoriety  in  this  way  requires  the  least  possible 
amount  of  talents  and  intelligence,  and  yet  success  in  this 
line  is  applauded,  even  if  obtained  by  a  rigid  application  of 
the  dishonest  maxim  that  "aW  is  fair  in  trade.^^  We  have  a 
notable  example  of  this  fact  in  the  autobiography  of  an 
individual  who  glories  in  his  shame  and  unblushingly  de- 
scribes the  means  by  which  he  has  defrauded  the  public. 
No  one  who  has  been  called  upon  to  disburse  public  money 
can  have  failed  to  be  astonished  at  the  loose  morality  on  the 
part  of  those  who  present  claims  for  liquidation.  The  old 
proverb  here  is  very  generally  applied,  namely,  "the  public 
is  a  goose,  and  he  is  a  fool  who  does  not  pluck  a  feather ! "  A 
full  treasury,  instead  of  being  considered  a  desirable  or 
liealthy  state  of  the  nation,  should  be  regarded  as  the  pre- 
cursor of  a  diseased  condition  of  the  public  morals.  That 
the  tendencies  which  I  have  mentioned  do  to  a  greater  or 
less  extent  exist,  and  that  they  require  the  serious  consider- 
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ation  of  the  enlightened  statesman  and  the  liberal-minded 
and  judicious  friend  of  education,  must  be  evident  to  every 
one  who  seriously  and  without  prejudice  observes  the  habits 
of  the  times. 

The  proper  appreciation  of  profound  learning  and  abstract 
science  is  not  as  a  general  rule  what  it  ought  to  be.  The 
most  authoritative  teacher  is  the  editor  of  a  newspaper. 
Whatever  may  have  been  his  previous  training,  or  however 
circumscribed  his  field  of  thought,  he  is  the  umpire  to  decide 
upon  all  questions  even  of  the  most  abstract  science  or  the 
most  refined  casuistry. 

The  question  may  be  asked  with  solicitude — Are  the  ten- 
dencies we  have  mentioned  inevitable  ?  Are  there  no  means 
of  counteracting  them?  And  is  our  civilization  to  share  the 
fate  of  that  of  Egypt,  Greece,  and  Rome?  Is  humanity  des- 
tined to  a  perpetual  series  of  periodical  oscillations  of  which 
the  decline  is  in  proportion  to  the  elevation  ?  We  answer, 
No!  Though  there  have  been  oscillations,  and  will  be  again, 
they  are  like  those  which  constitute  the  rising  flood-tide  of 
the  ocean,  although  separated  by  depressions,  each  is  higher 
than  the  one  which  preceded  it.  Something  may  have  been 
lost  at  intervals;  but  on  the  whole  more  has  been  and  will 
be  gained.  But  how  is  this  to  be  effected?  The  man  of 
science  and  literature,  the  educator,  and  the  Christian  teacher, 
together  with  the  enlightened  editor,  must  combine  their 
efforts  in  a  common  cause,  and  through  the  influence  of  the 
press,  the  school,  the  college,  and  the  pulpit, — send  forth  a 
potential  voice  which  shall  be  heard  above  the  general 
clamor. 

Common  school  or  elementary  education  is  the  basis  on 
which  the  superstructure  of  the  plan  of  tnje  progress  should 
be  established;  but  it  must  be  viewed  in  its  connection  with 
a  general  system,  and  not  occupy  exclusively  the  attention 
and  patronage  of  governments,  societies,  and  individuals; 
liberal  means  must  also  be  provided  for  imparting  the  most 
profound  instruction  in  science,  literature,  and  art. 

In  organizing  new  States  and  Territories  the  amplest  pro- 
vision ought  to  be  made  for  all  grades  of  education;  and  if 
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possible,  every  individual  should  have  the  opportunity 
offered  him  of  as  much  mental  culture  as  he  is  capable  of 
receiving,  or  desirous  of  acquiring;  notwithstanding  com- 
paratively few  may  have  the  industry  and  perseverance  nec- 
essary to  the  highest  attainment.  It  is  also  of  the  first  im- 
portance, that  modes  of  instruction  be  examined  and 
thoroughly  discussed,  in  order  that  what  is  valuable  in  the 
past  should  be  retained,  and  what  is  really  an  improvement 
in  the  present,  be  judiciously  and  generously  applied. 

Having  presented  some  general  suggestions  in  regard  to 
the  bearing  of  education  and  the  efforts  of  individuals  on 
the  progress  of  humanity,  I  now  propose  to  offer  for  con- 
sideration a  few  observations  on  the  theory  of  the  process  of 
instruction. 

It  may  be  surprising  that  the  theory  of  an  art  so  long 
practiced  as  that  of  education  should  not  be  definitely  set- 
tled ;  but  strange  as  it  may  appear,  the  fact  is  certain  that 
few  writers  fully  agree  as  to  what  is  the  true  plan  and  pro- 
cess of  education.  No  art  can  be  perfect  unless  it  rests  upon 
a  definite  conception  of  fundamental  principles;  or  in  other 
words,  unless  its  theory  be  well  established  upon  a  general 
law  of  nature.  The  laws  which  govern  the  growth  and  opera- 
tions of  the  human  mind  are  as  definite  and  as  general  in 
their  application  as  those  which  apply  to  the  material  uni- 
verse; and  it  is  evident  that  a  true  system  of  education  must 
be  based  upon  a  knowledge  and  application  of  these  laws. 
Unfortunately  however  psycliologists  have  not  classified  and 
exhibited  them  in  a  form  sufficiently  definite  to  render  their 
application  e^sy,  and  the  directors  of  education  have  too 
often  considered  merely  the  immediate  practical  result  which 
might  follow  a  particular  course  of  training  rather  than  that 
which  would  be  conducive  to  the  highest  development  of 
the  individual.  In  this  condition  of  the  theory  of  educa- 
tion, I  have  myself  ventured  to  speculate  upon  the  subject, 
and  though  I  may  have  nothing  new  of  value  to  offer,  it  is 
my  duty  at  this  time  to  make  such  suggestions  as  may 
furnish  topics  of  discussion  or  serve  to  illustrate  established 
truths. 
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The  theory  which  I  would  present  for  your  consideration 
and  critical  examination,  and  which  appears  to  me  to  be  in 
accordance  with  the  results  of  experience,  may  be  briefly  ex- 
pressed as  follows : 

The  several  faculties  of  the  human  mind  are  not  simul- 
taneously developed,  and  in  educating  an  individual  we 
ought  to  follow  the  order  of  nature,  and  to  adapt  the  instruc- 
tion to  the  age  and  mental  stature  of  the  pupil.  If  we 
reverse  this  order,  and  attempt  to  cultivate  faculties  which 
are  not  sufficiently  matured,  while  we  neglect  to  cultivate 
those  which  are,  we  do  the  child  an  irreparable  injury. 
Menaory,  imitation,  imagination,  and  the  faculty  of  forming 
mental  habits  exist  in  early  life,  while  the  judgment  and 
the  reasoning  powers  are  of  slower  growth.  It  is  a  fact 
abundantly  proved  by  observation  that  the  mere  child  by 
the  principle  which  has  been  denominated  sympatlieiic  ivii- 
taiion  may  acquire  the  power  of  expressing  his  desires  and 
emotions  in  correct  and  evpn  beautiful  language  without 
knowing  or  being  able  to  comprehend  the  simplest  princi- 
ples of  philology.  He  even  seizes,  as  if  by  a  kind  of  instinct, 
upon  abstract  terms,  and  applies  them  with  ease  and  correct- 
ness; but  as  life  advances  the  facility  of  verbal  acquisition 
declines,  and  with  some  it  entirely  disappears.  Hence  the 
plan  appears  to  me  to  be  wise  and  in  accordance  with  nature 
which  makes  tlie  acquisition  of  language  an  essential  part 
of  early  elemental  education.  The  same  child  which  ac- 
quires almost  without  effort  his  vernacular  tongue  may  by 
a  similar  process  be  taught  to  speak  the  principal  ancient 
and  modern  languages.  He  may  also  acquire  the  art  of  the 
accountant,  and  be  taught  by  proper  drilling  to  add  long 
columns  of  figures  with  rapidity  and  correctness  without 
being  able  to  comprehend  the  simplest  abstract  principles  of 
number  and  magnitude.  Moreover,  it  is  well  known  that 
the  memory  may  be  stored  at  a  very  early  age  with  valuable 
rules  and  precepts,  wliich  in  future  life  may  become  tlio  ma- 
terials of  reflection  and  the  guiding  principles  of  action; 
that  it  may  be  furnished  with  heroic  sentiments  and  poetic 
illustrations,  with  "  thoughts  which  breathe  and  words  that 
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burn,"  and  which  long  after  will  spontaneously  spring  up 
from  the  depths  of  the  mind,  at  the  proper  moment,  to  em- 
bellish and  to  enforce  the  truths  of  the  future  author,  states- 
man, or  divine. 

But  the  period  of  life  when  acquisitions  of  this  kind  are 
most  readily  made  is  not  that  in  which  the  judgment  and 
reasoning  powers  can  be  most  profitably  cultivated.  They 
require  a  more  advanced  age,  when  the  mind  has  become 
more  matured  by  natural  growth  and  better  furnished  with 
the  materials  of  thought. 

Mental  education  consists  in  the  cultivation  of  two  classes 
of  faculties,  viz.,  the  intellectual  and  the  moral. 

Intellectual  instruction,  of  which  we  shall  first  speak, 
should  have  at  least  three  objects: — 

1.  To  impart  facility  in  performing  various  mental  opera- 
tions. 

2.  To  cultivate  the  imagination  and  store  the  memory 
with  facts  and  precepts;  and 

3.  To  impart  the  art  of  thinking,  of  generalization,  of 
induction  and  deduction. 

The  most  important  part  of  elementary  mental  instruction, 
and  that  which  I  have  placed  first  in  the  foregoing  classifi- 
cation, is  that  of  imparting  expertness  in  the  performance 
of  certain  processes  which  may  be  denominated  mental  arts. 
Among  these  arts  are  spelling,  reading,  penmanship,  draw- 
ing, composition,  expertness  in  the  first  rules  of  arithmetic, 
and  in  the  use  of  different  languages.  These  can  only  be 
imparted  by  laborious  drilling  on  the  part  of  the  teacher, 
and  by  acquired  industry  and  attention  on  the  part  of  the 
pupil.  The  practice  in  each  case  must  be  so  long  continued, 
and  the  process  so  often  repeated,  that  it  becomes  a  mental 
habit,  and  is  at  length  performed  with  accuracy  and  rapid- 
ity almost  without  thought.  It  is  only  in  early  life,  while 
the  mind  is  in  a  pliable  condition,  that  these  mental  facili- 
ties can  most  readily  and  most  perfectly  be  acquired,  whereas 
the  higher  principles  of  science,  on  which  these  arts  depend, 
can  only  be  thoroughly  understood  by  a  mind  more  fully  ma- 
tured.    Expertnass  in  the  performance  of  an  art  does  not  du- 
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pend  on  a  knowledge  of  its  principles,  and  can  be  readily 
acquired  without  reference  to  them.  The  most  expert  account- 
ants are  frequently  and  perhaps  generally  those  who  have  no 
knowledge  of  the  philosophy  of  figures.  On  the  other  hand, 
a  profound  acquaintance  with  the  principles  of  an  art  may 
exist  without  the  ability  to  apply  it  in  practice.  I  have 
known  of  mathematicians  who  were  unable  to  perform  with 
accuracy  and  dispatch  the  processes  which  constitute  the  ap- 
plication of  the  simple  rules  of  multiplication  and  addition. 
The  same  is  the  case  with  the  art  of  composition.  A  most 
learned  rhetorician  is  not  necessarily  a  fluent  and  pleasing 
writer. 

The  acquisition  therefore  of  these  arts  should  be  the  prin- 
cipal and  prominent  object  of  the  primary  or  common  school, 
and  nothing  ought  to  be  suffered  to  usurp  their  place.  Un- 
fortunately the  drilling  which  is  at  first  required  to  induce 
the  mental  habit  is  so  laborious  and  tedious  to  the  teacher, 
and  in  most  cases  so  irksome  and  distasteful  to  the  pupil, 
that  there  is  a  tendency  in  our  schools,  and  (I  &m  sorry  to  say) 
a  growing  one,  to  neglect  them,  and  to  substitute  other  objects 
of  more  apparent — but  of  less  intrinsic  value.  This  is  not 
only  an  irreparable  injury  to  the  individual,  but  also  to  the 
public.  All  the  practical  operations  of  life  in  which  these 
processes  are  concerned  (and  they  apply  to  all  except  those 
of  mere  handicraft  skill)  are  badly  performed.  •  I  may  ven- 
ture to  say  that  the  general  substitution  of  instruction  in  the 
mere  rationale  of  the  rules  of  arithmetic  without  a  proper 
drilling  in  the  practice  would  produce  more  bankruptcies 
than  all  the  changes  of  tarifls  or  fluctuations  of  trade. 

It  is  an  important  principle,  which  should  be  kept  in  view 
by  the  teacher,  that  although  the  practice  of  an  art  is  at  first 
difficult  and  requires  at  each  step  an  eflbrt  of  mind,  yet 
every  repetition  renders  it  easier,  and  at  length  we  come  to 
exercise  it  not  only  without  effort,  but  as  a  pleasurable  grati- 
fication of  an  habitual  act.  Perseverance  therefore  in  this 
cause  will  ultimately  receive  a  grateful  reward.  It  should 
be  impressed  upon  the  minds  of  the  directors  of  elementary 
education  that  the  teacher  who  neglects  to  train  his  pupils 
22 
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to  expertness  in  these  processes,  or  who  merely  does  enough 
in  this  way  to  awaken  a  distaste,  and  who  fails  to  overcome 
this  condition  of  mind  by  subsequent  judicious  drilling,  is 
unworthy  of  his  high  vocation,  and  should  give  place  to  a 
more  industrious  or  more  philosophical  instructor. 

All  the  processes  we  have  enumerated,  besides  various 
manipulations  and  bodily  exercises  necessary  to  health,  re- 
finement, and  convenience,  may  be  taught  previous  to  the 
age  of  ten  or  twelve  years.  At  the  same  time  the  memory 
may  be  educated  to  habits  of  retention  and  precision ;  and 
for  this  purpose  definite,  and  if  possible  elegantly  expressed 
rules  should  be  chosen,  to  be  committed  without  the  slight- 
est deviation,  and  so  impressed  upon  the  memory  that  they 
will  ever  after  remain  a  port^pn  of  the  mental  furniture  of 
the  man,  always  ready  to  be  called  up  when  neeeded,  and 
always  to  be  depended  upon  for  accuracy.  The  mere  under- 
standing of  the  rule,  and  the  power  of  being  able  to  express 
it  in  a  vague  and  indefinite  way  in  original  language,  is  in 
my  judgment,  not  of  itself  sufficient.  The  memory  is  an 
important  faculty  of  the  mind,  and  is  susceptible  of  almost 
indefinite  cultivation.  It  should  however  in  all  cases  be 
subservient  to  the  judgment. 

Habits  of  observation  may  also  be  early  cultivated,  and 
a  boy  at  the  age  of  twelve  years  may  be  taught  to  recognize 
and  refer  to  its  proper  class  almost  every  object  which  sur- 
rounds him  in  nature;  and  indeed  the  whole  range  of  de- 
scriptive natural  history  may  be  imparted  previous  to  this 
age. 

Nothing,  in  my  opinion,  can  be  more  preposterous  or  mis- 
chievous than  the  proposition  so  frequently  advanced,  that 
the  child  should  be  taught  nothing  but  what  it  can  fully 
comprehend,  and  the  endeavor  in  accordance  with  this,  to 
invert  the  order  of  nature,  and  attempt  to  impart  those 
things  which  cannot  be  taught  at  an  early  age,  and  to 
neglect  those  which  at  this  period  of  life  the  mind  is  well 
adapted  to  receive.  By  this  mode  we  may  indeed  produce 
remarkably  intelligent  children  who  will  become  remark- 
ably feeble  men. 
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The  order  of  nature  is  that  of  art  before  science,  the  entire 
concrete  first,  and  the  entire  abstract  last.  These  two  ex- 
tremes should  run  gradually  into  each  other,  the  course  of 
instruction  becoming  more  and  more  logical  as  the  pupil 
advances  in  years. 

Thus  far  we  have  principally  considered  only  the  educa- 
tion of  the  habits  and  the  memory,  and  it  is  particularly  to 
these  that  the  old  system  of  drilling  is  peculiarly  applicable. 
I  know  that  this  custom  has,  to  a  considerable  degree,  fallen 
into  disuse,  and  the  new  and  less  laborious  system  of  early 
precocious  development  been  substituted  in  its  stead.  In 
this  respect  the  art  of  instruction  among  us  has  retrograded 
rather  than  advanced,  and  "Young  America,"  though  a  very 
sprightly  boy  may  fail  to  become  a  very  profound  man ! 

I  would  not  however  by  the  foregoing  remarks  have  it  in- 
ferred that  the  reasoning  faculties  of  the  child  should  not 
receive  due  attention,  and  that  clear  conceptions  of  the  prin- 
ciple of  every  process  taught  should  not  be  elucidated  and 
explained,  as  far  as  he  is  able  to  understand  them;  but  that 
the  habits  and  the  memory  should  be  the  main  objects  of 
attention  during  the  early  years  of  the  pupils*  course.  The 
error  of  the  old  system  consisted  in  continuing  the  drilling 
period  too  long,  and  in  not  shading  it  off  gradually  into  that 
of  the  logical,  or  what  might  be  called  the  period  of  the 
acquisition  and  use  of  general  principles. 

The  last  part  of  mental  education  as  given  in  our  classi- 
fication is  that  which  relates  to  the  cultivation  of  the  judg- 
ment and  the  reasoning  powers.  These  faculties  of  the  mind, 
as  we  have  repeatedly  said,  are  latest  in  arriving  at  maturity, 
and  indeed  they  may  be  strengthened  continually  and  im- 
proved progressively  through  a  long  life,  provided  they  have 
been  properly  directed  and  instructed  in  youth  and  early 
manhood. 

They  should  be  exercised  in  the  study  of  mathematical 
analysis  and  synthesis;  in-  deducing  particular  facts  in  a 
logical  form  from  general  principles;  and  instructed  in  the 
process  of  discovering  new  truths.  The  cultivation,  of  the 
imagination  should  also  be  considered  an  essential  part  of 
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a  liberal  education,  and  this  may  be  spread  over  the  whole 
course  of  instruction,  for  like  the  reasoning  faculties  the 
imagination  may  continue  to  be  improved  until  late  in  life. 

From  the  foregoing  remarks  it  will  be  evident  that  I  con- 
sider the  great  object  of  intellectual  education  to  be,  not 
only  to  teach  tlie  pupil  how  to  think,  but  how  to  ad  and  to 
do,  and  I  place  great  stress  upon  the  early  education  of  the 
habits.  And  this  kind  of  training  may  be  extended  beyond 
the  mental  processes  to  the  moral  principles;  the  pupil  may 
be  taught  on  all  occasions  habitually  and  promptly,  almost 
without  thought,  to  act  properly  in  any  case  that  may  occur, 
and  this  in  the  practical  duties  of  life  is  of  the  highest  im- 
portance. We  are  frequently  required  to  act  from  the 
impulse  of  the  moment,  and  have  no  time  to  deduce  our 
course  from  the  moral  principles  of  the  act.  An  individual 
can  be  educated  to  a  strict  regard  for  truth,  to  deeds  of 
courage  in  rescuing  others  from  danger,  to  acts  of  benev- 
olence, of  generosity,  and  justice;  or  on  the  other  hand, 
though  his  mind  may  be  well  stored  with  moral  precepts, 
he  may  be  allowed  to  fall  into  opposite  habits  alike  preju- 
dicial to  himself  and  to  those  with  whom  he  is  associated. 
He  may  "know  the  right,  and  yet  the  wrong  pursue." 

Man  is  the  creature  of  habit;  it  is  to  him  more  than 
second  nature;  but  unfortunately,  while  bad  habits  are  ac- 
quired with  readiness,  on  account  of  the  natural  desire  to 
gratify  our  passions  and  appetites,  good  habits  can  only  be 
acquired  by  unremitting  watchfulness  and  labor.  The  com- 
bined habits  of  individuals  form  the  habits  of  a  nation,  and 
these  can  only  be  moulded,  as  I  have  before  said,  by  the 
coercive  labor  of  the  instructor  judiciousl}'^  applied. 

The  necessity  of  early  and  judicious  moral  training  is 
often  referred  to,  but  its  importance  is  scarcely  sufficiently 
appreciated.  The  future  character  of  a  child,  and  that  of 
the  man  also,  is  in  most  cases  formed,  probably,  before  the 
age  of  seven  years.  Previously  to  this  time  impressions 
have  been  made  which  shall  survive  amid  all  the  vicissi- 
tudes of  life — amid  all  the  influences  to  which  the  indi- 
vidual may  be  subjected,  and  which  will  outcrop,  as  it  were. 
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in  tbe  last  stage  of  his  earthly  existence,  when  the  additions 
to  his  character,  made  in  later  years,  have  been  entirely 
swept  away.  In  connection  with  this  point  I  may  mention 
one  idea  which  has  occurred  to  me,  and  which  I  have  never 
seen  advanced;  but  which,  if  true,  invests  the  subject  of 
early  impressions  with,  a  fearful  interest.  The  science  of 
statistics  shows  that  certain  crimes  which  are  common  in 
the  seasons  of  youth  disappear,  comparatively,  with  advanc- 
ing age,  and  re-appear  again  toward  the  close  of  life;  or  in 
other  words,  that  the  tendencies  to  indulgences  in  disorders 
of  imagination,  and  habits  which  were  acquired  in  the  early 
life  of  a  vicious  youth,  or  one  exposed  to  evil  associations, 
though  they  may  be  masked  and  kept  in  subjection  by  the 
judgment  and  the  influences  of  position  and  reputation 
during  early  manhood,  middle  life,  and  first  decline,  resume 
their  sway  and  close  tlie  career  of  the  man  who  has  perhaps 
for  years  sustained  a  spotless  reputation — with  ignominy  and 
shame.  How  frequently  do  cases  of  this  kind  present  them- 
selves! I  have  now  in  my  mind's  eye  an  individual  who 
for  forty  years  was  known  and  esteemed  as  a  model  of  honor, 
purity,  and  integrity,  but  who  at  the  age  of  seventy  com- 
mitted a  crime  which  consigned  his  name  to  infamy.  De- 
pend upon  it,  this  man  was  subjected  to  evil  influences  in 
early  life,  and  the  impressions  then  made,  though  neutral- 
ized by  the  conditions  and  circumstances  which  afterwards 
surrounded  him,  were  never  effaced,  and  when  the  latter 
ceased  to  produce  their  restraining  effects,  the  former  re- 
sumed their  original  sway.  Pursuing  this  train  of  thought 
we  would  conclude  that  the  child  is  not  merely  the  father  of 
the  man,  but  more  emphatically,  the  father  of  the  old  man ; 
that  the  term  second  childhood  has  a  more  extended  signifi- 
cation than  that  of  the  mere  decline  of  the  faculties.  It  also 
should  convey  the  idea  that  the  tendency  of  the  dispositions 
and  propensities  of  individuals  is  to  return  to  the  condition 
of  earlier  life.  This  principle  is  important  also  in  an  histori- 
cal point  of-  view.  The  aged,  though  they  may  forget  the 
occurrences  of  middle  and  after  life,  recall  with  vivid  dis- 
tinctness the  impressions  of  childhood,  and  thus  the  grand- 
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father  with  senile  garrulity,  transmits  the  history  of  his 
early  times,  as  it  were,  across  an  intervening  generation  to 
liis  grandson.  This  again  makes  an  indelible  impression 
upon  the  plastic  mind  of  his  youthful  auditor,  to  be  alike 
transmitted  to  his  children  of  the  third  generation.  Abund- 
ant examples  might  be  adduced  to  illustrate  the  proposition 
of  the  vivid  recurrence  of  the  effects  of  early  impressions  ap- 
parently effaced.  Persons  who  have  for  long  years  been 
accustomed  to  speak  a  foreign  language,  and  who  have  for- 
gotten the  use  of  any  other,  have  frequently  been  observed 
to  utter  their  dying  prayers  in  their  mother  tongue. 

In  this  country,  so  far  as  I  have  observed,  the  course  of 
education  is  defective  in  two  extremes;  it  is  defective  in 
not  imparting  the  mental  habits  or  facilities  which  can  most 
easily  be  acquired  in  early  life,  and  it  is  equally  defective  in 
the  other  extreme,  in  not  instructing  the*  student,  at  the 
proper  period,  in  processes  of  logical  thought,  or  deductions 
from  general  principles.  While  elementary  schools  profess 
to  teach  almost  the  whole  circle  of  knowledge,  and  neglect 
to  impart  those  essential  processes  of  mental  art  of  which  we 
have  before  spoken,  our  higher  institutions,  with  some  excep- 
tions, fail  to  impart  knowledge,  except  that  which  is  of  a 
superficial  character.  The  value  of  facts,  rather  than  of 
general  principles,  is  inculcated.  The  one  however  is  almost 
a  consequence  of  the  other.  If  proper  seeds  are  not  sown,  a 
valuable  harvest  cannot  be  reaped. 

The  organization  of  a  system  of  public  education  in  ac- 
cordance with  my  views  would  bo  that  of  a  series  of  graded 
schools,  beginning  with  the  one  in  which  the  mere  rudi- 
ments of  knowledge  are  taught,  and  ending  with  that  in 
which  the  highest  laws  of  mind  and  matter  are  unfolded 
and  applied.  Every  pupil  should  have  the  opportunity  of 
passing  step  by  step  through  the  whole  series,  and  honors 
and  rewards  should  be  bestowed  upon  those  who  graduated 
in  the  highest  school.  Few  however  as  I  have  said  before, 
would  be  found  to  possess  the  requisite  talent  dud  perseve- 
rance necessary  to  finish  a  complete  course.  But  at  whatever 
period  the  pupil  may  abandon  his  studies,  he  should  be 
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found  fitted  for  some  definite  pursuit  or  position  in  life,  and 
be  possessed  of  the  morHl  training  necessary  to  render  liim  a 
valuable  citizen  and  a  good  man. 

These  are  some  of  the  subjects  which  I  commend  for  discus- 
sion at  the  present  meeting  of  the  Association.  The  great  aim 
should  be  to  enforce  the  importance  of  thorough  early  train- 
ing and  subsequent  high  education.  It  should  be  our  ob- 
ject to  bring  more  into  repute  profound  learning,  and  to 
counteract  the  tendency  to  the  exclusive  diffusion  of  popular 
and  mere  superficial  knowledge.  We  should  endeavor  to 
enlarge  the  pyramid  of  knowledge  by  symmetrical  incre- 
ments, by  elevating  the  apex,  and  expanding  the  base,  always 
observing  the  conditions  of  stable  equilibrium. 
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ON  THE  MODE  OP  TESTING  BUILDING  MATERIALS, 

AND   AN   ACCOUNT  OP  THE  MARBLE  USED  IN  THE  EXTENSION 

OP  THE   UNITED  STATES  CAPITOL. 

(Proceedings  American  Association  Adv.  of  Science,  vol.  ix,  pp.  102-112.)- 

August  16,  1855. 

A  commission  was  appointed  by  the  President  of  the 
United  States,  in  November,  1851,  to  examine  the  marbles 
which  were  offered  for  the  extension  of  the  United  States 
Capitol,  which  consisted  of  General  Totten,  A.  J.  Downing, 
the  Commissioner  of  Patents,  the  Architect,  and  myself. 
Another  commission  was  subsequently  appointed,  ir\  the  early 
part  of  the  year  1854,  to  repeat  and  extend  some  of  the  ex- 
periments, the  members  of  which  were  General  Totten* 
Professor  Bache,  and  myself. 

A  part  of  the  results  of  the  first  commission  was  given  in 
a  report  to  the  Secretary  of  the  Interior,  and  a  detailed  ac- 
count of  the  whole  of  the  investigations  of  these  committees 
will  ultimately  be  presented  in  full  in  a  report  to  Congress; 
and  I  propose  here  merely  to  present  some  of  the  facts  of 
general  interest,  or  which  may  be  of  importance  to  those 
engaged  in  similar  researches. 

Though  the  art  of  building  has  been  practiced  from  the 
earliest  times,  and  constant  demands  have  been  made  in 
every  age,  for  the  means  of  determining  the  best  materials, 
yet  the  process  of  ascertaining  the  strength  and  durability  of 
stone  appears  to  have  received  but  little  definite  scientific 
attention;  and  the  members  of  the  commission,  who  had 
never  before  made  this  subject  a  special  object  of  study,  were 
surprised  with  unforeseen  difficulties  at  every  step  of  their 
progress,  and  came  to  the  conclusion  that  the  processes 
usually  employed  for  solving  these  questions  are  still  in  a 
very  unsatisfactory  state. 

It  should  be  recollected  that  while  the  exterior  materials 


^'[Re-printed  in  Sillinmn's  American  Journal  of  Science,  July,  IHofJ;  vol. 
xxiT,  pp.  30-38.     Also  in  the  Smithsonian  Report  for  18'>0;  pp.  303-310.] 
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of  a  building  are  to  be  exposed  for  centuries,  the  conclusions 
desired  are  to  be  drawn  from  results  produced  in  the  course 
of  a  few  weeks.  Besides  this,  in  the  present  state  of  science 
we  do  not  know  all  the  actions  to  which  the  materials  are 
subjected  in  nature,  nor  can  we  fully  estimate  the  amount 
of  those  which  are  known. 

The  solvent  power  of  water,  which  attacks  even  glass 
must  in  time  produce  an  appreciable  effect  on  the  most  solid 
material,  particularly  where  it  contains,  as  the  water  of  the 
atmosphere  always  does,  carbonic  acid  in  solution.  The 
attrition  of  siliceous  dusts,  when  blown  against  a  building,  or 
washed  down  its  sides  by  rain,  is  evidently  operative  in  wear- 
ing away  the  surface,  though  the  evanescent  portion  removed 
at  each  time  may  not  be  indicated  by  the  nicest  balance. 
An  examination  of  the  basin  which  formerly  received  the 
water  from  the  fountain  at  the  western  entrance  of  the  Capitol, 
now  deposited  in  the  Patent  Office,  will  convince  any  one  of 
the  great  amount  of  action  produced  principally  by  water 
charged  with  carbonic  acid.  Again,  every  flash  of  lightning 
not  only  generates  nitric  acid,  (which  in  solution  in  the  rain 
acts  on  the  marble,)  but  also  by  its  inductive  effects  at  a 
distance  produces  chemical  changes  along  the  moist  wall, 
which  are  at  the  present  time  beyond  our  means  of  estimat- 
ing. Also  the  constant  variations  of  temperature  from  day 
to  da}',  and  even  from  hour  to  hour,  give  rise  to  molecular 
motions  which  mustaflfect  the  durability  of  the  material  of 
a  building.  Recent  observations  on  the  pendulum  have 
shown  that  the  Bunker  Hill  Monument  is  scarcely  for  a 
moment  in  a  state  of  rest,  but  is  constantly  warping  and 
bending  under  the  influence  of  the  ever  varying  temperature 
of  its  different  sides. 

Moreover,  as  soon  as  the  polished  surface  of  a  building  is 
made  rough  from  any  of  the  causes  aforementioned,  the  seeds 
of  minute  lichens  and  mosses,  which  are  constantly  floating 
in  the  atmosphere,  make  it  a  place  of  repose,  and  from  the 
growth  and  decay  of  the  microscopic  plants  which  spring 
from  these,  dis-coloration  is  produced,  and  disintegration 
assisted. 
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But  perhaps  the  greatest  source  of  dilapidation  in  a  clim- 
ate like  ours,  is  that  of  the  alternations  of  freezing  and 
thawing  which  take  place  during  the  winter  season;  but 
though  this  effect  must  be  comparatively  large,  yet,  in  good 
marble,  it  requires  the  accumulated  results  of  a  number  of 
years,  in  order  definitely  to  estimate  its  amount. 

From  a  due  consideration  of  all  the  facts,  the  commission 
is  convinced  that  the  only  entirely  reliable  means  of  ascer- 
taining the  comparative  capability  of  marble  to  resist  the 
weather,  is  to  study  the  actual  effects  of  the  atmosphere  upon 
it  as  exhibited  in  buildings  which  for  years  have  been  ex- 
posed to  these  influences.  Unfortunately  however,  in  this 
country,  but  few  opportunities  for  applying  this  test  are  to 
be  found.  It  is  true  some  analogous  information  may  be  de- 
rived from  the  examination  of  the  exposed  surfaces  of  marble 
in  their  out-crops  at  the  quarry;  but  in  this  case  the  length 
of  time  they  have  been  exposed,  and  the  changes  of  actions 
to  which  they  may  have  been  subjected  during  perhaps  long 
geological  periods,  are  unknown ;  and  since  different  quarries 
may  not  have  been  exposed  to  the  same  action  they  do  not 
always  afford  definite  data  for  accurate  comparative  estimates 
of  durability,  except  where  different  specimens  occur  in  the 
same  quarry. 

As  we  have  said  before,  the  art  of  testing  the  quality  of 
stone  -for  building  purposes  is  at  present  in  a  very  imperfect 
state;  the  object  is  to  imitate  the  operations  of  nature,  and 
at  the  same  time  to  hasten  the  effect  by  increasing  the  energy 
of  the  action,  and  after  all,  the  result  may  be  deemed  but  as 
approximative,  or  to  a  considerable  degree — merely  probable. 

About  twenty  years  ago  an  ingenious  process  was  devised 
by  M.  Brard,  which  consists  in  saturating  the  stone  to  be 
tested  with  a  solution  of  the  sulphate  of  soda.  In  drying 
this  salt  crystallizes  and  expands,  thus  producing  an  exfolia- 
tion of  surface  which  is  supposed  to  imitate  the  effect  of  frost. 
Though  this  process  has  been  much  relied  on,  and  generally 
employed,  recent  investigations  made  by  Dr.  Owen  lead  us 
to  doubt  its  perfect  analogy  with  that  of  the  operations  of 
nature.     He  found  that  the  results  produced  by  the  actual 
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exposure  to  freezing  and  thawing  in  the  air  during  a  portion 
of  winter,  in  the  case  of  the  more  porous  stones,  produceii 
very,  different  results  from  those  obtained  by  the  use  of  the 
salt  It  appears  from  his  experiments  that  the  action  of  the 
latter  is  chemical  as  well  as  mechanical. 

The  commission,  in  consideration  of  this,  has  attempted 
to  produce  results  on  the  stone  by  freezing  and  thawing  by 
means  of  artificial  cold  and  heat.  This  process  is  however 
laborious;  each  specimen  must  be  inclosed  in  a  separate  box 
fitted  with  a  cover,  and  the  amount  of  exfoliation  produced 
is  so  slight  that  in  good  marble  the  operation  requires  to  "be 
repeated  many  times  before  SiitisfactOrily  comparable  results 
can  be  obtained.  In  prosecuting  this  part  of  the  inquiries,  un- 
foreseen difficulties  have  occured  in  ascertaining  precisely  the 
amount  of  the  disintegration,  and  it  has  been  found  that  the 
results  are  liable  to  be  vitiated  bv  circumstances  which  were 
not  foreseen  at  the  commencement. 

It  would  seem  at  first  sight,  (and  the  commission  when 
it  undertook  the  investigation  held  the  opinion,)  that  but 
little  difficulty  would  be  found  in  ascertaining  the  strength 
of  the  various  specimens  of  marbles.  In  this  however  it  was 
in  error.  The  first  difficulty  which  occurred  was  to  procure 
the  proper  instrument  for  the  purpose.  On  examining  the 
account  of  that  used  by  Rennie,  and  described  in  the  Trans- 
actions of  the  Royal  Society  of  London,  the  commission  found 
that  its  construction  involved  too  much  friction  to  allow  of 
definite  comparative  results.  Friction  itself  has  to  be  over- 
come as  well  as  the  resistance  to  compression,  and  since  it 
increases  in  proportion  to  the  pressure,  the  stronger  stones 
would  appear  relatively  to  withstand  too  great  a  compress- 
ing force. 

The  commission  first  examined  a  hydraulic  press  which 
had  previously  been  employed  in  experiments  of  this  kind, 
for  the  use  of.  the  Government,  but  found  that  it  was  liable 
to  the  same  objection  as  that  of  the  machine  of  Rennie.  The 
commission  was  however  extremely  fortunate  in  obtaining 
subsequently,  through  the  politeness  of  Commodore  Ballard, 
commandant  of  the  Navy  Yard,  the  use  of  an  admirable  in- 


348  WRITINGS  OF  JOSEPH  HENRY.  [1855 

strument  devised  by  Major  Wade,  late  of  the  United  States 
Army,  and  constructed,  under  his  direction,  for  the  purpose 
of  testing  the  strength  of  gun  metals.  This  instrument  con- 
sists of  a  compound  lever,  the  several  fulcra  of  which  are 
knife-edges  opposed  to  hardened  steel  surfaces.  The  com- 
mission verified  the  delicacy  and  accuracy  of  the  indications 
of  this  instrument  by  actual  weighing,  and  found,  in  accord- 
ance with  the  description  of  Major  Wade,  the  equilibrium 
was  produced  by  one  pound  in  opposition  to  two  hundred. 
In  the  use  of  this  instrument  the  commission  was  much  in- 
debted to  the  experience  and  scientific  knowledge  of  Lieu- 
tenant J.  A.  Dahlgren,  of  the  Navy  Yard,  and  to  the  liberality 
with  which  all  the  appliances  of  that  important  public  estab- 
lishment were  put  at  its  disposal. 

Specimens  of  the  different  samples  of  marble  were  pre- 
pared in  the  form  of  cubes  of  one  inch  and  a  half  in  dimen- 
sion, and  consequently  exhibiting  a  base  of  two  and  a  quarter 
square  inches.  These  were  dressed  by  ordinary  workmen 
with  the  use  of  a  square,  and  the  opposite  sides  made  as  nearly 
parallel  as  possible  by  being  ground  by  hand  on  a  flat  surface. 
They  were  then  placed  between  two  thick  steel  plates,  and 
in  order  to  insure  an  equality  of  pressure,  independent  of 
any  want  of  perfect  parallelism  and  flatness  on  the  two  oppo- 
site surfaces,  a  thin  plate  of  lead  was  interposed  above  and 
below  between  the  stone  and  the  plates  of  steel.  This  was  in 
accordance  with  a  plan  adopted  by  Rennie,  and  the  one  which 
appears  to  have  been  used  by  most — if  not  all — of  the  subse- 
quent experimenters,  in  researches  of  this  kind.  Some  doubt 
however  was  expressed  as  to  the  action  of  interposed  lead, 
which  induced  a  series  of  experiments  to  settle  this  question, 
when  the  remarkable  fact  was  discovered  that  the  yielding 
and  approximately  equable  pressure  of  the  lead  caused  the 
stone  to  give  way  at  about  half  the  pressure  it  would  sustain 
without  such  an  interposition.  For  example,  one  of  the  cubes, 
precisely  similar  to  another  which  withstood  a  pressure  of 
upwards  of  60,000  pounds  when  placed  in  immediate  contact 
with  the  steel  plates,  gave  way  at  about  30,000  with  lead  in- 
terposed.    This  interesting  fact  was  verified  in  a  series  of 
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experiments  embracing  sample?  of  nearly  all  the  marbles 
under  trial,  and  in  no  case  did  an  exception  occur  to  vary 
tlie  result. 

The  explanation  of  this  remarkable  phenomenon — now 
that  it  is  known,  is  not  difficult.  The  stone  tends  to  give  way 
by  bulging  out  in  the  centre  of  each  of  its  four  perpendicular 
faces,  and  to  form  two  pyramidal  figures  with  their  apices 
opposed  to  each  other  at  the  centre  of  the  cube,  and  their 
bases  against  the  steel  plates.  In  the  case  where  rigid  equa- 
ble pressure  is  employed,  as  in  that  of  the  thick  steel  plate, 
all  parts  must  give  way  togetiier.  But  in  that  of  a  yidding 
equable  pressure,  as  in  the  case  of  interposed  lead,  the  stone 
first  gives  way  along  the  outer  lines  or  those  of  least  resis- 
tance, and  the  remaining  pressure  must  be  sustained  by  the 
central  portion  around  the  vertical  axis  of  the  cube. 

After  this  important  fact  was  clearly  determined,  lead  and 
all  other  interposed  substances  were  discarded,  and  a  method 
devised  by  which  the  upper  and  lower  surfaces  of  the  cube 
could  be  ground  into  perfect  parallelism.  This  consists  in 
the  use  of  a  rectangular  iron  frame  into  which  a  row  of  six 
of  the  specimens  could  be  fastened  by  a  screw  at  the  end. 
The  upper  and  lower  surfaces  of  this  iron  frame  were  wrought 
into  perfect  parallelism  by  the  operation  of  a  planing  machine. 
The  stones  being  fastened  into  this,  with  a  small  portion  of 
the  upper  and  lower  parts  projecting,  the  whole  were  ground 
down  to  a  flat  surface  until  the  iron  and  the  face  of  the  cubes 
were  thus  brought  into  a  continuous  plane.  The  frame  was 
then  turned  over  and  the  opposite  surfaces  ground  in  like 
manner.  Care  was  of  course  taken  that  the  surfaces  thus 
reduced  to  perfect  parallelism,  in  order  to  receive  the  action 
of  the  machine,  were  parallel  to  the  natural  beds  of  the  stone. 

All  the  specimens  tested  were  subjected  to  this  process, 
and  in  their  exposure  to  pressure  were  found  to  give  concord- 
ant results.  The  crushing  force  exhibited  was  therefore  much 
greater  than  that  heretofore  given  for  the  same  material. 

The  commission  also  determined  the  specific  gravities  of 
the  different  samples  submitted  to  its  examination,  and  also 
the  quantity  of  water  which  each  absorbs. 
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The  commission  considers  these  determinations,  and  par- 
ticularly that  of  the  resistance  to  crushing, — tests  of  much 
importance,  as  indicating  the  cohesive  force  of  the  particles 
of  the  stone,  and  its  capacity  to  resist  most  of  the  influences 
before  mentioned. 

The  amount  of  water  absorbed  may  be  regarded  as  a 
measure  of  the  antagonistic  force  to  cohesion,  which  tends, 
in  the  expansion  of  freezing,  to  disintegrate  the  surface.  In 
considering  however  the  indication  of  this  test,  care  must  be 
taken  to  make  the  comparison  between  marbles  of  nearly  the 
same  texture,  because  a  coarsely  crystallized  stone  may  appar- 
ently absorb  a  small  quantity  of  water,  while  in  reality  the 
cement  which  unites  the  crystals  of  the.  same  stone  may 
absorb  a  much  larger  quantity.  That  this  may  be  so  was 
clearly  jestablished  in  the  experiments  with  the  coarsely 
crystallized  marbles  examined  by  the  commission.  When 
these  were  submitted  to  a  liquid  which  slightly  tinged  the 
stone,  the  coloration  was  more  intense  around  the  margin  of 
each  crystal,  indicating  a  greater  amount  of  absorption  in 
these  portions  of  the  surface. 

The  marble  chosen  for  the  Capitol  is  a  dolomite,  or  in  other 
words,  is  composed  of  carbonate  of  lime  and  magnesia  in 
nearly  atomic  proportions.  It  was  analyzed  by  Dr.  John 
Torrey,  of  New  York,  and  Dr.  Frederick  A.  Genth,  of  Phil- 
adelphia. According  to  the  analysis  of  the  former  it  con- 
sists, in  hundredth  parts,  of — 

Carbonate  of  lime 54-621 

Carbonate  of  niagnej?iu 43-932 

Carbonate  of  protoxide  of  iron        ....  -365 

Carbonate  of  protoxide  of  manganese  .    (a  trace) 

Mica -472 

Water  and  lo&s -610 

The  marble  is  obtained  from  a  quarry  in  the  south-easterly 
part  of  the  town  of  Lee,  in  the  State  of  Massachusetts,  and 
belongs  to  the  great  deposit  of  primitive  limestone  which 
abounds  in  that  part  of  the  district.  It  is  generally  white, 
with  occasional  blue  veins.  The  structure  is  fine-grained. 
Under  the  microscope  it  exhibits  finecrystals  of  colorless  mica. 
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and  occasionally  also  small  particles  of  bisulphuret  of  iron. 
Its  specific  gravity  is  2*8620;  its  weight  178*87  lbs.  per  cubic 
foot;  it  absorbs  103  parts  of  an  ounce  per  cubic  inch,  and  its 
porosity  is  great  in  proportion  to  its  power  of  resistance  to 
pressure.  It  sustains  23,917  lbs.  to  the  square  inch.  It  not 
only  absorbs  water  by  capillary  attraction,  but,  in  common 
with  other  marbles,  suffers  the  diffusion  of  gases  to  take 
phice  through  its  substance.  Dr.  Torrey  found  that  hydro- 
gen and  other  gases,  separated  from  each  other  by  slices  of 
the  mineral,  diffuse  themselves  with  considerable  rapidity 
through  the  partition. 

This  marble,  soon  after  the  workmen  commenced  placing 
it  in  the  walls,  exhibited  a  discoloration  of  a  brownish  hue, 
no  trace  of  which  appeared  so  long  as  the  blocks  remained 
exposed  to  the  air  in  the  stone-cutter's  yard.  Various  sug- 
gestions and  experiments  were  made  in  regard  to  the 
cause  of  this  remarkable  phenomenon,  and  it  was  finally 
concluded  that  it  was  due  to  the  previous  absorption  by  the 
marble — of  water  holding  in  solution  a  small  portion  of  or- 
ganic matter,  together  with  the  absorption  of  another  portion 
of  water  from  the  mortar. 

To  illustrate  the  process,  let  us  suppose  a  fine  capillary  tube, 
the  lower  end  of  it  immersed  in  water,  and  of  which  the 
internal  diameter  is  sufficiently  small  to  allow  the  liquid 
to  rise  to  the  top,  and  be  exposed  to  the  atmosphere,  evapo- 
ration will  take  place  at  the  upper  surface  of  the  column,  a 
new  portion  of  water  will  be  drawn  up  to  supply  the  loss; 
and  if  this  process  be  continued  any  material  which  may  be 
dissolved  in  the  water,  or  mechanically  mixed  with  it,  will 
be  found  deposited  at  the  upper  orifice  of  the  tube,  or  at  the 
point  of  evaporation. 

If  however  the  lower  portion  of  the  tube  be  not  furnished 
with  a  supply  of  water,  the  evaporation  at  the  top  will  not 
take  place,  and  the  deposition  of  foreign  matter  will  not  be 
exhibited,  even  though  the  tube  itself  may  be  filled  with 
water  impregnated  with  impurities.  The  pores  of  the  stones, 
so  long  as  the  blocks  remain  in  the  yard,  are  in  the  condi- 
tion of  the  tube  not  supplied  at  its  lower  end  with  water,  and 


352  WRITINGS  OF   JOSEPH   HENRY.  [1855 

consequently  no  current  takes  place  through  them,  and  the 
amount  of  evaporation  is  comparatively  small ;  but  when 
the  same  blocks  are  placed  in  the  wall  of  the  building  the 
absorbed  water  from  the  mortar  at  the  interior  surface  gives 
the  supply  of  the  liquid  necessary  to  carry  the  coloring 
material  to  the  exterior  surface,  and  deposit  it  at  the  outer 
orifices  of  the  pores. 

The  cause  of  the  phenomenon  being  known,  a  remedy  was 
readily  suggested,  which  consisted  in  covering  the  surface  of 
the  stone  to  be  embedded  in  mortar  with  a  coating  of  asphal- 
tum.  This  expedient  has  apparently  proved  successful.  The 
discoloration  is  gradually  disappearing  and  in  time  will 
probably  be  entirely  imperceptible. 

This  marble,  with  many  other  specimens,  was  submitted 
to  the  freezing  process  fifty  times  in  succession.  It  generally 
remained  in  the  freezing  mixture  for  twenty-four  hours,  but 
sometimes  was  frozen  twice  in  the  same  day.  The  quantity 
of  material  lost  was  00315  part  of  an  ounce.  On  these  data 
Captain  M.  C.  Meigs  has  founded  an  interesting  calculation, 
which  consists  in  determining  the  depth  to  which  the  exfolia- 
tion extended  below  the  surface  as  the  effect  of  its  having  been 
frozen  fifty  times.  He  found  this  to  be  very  nearly  the  ten 
thousandth  part  of  an  inch.  Now,  if  we  allow  the  alterations 
of  freezing  and  thawing  in  a  year  on  an  average  to  be  fifty 
times  each,  which  in  this  latitude  would  be  a  liberal  one, 
it  would  require  ten  thousand  years  for  the  surface  of  the 
marble  to  be  exfoliated  to  the  depth  of  one  inch.  This  fact 
may  be  interesting  to  the  geologist  as  well  as  to  the  builder. 

Quite  a  number  of  different  varieties  of  marble  were  ex- 
perimented upon.  A  full  statement  of  the  result  of  each  will 
be  given  in  the  reports  of  the  committees. 

On  molecular  Cohesion. 

At  the  meeting  of  the  Association  at  Cleveland  I  made  a 
communication  on  the  subject  of  Cohesion*    The  paper  how- 


■^  [Proceedings  of  the  American   Association  for  the  Advancement  of 
Science,  July,  1853;  vol.  vii,  p.  270.     Only  the  title  published.] 
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ever  was  preseuted  at  the  last  hour;  the  facts  were  not  fully 
stated  and  have  never  been  published.  I  will  therefore 
briefly  occupy  your  time  in  presenting  some  of  the  facts  I  then 
intended  to  communicate,  and  which  I  have  since  verified  by 
further  experiments  and  observations. 

In  a  series  of  experiments  made  some  ten  years  ago  I 
showed  that  the  attraction  of  the  particles  for  each  other — of 
a  substance  in  a  liquid  form — was  as  great  as  that  of  the  same 
substance  in  a  solid  form.*  Consequently,  the  distinction 
between  liquidity  and  solidity  does  not  consist  in  a  difference 
in  the  attractive  power  occasioned  directly  by  the  repulsion  of 
heat ;  but  it  depends  upon  the  perfect  mobility  of  the  atoms, — 
the  loss  of  adhesion,  or  lateral  cohesion.  We  may  explain  this 
by  assuming  an  incipient  crystallization  of  atoms  into  mole- 
cules, and  consider  the  first  effect  of  heat  as  that  of  breaking 
down  these  crystals  and  permitting  each  atom  to  move  freely 
around  each  other.  When  this  crystalline  arrangement  is 
perfect,  and  no  lateral  motion  is  allowed  in  the  atoms,  the  body 
may  be  denominated  perfectly  rigid.  Wo  have  approxi- 
mately an  example  of  this  in  cast-steel,  in  which  no  slipping 
takes  place  of  the  parts  on  each  other,  or  no  material  elonga- 
tion of  the  mass;  and  when  a  rupture  is  produced  by  a  tensile 
force  a  rod  of  this  material  is  broken  with  a  transverse  fracture 
of  the  same  size  as  that  of  the  original  section  of  the  bar.  In 
this  case  every  atom  is  separated  at  once  from  the  other,  and 
the  breaking  weight  may  be  considered  as  a  measure  of  the 
aggregate  attraction  of  cohesion  among  the  whole  transverse 
series  of  the  atoms  of  the  metal. 

The  effect  however  is  quite  different  when  we  attempt  to 
pull  apart  a  rod  of  lead.  The  atoms  or  molecules  slip  upon 
each  other.  The  rod  is  increased  in  length  and  diminished 
in  thickness  until  a  separation  is  produced.  Instead  of  lead 
we  may  use  still  softer  materials,  such  as  wax,  putty,  Ac, 
until  at  length  we  arrive  at  a  substance  in  a  liquid  form. 
This  will  stand  at  the  lower  extremity  of  the  scale,  and  be- 
tween extreme  rigidity  on  the  one  band,  and  extreme  liquid- 


*[Proceeding8  Am.  Philoeophical  Society.    Soe  aniCf  page  217.] 
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ity  on  the  other,  we  may  find  a  series  of  substances  gradually 
shading  from  one  extremity  to  the  other. 

According  to  the  views  I  have  presented  the  difference  in 
the  tenacity  in  steel  and  lead  does  not  consist  in  the  attract- 
ive cohesion  of  the  atoms,  but  in  their  capability  of  slipping 
upon  each  other.  From  this  view  it  follows  that  the  form  of 
the  material  ought  to  have  some  effect  upon  its  tenacity,  and 
also  that  the  strength  of  the  article  should  depend  in  some 
degree  upon  the  process  to  which  it  has  been  subjected. 

For  example,  I  have  found  that  softer  substances  in  which 
the  outer  atoms  have  freedom  of  motion,  while  the  inner  ones 
by  the  pressure  of  those  exterior  are  more  confined,  break 
unequally;  the  inner  fibres  (if  I  may  so  call  the  rows  of  atoms) 
give  way  first  and  entirely  separate,  while  the  exterior  fibres 
show  but  little  indications  of  a  change  of  this  kind. 

If  a  cylindrical  rod  of  lead  three  quarters  of  an  inch  in 
diameter  be  turned  down  on  a  lathe  in  one  part  to  about  half 
an  inch,  and  then  be  gradually  broken  by  a  force  exerted  in 
the  direction  of  its  length,  it  will  exhibit  a  cylindrical  hollow 
along  its  axis  of  half  an  inch  in  length,  and  at  least  a  tenth 
of  an  inch  in  diameter.  With  substances  of  greater  rigidity 
this  effect  is  less  apparent,  but  it  exists  even  in  iron,  and  the 
interior  fibres  of  a  rod  of  this  metal  may  be  entirely  sepa- 
rated, while  the  outer  surface  presents  no  appearance  of 
change. 

From  this  it  wouM  appear,  that  metals  should  never  be 
elongated  by  mere  stretching,  but  in  all  cases  by  the  proceas 
of  wire-drawing,  or  rolling.  A  wire  or  bar  must  always  be 
weakened  by  a  force  which  permanently  increases  its  length 
— without  at  the  same  time  compressing  it. 

Another  efrcct  of  the  lateral  motion  of  the  atoms  of  a  soft 
heavy  body,  when  acted  upon  by  a  percussive  force  with  a 
hammer  of  small  dimensions  in  comparison  with  the  mass 
of  metal,  (for  example,  if  a  large  shaft  of  iron  be  hammered 
with  an  ordinary  sledge,)  is  a  tendency  to  expand  the  surface 
so  as  to  make  it  separate  from  the  middle  portions.  The 
interior  of  the  mass  by  its  own  inertia  becomes  as  it  w^ere  an 
anvil,  between  wliich  and  the  hammer,  the  exterior  portions 
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arc  stretched  longitudinally  and  transversely.  I  here  ex- 
hibit to  the  Association  a  piece  of  iron — originally  from  a 
square  bar  four  feet  long,  which  has  been  so  hammered  as 
to  produce  a  perforation  of  the  whole  length  entirely  through 
the  axis.  The  bar  can  be  seen  through  as  if  it  wore  the 
tube  of  a  telescope. 

This  fact  appears  to  me  to  be  of  great  importance  in  a 
practical  point  of  view,  and  may  bo  connected  with  many 
of  the  lamentable  accidents  which  have  occiired  in  the  break- 
ing of  the  axles  of  locomotive  engines.  These,  in  all  cases, 
ought  to  be  formed  by  rolling  and  not  with  the  hammer. 

The  whole  subject  of  the  molecular  constitution  of  matter 
offers  a  rich  field  for  investigation,  and  isolated  facts  which 
are  familiar  to  almost  every  one,  when  attentively  studied, 
will  yield  results  alike  interesting  to  abstract  science  and 
to  practical  art. 


ON   THE   EFFECT   OF   MINGLING   RADIATING  SUBSTANCES  WITH 

COMBUSTIBLE  MATERIALS. 

(Proceedings  American  Association  Adv.  of  Science,  voL  ix,  pp.  112-116.) 

Auffust  17,  1855. 

I  beg  leave  to  call  the  attention  of  the  Association  for  a 
few  moments  to  a  paper  published  by  our  distinguished 
countryman.  Count  Rumford,  in  1802,  in  the  first  volume  of 
the  Journal  of  the  Royal  Institution  of  Great  Britain,  page 
28,  entitled  "Observations  relative  to  the  Means  of  Increas- 
ing the  Quantities  of  Heat  obtained  in  the  Combustion  of 
Fuel." 

"It  is  a  fact,"  says  Count  Rumford,  "which  has  long  been 
known,  that  clay  and  several  other  incombustible  substances, 
when  mixed  with  sea-coal  in  certain  proportions,  cause  the 
latter  to  give  out  more  heat  in  its  combustion  than  it  can  be 
made  to  produce  when  it  is  burnt  pure  or  unmixed." 

"  It  has  been  ascertained  that  when  the  sides  and  back  of 
an  open  chimney  fire-place,  in  which  coals  are  burnt,  are 
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composed  of  fire-brick  and  heated  red  hot,  they  throw  off  inta 
the  room  more  heat  than  the  burning  coals  themselves." 

"The  fuel  therefore,"  says  Count  Rumford,  "should  be 
disposed  or  placed  so  as  to  heat  the  back  and  sides  of  the 
grate,  which  must  always  be  constructed  of  fire-brick  and 
never  of  iron." 

The  vertical  stratum  of  coal  should  be  as  thin  as  is  consist- 
ent with  perfect  combustion,  for  a  large  mass  of  coal  in  the 
grate  arrests  the  rays  which  proceed  from  the  back  and  sides 
of  the  grate,  and  prevents  their  coming  into  the  room.  The 
grate  or  fire-place  itself  may  be  so  contrived  as  to  produce  a 
proper  degree  of  radiation,  but  when  this  is  not  the  case, 
Rumford  advises  that  the  bottom  of  the  grate  be  covered  with 
a  single  layer  of  balls  of  fire-brick,  each  perfectly  globular 
and  two  and  a  half  or  two  and  three  quarters  inches  in  di- 
ameter. "  On  this  layer  of  balls  fire  is  to  bQ  kindled,  and 
in  filling  the  grate  more  balls  are  to  be  added  with  the  coals, 
care  being  taken  to  mix  the  coals  and  balls  well  together  in 
due  proportions.  If  this  is  done  the  fire  will  not  only  be 
very  beautiful,  but  will  send  off*  a  much  greater  quantity  of 
radiant  heat  into  the  room  than  without  them."  Rumford 
also  declares  that  these  balls  cause  the  cinders  to  be  almost 
entirely  consumed.  "The  same  effect  is  said  to  be  produced 
by  the  mixture  of  coals  and  clay  when  the  fuel  is  burnt  in  a 
a  close  fire-place, such  as  an  iron  stove;  and  it  is  the  custom 
in  the  Netherlands  to  mix  moistened  clay  with  the  coals 
before  they  are  introduced  into  a  stove  of  this  form." 

Count  Rumford  gives  no  account,  in  the  paper  I  have  cited, 
of  experiments  by  which  the  fact  of  the  greater  radiation 
from  the  balls  was  tested. 

In  reading  his  paper  some  years  since  the  idea  occurred  to 
me  that  this  experiment  would  be  worthy  of  repetition,  with 
the  more  manageable  and  delicate  appliances  which  science 
has  of  late  vears  furnished  for  the  use  of  the  investigator. 
For  this  purpose  I  employed  the  thermo-electrical  apparatus 
of  Melloni,  furnished  with  a  tube  like  a  telescope  to  circum- 
scribe the  field  of  radiation,  and  the  result  confirmed  the 
statement  of  Rumford  that  more  heat  was  radiated  from 
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pieces  of  fire-brick  mingled  with  the  coal  than  from  the  com- 
bustible itself.  The  eflfect  however  would  probably  have 
been  greater  with  bituminous  coal.  The  arrangement  for 
experimenting  with  coal  in  a  fire-place  was  very  imperfect, 
and  I  had  recourse  to  the  heat  produced  by  the  flame  of 
a  spirit  lamp,  and  also  of  a  jet  of  hydrogen.  A  flame  of 
this  kind  was  placed  before  the  thermo-pile  at  such  a  dis- 
tance that  the  needle  of  the  galvanometer  stood  at  15°;  the 
end  of  the  platinum  wire  coiled  into  a  spiral  form  was  then 
introduced  into  the  flame,  and  an  instant  increase  of  the 
radiation  of  heat  was  observed,  the  galvanometer  advancing 
to  27°. 

It  has  long  been  well  known  that  the  introduction  of  a 
platinum  wire  into  a  pale  flame  of  this  character  greatly  in- 
creases the  radiation  of  light,  and  from  this  experiment  it  is 
evident  that  the  radiation  of  heat  is  increased  in  a  like 
<legree.  After  this  a  number  of  different  substances  were 
employed,  such  as  glass,  carbonate  of  lime,  .sulphate  of  lime, 
stone  coal,  fire  clay,  &c.  The  greatest  effect  appeared  to  be 
produced  with  pieces  of  carbonate  of  lime.  The  exact  order 
however  could  not  be  determined  without  procuring  a  series 
of  balls  of  the  same  diameter  of  these  different  substances. 
The  most  striking  effect  was  produced  at  the  very  top  of  the 
flame,  placing  the  platinum  wire  in  the  heated  though  almost 
non-luminous  air,  immediately  above  the  highest  point  of 
combustion. 

We  cannot  suppose  in  these  experiments  that  the  absolute 
amount  of  heat  produced  by  the  combustion  of  a  given  quan- 
tity of  fuel  is  increased.  The  most  probable  conjecture  is 
that  the  heat  of  combination  is  converted  into  radiant  heat, 
and  that  the  flame  itself  is  cooled  in  proportion  as  the  radia- 
tion is  increased.  In  order  to  bring  this  idea  to  the  test  of 
ex[)eriment,  a  slip  of  mica,  one-fifth  of  an  inch  in  breadth, 
was  introduced  vertically  into  the  lower  part  of  the  flame, 
while  the  platinum  wire  occupied  the  space  just  above  the 
top.  The  slip  of  mica  was  placed  with  its  flat  side  vertically 
so  as  not  to  affect  bv  its  radiation  the  heat  of  the  wire.  With 
this  arrangement  the  radiation  of  heat  from  the  platinum 
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was  diminished.  A  corresponding  diminution  was  also  pro- 
duced in  the  amount  of  radiant  light  given  off,  and  this  was 
readily  perceptible  to  the  sight.  This  effect  was  not  due  to 
the  cooling  of  the  flame  by  the  conduction  of  the  mica,  since 
it  is  almost  a  non-conductor  of  heat,  and  this  property  was 
exhibited  by  the  fact  that  the  luminosity  of  the  mica  was 
confined  to  that  part  which  was  at  the  surface  of  the  Same 
on  either  side. 

It  appears  therefore  from  these  experiments,  that  the  intro- 
duction of  a  solid  of  great  radiating  power  into  a  mass  of 
materials  in  a  state  of  combustion,  increases  the  amount  of 
heat  thrown  into  the  space  around,  without  increasing  the 
absolute  quantity  produced  by  combustion,  the  increase  of 
radiant  heat  being  at  the  expense  of  the  heat  of  combination. 
To  give  a  practical  illustration  of  the  condition  of  the  matter, 
if  a  given  quantity  of  fuel  is  employed  in  evaporating  water, 
by  combustion  under  a  kettle,  the  useful  effect  would  be 
diminished  by  inserting  in  the  flame  beneath  or  amid  the 
combustible  a  better  radiating  substance  than  itself,  while  in 
the  case  of  a  fire  to  warm  a  room  the  effect  would  be  directly 
opposite;  a  greater  amount  of  heat  would  be  thrown  into 
room,  and  less  of  the  heat  of  combustion  would  be  carried 
up  the  chimney  with  the  escaping  gas.  Or  to  give  another 
example.  If  over  a  coal  fire  a  boiling  pot  bo  suspended,  and 
a  roasting  oven  before  it,  the  introduction  of  a  radiating 
material  would  increase  the  effect  on  the  latter  at  the  expense 
of  that  on  the  former. 

Count  Rumford  has  elsewhere  shown  that  flame  is  a  bad 
conductor  of  heat,  and  in  stoves  and  boilers  heated  l)v  flame  it 
is  therefore  necessary  tliat  the  draft  be  made  to  impinge  witli 
considerable  force  ui)on  projecting  portions  of  the  metal  in 
order  that  the  greatest  amount  of  heat  may  be  absorbed. 

If  a  column  of  heated  air  moves  rapidly  through  a  per- 
pendicular stove-pipe,  but  a  comparatively  small  portion  of 
the  heat  will  be  absorbed  bv  the  metal  and  radiated  into 
space  around.  A  cylindrical  stratum  of  non-conducting  air 
in  contact  with  the  metal  will  bo  comparatively  at  rest,  and 
through  this  the  moving  column  of  heated  air  will  rapidly 
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ascend,  without  communicating  its  heat  to  tlie  metal.  If 
however  in  this  case  the  current  of  air  be  obstructed, and  the 
cylindrical  motion  deranged  by  partially  closing  a  damper, 
the  heat  immediately  around  the  point  of  obstruction  will 
be  greatly  increased.  With  a  proper  arrangement  of  parts 
I  have  known  a  dark  stove-pipe  immediately  to  become  red 
opposite  and  above  the  damper  by  the  partial  closing  of  this 
valve.  It  is  probable  that  heat  might  be  economized  in  cer- 
tain cases  by  introducing  radiating  materials  in  flueg.  It 
should  however  be  recollected  that  the  draft  would  be  im- 
peded by  the  introduction  of  foreign  materials:  1st.  On 
account  of  a  direc4;  obstruction ;  and,  2nd.  Because  of  the 
diminished  temperature. 

It  is  frequently  stated  in  works  on  chemistry  that  the 
heating  power  of  the  flame  of  the  compound  blowpipe  is  very 
great,  while  its  illuminating  power  is  quite  small.  The  truth 
is  however  that  the  radiation  of  heat  from  its  flame  is  only 
commensqrate  with  its  radiation  of  light,  and  that  what  tends 
to  increase  the  one  will  also  increase  the  other. 

The  radiation  from  heated — though  non-luminous  air, 
would,  from  these  views,  appear  to  be  small,  though  from 
meteorological  considerations  they  would  seem  to  be  con- 
siderable. 

That  a  solid  substance  increases  the  radiation  of  the  heat 
of  a  flame  is  an  interesting  fact  in  connection  with  the  nature 
of  heat  itself.  It  would  seem  to  show  that  the  vibrations 
of  gross  matter  are  necessary  to  give  sufiicient  intensity  of 
impulse  to  produce  the  phenomena  of  ordinary  radiant  heat. 
Also,  since  the  light  is  much  increased  by  the  same  process 
we  would  infer  that  by  means  of  the  solid  the  vibrations 
constituting  heat  are  actually  converted  into  those  which 
produce  the  phenomena  of  light.  The  whole  subject  is 
worthy  of  further  investigation,  both  in  a  practical  and 
abstract  scientific  point  of  view. 
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ACCOUNT    OF    EXPERIMENTS   ON   THE    ALLEGED    SPONTANEOUS 
SEPARATION  OF   ALCOHOL   AND  WATER. 

(Proceedings  American  Association  Adv.  of  Science,  vol.  ix,  pp.  140-144.) 

August  20,  1855. 

At  the  last  meeting  of  the  Americau  Association  a  notice 
was  given  of  a  new  process  for  procuring  alcohol,  for  which 
a  patent  had  been  granted.  The  weak  spirit,  left  to  itself 
in  a  vessel  of  great  height,  was  said  to  separate  spontane- 
ously into  a  strong  alcohol,  which  rose  to  the  top  of  the 
column,  and  into  a  weaker  spirit  which  was  found  at  the 
bottom. 

For  the  following  statement  and  remarks  relative  to  grant- 
ing the  patent  I  am  indebted  to  Dr.  Leonard  Grale,  one  of 
the  principal  examiners  of  the  Patent  Office : 

"When  the  alleged  invention  was  presented  much  doubt 
was  expressed  as  to  the  working  of  the  plan,  and  the  author 
was  requested  to  answer  the  following  questions  to  satisfy 
the  oflSce  on  the  subject: 

"'Have  you  employed  this  device  for  purifying  alcohol  or 
whiskey?  If  so,  please  state  what  kind,  what  size,  and  what 
proportioned  apparatus  you  have  used  on  a  working  scale, 
and  what  results  you  liave  obtained.' 

"  To  this  the  applicant  replies — 

"*I  have  used  this  device  as  a  mode  of  separating  alcohol 
from  whiskey  forsevcral  months.  Thecolumn  wasof  wrought 
iron  about  one  Imndrcd  feet  high,  and  twelve  inches  in 
diameter.  It  was  elevated  from  the  cellar  through  and 
al)ove  the  building;  the  whiskey  was  forced  in  from  the 
upper  room  of  the  building  through  an  iron  pipe  leading 
over  the  top  of  the  column,  and  down  the  inside  about  fifty 
feet.  This  sized  column  will,  I  find,  separate  about  two 
hundred  gallons  of  alcohol  from  the  water  in  the  space  of 
twelve  hours.  The  larger  the  diameter  the  more  rapid  the 
process  of  separation.' 

"It  had  been  stated  by  the  party  in  correspondence  that 
he  had  been  led  to  the  trial  of  the  experiment  bj'  noticing 
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that  the  liquor  in  the  upper  part  of  a  tall  standing  cask  was 
thought  to  be  stronger  than  that  drawn  out  near  the  bottom." 

This  statement  would  seein  to  receive  some  countenance 
from  the  following  remarks  on  the  same  subject  in  Gmelin's 
Treatise  on  Chemistry,  vol.  !,  p.  112,  English  edition: 

"Similarly  brandy  kept  in  casks  is  said  to  contain  a  greater 
proportion  of  spirit  in  the  upper,  and  of  water  in  the  lower 
part.  Here  again  the  question  may  be  raised  whether  the 
cask  may  have  been  filled  with  successive  portions  of  difler- 
ent  strengths  which  may  have  di.sposed  themselves  in  layers 
one  above  another." 

"As  to  the  propriety,"  says  Dr.  Gale,  "of  granting  or  re- 
fusing a  patent,  on  the  evidence  "before  the  office,  in  considera- 
tion of  the  oath  of  the  inventor,  the  want  of  means  in  the 
office  to  satisfactorilj'  verify  or  disprove  the  experiruent.and 
lastly,  the  subsequent  statement  of  the  inventor  that  lie  had 
verified  the  experiment  by  several  montlis'  work  on  a  practi- 
cal scale,  these  facts  were  regarded  as  gOQfl  ground  for  issuing 
the  patent.  If  the  party  should  be  found  to  have  made  a 
false  statement,  and  so  committed  a  fraud  on  the  Patent 
Office,  these  acta  were  his  own,  and  for  which  he  must  be 
held  responsible." 

If  the  result  said  to  be  obtained  were  true,  it  would  follow 
that  the  affinity  of  bodies  for  each  other  would  be  modified 
by  pressure.  Though  from  theoretical  considerations,  it 
might  not  be  thought  impossible  that  the  attraction  of  two 
substances  for  each  other  might  be  increased  by  an  increase  of 
[iresaure,  yet  there  is  no  antecedent  probability  that"  the 
attraction  would  be  diminished  under  this  influence.  But 
OS  an  account  of  this  invention  had  been  widely  circulated 
in  the  newspapers,  its  author  had  receivefl  from  the  Patent 
Office  the  right  to  vend  the  privilege  of  its  use,  and  the 
public  were  exposed  to  be  defrauded  in  the  purchase  of  that 
which  was  worthless,  it  seemed  desirable  to  settle  the  ques- 
tion as  to  the  truth  of  the  principle  by  direct  experiment, 
irrespective  of  theoretical  considerations,  and  on  a  scale  of 
sufRcicni  magnitude  to  leave  no  doubt  as  to  the  result. 

With  this  view,  in  behalf  of  the  Smithsonian  Institution, 
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I  accepted  the  proflFered  co-operation  of  Professor  Greorge  C. 
Schseffer,  of  the  Patent  Office,  and  directed  the  putting  up  of 
the  necessary  apparatus  in  one  of  the  towers  of  the  Smith- 
sonian building.  The  determination  of  the  density  of  the 
liquid,  and  the  details  of  the  experiments,  were  intrusted  to 
Professor  SchaefiFer,  to  whom  I  am  also  indebted  for  the 
following  account  of  the  process  employed  and  the  results 
obtained. 

As  the  successful  experiment  was  said  to  have  been  made 
with  a  column  of  liquid  nearly  one  hundred  feet  high,  and 
as  the  pressure  of  such  a  column  was  given  as  the  cause  of 
the  separation  of  the  water  or  alcohol  from  the  mixture,  tlie 
repetition  of  the  experiment  should  be  on  a  corresponding 
scale. 

The  great  tower  of  the  Institution  building  was  already 
fitted  for  experiments  requiring  like  conveniences.  A  well,, 
or  series  of  openings  giving  a  height  of  over  one  hundred 
feet,  passing  through  several  stories  was  the  place  selected. 
A  series  of  stout  iron  tubes  of  about  an  inch  and  a  half  in 
internal  diameter  formed  the  column,  the  total  length  of 
which  was  one  hundred  and  six  feet.  Four  stop-cocks  were 
provided,  one  at  bottom,  one  about  four  feet  from  the  top, 
and  the  other  two  to  divide  the  interval  equally  or  nearly  so. 

The  liquor  used  was  common  rye  whiskey  of  44  per  cent, 
at  60°  Fahr.,  and  of  44  on  the  United  States  Revenue  hy- 
drometer, one  of  which  was  used  in  testing  the  liquor. 

The  experiment  commenced  on  the  18tli  of  November, 
1854;  a  leak  occurring  caused  the  trial  to  be  limited  to  the 
lower  thirty  feet,  after  the  lapse  of  a  few  hours.  On  the  20th 
the  tube  was  refilled,  and  after  testing  at  intervals  of  a  few 
days,  the  loss  was  supplied,  the  whole  apparatus,  with  each 
cock  and  the  top  sealed  up,  was  left  to  itself  until  December 
14th,  when  it  was  again  tried  at  each  cock.  With  a  slightly 
diminished  quantity,  about  one  hundred  feet  in  height,  the 
whole  again  stood  until  the  18th  of  April,  1855,  when  the 
tests  were  again  made. 

Fortunately  for  the  result,  the  original  liquor  had  been 
repeatedly  tested  at  different  temperatures;  the  contents  of 
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every  vessel  used  to  contain  it  having  been  tried  at  each  of 
the  several  fillings  of  the  tube,  which  were  made  on  the  first 
days  of  the  experiment,  when  a  leak  required  its  discharge 
for  the  purpose  of  tightening  the  joints.  A  portion  of  the 
original  liquid  which  had  been  set  aside  was  also  tried  at 
the  end  of  the  experiment,  and  at  different  temperatures. 

The  readings  of  the  hydrometer  were  made  with  as  much 
accuracy  as  possible  under  the  circumstances,  some  of  them 
being  taken  late  at  night  and  exposed  in  the  open  tower  to 
a  violent  wind.  No  pains  were  spared  to  test  the  liquid 
under  every  variety  of  circumstances.  At  first  the  windows 
of  the  tower  were  open,  but  for  the  last  two  or  three  months 
they  were  closed.  Fifty-four  readings  were  made;  nineteen 
of  which  were  from  the  original  liquid,  and  the  remainder 
on  that  drawn  from  the  different  cocks.  The  result  may  be 
stated,  as  follows: 

On  plotting  the  readings  of  indication  and  temperature 
they  all  follow  nearly  in  the  same  line,  the  deviations  of 
those  taken  from  the  original  fluid  being  quite  as  great  as 
those  taken  from  either  the  bottom  or  top,  even  after  the 
lapse  of  months.  Or  in  other  words,  within  the  limits  of 
error  (the  extreme  being  but  a  portion  of  a  degree  of  the 
hydrometer),  there  is  not  the  slightest  indication  of  any  dif- 
ference of  density  between  the  original  liquor  and  that  from 
the  top  or  bottom  of  the  column  after  the  lapse  of  hours, 
days,  weeks,  or  months.  The  fluid  at  the  bottom  of  tlie  tube, 
it  must  be  remembered,  was  for  five  months  exposed  to  the 
pressure  of  a  column  of  fluid  at  least  one  hundred  feet  high. 
This  pressure  however  is  mucli  within  that  at  which  inferior 
champagne  bottles  are  burst,  and  if  pressure  alone  could 
produce  such  an  effect,  wine  of  that  kind  should  have  long 
ere  this  given  instances  of  it 

As  the  fact  has  been  taken  for  granted,  and  chemists  of 
repute  have  made  use  of  it,  there  seems  good  ground  for 
thus  formally  refuting  an  error  which,  at  first  sight,  would 
not  appear  worthy  of  being  dignified  by  so  much  notice. 
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REMARKS  ON  THE   UNITED   STATES    LIGHT-HOUSE  SERVICE. 
(Report  of  tho  United  States  Light-House  Board  for  1873,  pp.  8-7.) 

October  14,  1873. 

No  part  of  the  executive  branch  of  the  Grovernment 
includes  more  divereified  duties  or  involves  greater  responsi- 
bilities than  the  Light-House  Establishment. 

The  character  of  the  aids  which  any  nation  furnishes  the 
mariner  in  approaching  and  leaving  its  shores,  marks  in 
a  conspicuous  degree,  its  advance  in  civilization.  What- 
ever tends  to  facilitate  navigation,  or  to  lessen  its  dangers, 
serves  to  increase  commerce,  and  hence  is  of  importance  not 
only  to  the  dwellers  on  the  seaboard,  but  to  the  inhabitants 
of  every  part  of  the  country.  Wlioever  has  surplus  products 
of  industry  to  dispose  of  has  a  pecuniary  interest  in  the* 
improvement  of  commerce. 

Every  shipwreck  which  occurs  enhances  the  cost  of  trans- 
portation, and  therefore  affects  the  interests  of  the  producer. 
But  it  is  not  alone  in  view  of  its  economical  effects  that 
the  light-house  system  is  to  be  regarded.  It  is  a  life-preserv- 
ing establishment,  founded  on  the  principles  of  Christian 
benevolence.  None  can  appreciate  so  well  the  value  of  a 
proper  system  of  this  kind  as  he  who  has  been  exposed  for 
weeks  and  perhaps  months  to  the  perils  of  the  ocean,  and  is 
approaching  in  the  darkness  of  night  a  lee  shore.  He 
looks  then,  with  anxious  gaze,  for  the  friendly  light  which 
is  to  point  the  way  amid  treacherous  rocks  and  sunken  shoals 
to  a  haven  of  safety.  Or  it  may  be  in  mid-day,  when  obser- 
vations cannot  be  had,  the  sun  and  coast  being  hid  by  dense 
fogs,  such  as  imperil  navigation  on  our  northern  and  west- 
ern coasts.  He  then  listens  with  breathless  silence  for  the 
sound  of  the  fog-trumpet  which  shall  insure  his  position  and 
give  him  the  desired  direction  of  his  course. 

With  that  entire  confidence  which  is  inspired  by  a  perfect 
light-house  system  the  alternatives  of  life  and  death,  of  riches 
and  poverty,  are  daily  hazarded ;  and  therefore  it  is  of  the 
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first  importance  that  the  signals,  whether  of  light  or  sound 
which  indicate  the  direction  of  the  course,  and  the  beacons 
which  mark  the  channel,  shall  be  of  the  most  improved 
character,  and  that  they  he  undor  the  charge  of  intelligent, 
efficient,  and  trustworthy  attendants.  But  above  all,  one 
maxim  should  ever  be  observed,  namely  perfect  regularity 
of  exhibition  of  every  signal  from  niglit  to  night  and  from 
year  to  year.  A  light  for  example  wliieh  has  been  regu- 
larly visible  from  u  tower,  {it  may  be  for  years,)  cannot  be  suf- 
fered to  fail  for  a  single  night,  or  even  for  a  single  hour,  with- 
out danger  of  casualties  of  the  most  serious  character.  A 
failure  of  such  a  light  to  send  forth  its  expected  ray  is  as 
it  were  a  breach  of  a  solemn  promise,  which  may  allure  the 
confiding  mariner  to  a  disastrous  ship-wreck,  or  to  an  un- 
timely death. 

In  view  of  these  facts  our  Government  early  established  a 
light-house  system,  which  though  simple  and  inexpensive 
at  first,  has  since  been  extended  and  improved  to  meet  the 
wants  of  an  increasing  commerce  and  the  unrivalled  re- 
sources of  the  country.  It  has  been  maintained  with  an 
enlightened  liberality  which  indicates  a  just  appreciation  of 
its  importance. 

The  magnitude  of  the  light-house  system  of  the  United 
States  may  be  inferred  from  the  following  facts:  First,  the 
immense  extent  of  the  coast  which  from  the  St.  Croix  River 
on  the  boundary  of  Maine,  to  the  mouth  of  the  Rio  Grande 
in  the  Gulf  of  Mexico,  includes  a  distance  of  over  5000  miles; 
on  the  Pacific  coa^t  a  length  ol"  about  1,500  miles;  on  the 
great  northern  lakes  about  3,000  miles,  and  on  inland  rivers 
about  700  miles,  making  a  total  of  more  than  10,000  miles. 
Secondly,  the  magnitude  of  the  system  is  exhibited  by  tiie 
fact  that  nearly  every  square  foot  of  tiio  margin  of  the  sua 
throughout  the  whole  extent  of  5,000  miles  along  the  Atlan- 
tic and  Gulf  coast  is  more  or  less  illumiuated  by  light-housL- 
rays,  the  mariner  rarely  losing  sight  of  one  light  until  he  lius 
gained  another.  Thirdly,  tho  same  fact  is  illustrated  by  the 
number  of  signals  now  in  actuul  existence  as  exhibited  in 
the  following  table : 
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Total  Signals  for  fhr  Enlire  Eafabtinhmeni. 

Light-houses  and  lighted  beacons 591 

Light-houses  and  lighted  beacon^^  finished  and  lighted  during  the  year 

ending  July  1,  1878 29 

Light-ships 21 

Fog-signals,  operated  by  steam  or  hot-air  engines ^ 85 

Day  or  unlighted  beacons — 363 

Buoys  in  position — 2,838 

To  carry  on  so  extended  a  system  necessarily  requires  a 
carefully  devised  organization,  based  upon  the  history  of  all 
that  has  been  recorded  in  regard  to  the  subject,  and  a  series 
of  efficient  officers  and  trained  assistants. 

The  duties  which  belong  to  the  light-house  system  involve 
the  most  varied  knowledge  and  practical  skill,  a  thorough 
acquaintance  with  the  wants  of  commerce,  engineering  abili- 
ties of  high  order,  with  scientific  acquirements,  which  shall 
appreciate  the  value  of  every  new  discovery  that  may  find 
an  application  in  the  improvement  of  signals,  and  the  ability 
to  make  or  direct  such  investigations  as  may  from  time  to 
time  be  found  desirable.  To  insure  these  requisites  the 
organization  of  the  light-house  system  includes:  First,  a 
Light-House  Board,  consisting  of  two  officers  of  the  Navy, 
two  engineer  officers  of  the  Army,  and  two  scientific  civilians, 
with  the  addition  of  an  officer  of  the  Navy  and  an  engineer 
officer  of  the  Armv  as  secretaries,  who  arc  also  members  of 
the  Board:  Secondly, it  also  includes  twelve  inspectors  from 
the  Army  or  Navy,  and  as  many  engineer  officers  from  the 
Army,  who  have  united  charge  of  the  twelve  districts  into 
which  the  coast  is  divided. 

The  Light-House  Board,  having  charge  of  the  supervision 
of  the  whole  system,  is  divided  into  five  committees,  to  each 
of  which  special  duties  are  assigned.  These  committees  are 
on  finance,  engineering,  floating  aids,  lighting,  and  experi- 
ments. It  is  the  dutv  of  eaclnnember  of  the  Board  to  render 
himself  intimately  acquainted  with  the  details  of  the  business 
intrusted  to  his  care,  as  well  as  to  keep  himself  informed,  as 
far  as  possible,  of  the  condition  of  the  general  system.  For 
this  purpose,  as  well  as  that  of  insuring  the  proper  working  of 
the  establishment  in  the  several  districts,  it  is  advisable  that 
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he  should  make,  from  time  to  time,  inspections  of  light-houses 
iit  various  points  on  the  coast.  The  inspector  of  each  district 
is  required  to  visit,  at  stated  intervals,  each  light-house  within 
his  jurisdiction  after  completion  by  the  engineers,  to  correct 
any  delinquencies  on  the  part  of  the  keepers,  aiitl  to  supply  oil 
and  other  materials  necessary  to  the  efficient  maintcntiace  of 
the  signals,  and  finally  to  iuform  the  engineer  as  to  any  re- 
pairs which  may  be  required.  The  district  engineers,  aa  well 
as  the  engineer  officers  of  the  board,  find  full  employment  for 
all  the  theoretical  knowledge  and  practical  skill  they  possess 
in  the  surveys  of  new  sites,  making  studies  for  the  con- 
struction of  new  permanent  aids  to  navigation  (many  of 
them  on  submarine  sites  in  exposed  positions),  in  planning 
and  rearing  the  towers,  and  in  fitting  up  the  lenticular 
apparatus.     -     -     -     - 

It  has  been  thought  that  the  light-house  system  is  of  a 
practical  character,  and  therefore  does  not  require  the  aid  of 
high  science.  But  in  regard  to  this,  it  may  be  observed  that 
the  present  system  of  light-house  apparatus,  now  iu  use  in 
every  part  of  the  civilized  world,  was  invented  and  intro- 
duced into  practice  in  its  minutest  details  by  a  man  of  ab- 
stract science,  the  celebrated  Fresuel,  who  shared  with  Young, 
of  England,  the  invention  of  the  undulatory  theory  of  light, 
and  its  application  to  all  the  phenomena  of  optics. 

The  light  apparatus  introduced  by  tlie  Board  as  a  substi- 
tute for  that  previously  in  use  is  principally  that  of  the  French 
system.  But  the  Board  has  from  the  first  been  alive  to  the 
introduction  of  improvements  and  lias  carefully  considered 
every  suggestion  and  tested  every  invention  which  gave 
promise  of  greater  economy  or  efficiency.  Instead  of  sperm- 
oil,  which  was  first  employed,  it  has  introduced,  at  one- 
third  of  the  cost,  lard-oil,  and' with  this,  a  required  modifica- 
tion of  the  lamps,  particularly,  those  of  tho  larger  kind,  in 
order  that  the  oil  may  be  burned  at  a  higher  temperature, 
especially  in  the  northern  portions  of  tho  United  States. 

But  the  greatest  improvement  which  lias  been  introduced 
is  that  relative  to  fog-signals, — indispensable  aids  to  naviga- 
tion, especially  on  the  northeastern,  and  western  portions  of 
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our  coast.  At  first  these  signals  were  principally  confined  to 
bells,  weighing  in  some  cases  from  2,000  to  2,500  pounds. 
These  were  rung  by  winding  up  a  weight  which  in  its  des- 
cent gave  motion  to  a  hammer  striking  the  bell.  In  regard 
to  this  signal,  an  improvement  has  been  introduced,  by  which 
an  expenditure  of  about  one-tenth  of  the  power  produces  an 
equal  efiect.  Bells  are  still  used  in  cases  where  the  signal 
is  required  to  be  heard  only  at  a  comparatively  small  dis- 
tance, but  in  most  cases  much  more  powerful  instruments 
are  required,  such  as  are  founded  on  what  is  called  resonance, 
in  which  the  air  itself  is  the  resounding  body  as  well  as  the 
conductor  of  sound.  These  instruments  are  of  three  kinds: 
first,  the  ordinary  locomotive  whistle,  much  enlarged  in  size 
and  somewhat  modified  in  form,  and  blown  by  steam  from 
a  high-pressure  tubular  boiler;  second,  the  reed- trumpet  actu- 
ated by  air  condensed  in  a  reservoir  by  the  power  of  a  caloric 
engine;  third,  the  syren-trumpet,  operated  by  steam  from  a 
boiler  sustaining  a  pressure  of  from  50  to  70  pounds  per  square 
inch.  The  sound  from  these  instruments  is  many  times 
more  powerful  than  that  from  the  largest  bells.     -    -    -    - 

The  Light-House  Board,  during  the  past  year,  desirous  of 
acquainting  itself  minutely  with  any  improvements  which 
of  late  years  may  have  been  introduced  into  the  light-house 
service  in  Europe,  obtained  the  sanction  of  the  honorable 
the  Secretary  of  the  Treasury  to  commission  Major  George 
H.  Elliot,  of  the  Corps  of  Engineers  of  the  Army  and  engi- 
neer-secretary of  the  Board,  to  visit  Europe  and  report  upon 
everything  which  he  might  observe  relative  to  light-house 
apparatus  and  the  management  of  light-house  systems.  He 
has  lately  returned,  after  having  gathered  information  which 
will  prove  of  importance  in  its  application  in  our  country,  as 
is  evident  from  his  preliminary  report. 

Major  Elliot  was  everywhere  received  with  marked  cor- 
diality, and  every  facility  was  given  him  to  inspect  the 
various  coasts  and  systems  of  administration,  of  which  full 
information  was  furnished  him,  together  with  the  drawings 
and  models  necessary  for  a  perfect  acquaintance  with  the 
latest  improvements  which  have  been  adopted  in  Great  Bri- 


1873]  WRITINGS  OF  JOSEPH   HENRY.  369 

tain  and  on  the  continent.  The  special  thanks  of  the  Board 
are  (Uie  to  His  Royal  Highness  the  Duke  of  Edinburgh,  the 
master;  to  Sir  Frederick  Arrow,  the  deputy  master;  and  the 
elder  brethren  of  Trinity  House,  for  the  warmth  of  their  re- 
ception and  the  marked  distinction  they  conferred  upon  him 
as  the  represent! ve of  the  Board;  and  to  M.  Lconce  Reynaud, 
inspector-general  of  bridges  and  roads,  and  director  of  the 
French  light-house  service,  for  his  efforts  to  make  the  visit 
of  Major  Elliot  profitable  to  his  country  and  agreeable  to 
himself. 


24 
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RESEARCHES  IN  SOUND,  IN  RELATION  TO  FOG-SIGNALLING. 

(Report  of  the  United  Slates  Light-House  Board  for  1874,  pp.  83-87.) 

INTRODUCTION. 

Fog, — Among  the  impediments  to  navigation  none  per- 
haps is  more  to  be  dreaded  than  that  which  arises  from 
fogs;  and  consequently  the  nature  of  this  impediment  and 
the  means  which  may  be  devised  for  obviating  it  are  objects 
of  great  interest  to  the  mariner.  Fogs  are  in  all  cases  pro- 
duced when  cold  air  is  mingled  with  warm  air  saturated 
with  moisture.  In  this  case  the  invisible  vapor  of  the 
warmer  air  is  condensed  by  the  cold  into  minute  particles 
of  liquid  water,  which  by  their  immense  number  and  mul- 
tiplicity of  reflecting  surfaces  obstruct  the  rays  of  light  in 
the  same  way  that  a  piece  of  transparent  glass  when  pounded 
becomes  almost  entirely  opaque  and  is  seen  by  reflection  as 
a  white  mass.  So  greatly  does  a  dense  fog  obstruct  light 
that  the  most  intense  artificial  illumination,  such  as  that 
produced  by  the  combustion  of  magnesium,  by  the  burning 
of  oxygen  and  hydrogen  in  contact  with  lime,  and  that  pro- 
duced between  the  charcoal  points  of  a  powerful  electrical 
apparatus  are  entirely  obscured  at  comparatively  short  dis- 
tances. Even  the  light  of  the  sun,  which  is  far  more  intense 
than  that  of  any  artificial  illumiliation,  is  so  diminished  by 
a  single  mile  of  dense  fog  that  the  luminar}^  itself  becomes 
invisible.  Recourse  must  therefore  be  had  to  some  other 
means  than  that  of  light  to  enable  the  mariner  to  recognize 
his  position  on  approaching  the  coast  when  the  land  is 
obscured  by  fog. 

The  only  means  at  present  known  for  obviating  the  diflS- 
culty  is  that  of  employing  pow^erful  sounding  instruments 
which  may  be  heard  at  a  suflScient  distance  through  the  fog 
to  give  timely  warning  of  impending  danger.  Investigations 
therefore  as  to  the  nature  of  sound  and  its  applications  to 
fog-signals  become  an  important  object  to  those  in  charge  of 
aids  to  navigation.     Such  investigations  are  of  special  im- 
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portiince  iii  connection  with  tlio  light-house  service  of  tiie 
United  States.  The  north-eastern  coast  of  the  United  States 
on  the  Atlantic,  and  the  entire  western  coast  on  the  Pacific, 
iucluded  in  our  territory,  are  subject — especially  during  the 
summer  months,  to  dense  fogs  which  greatly  impede  naviga- 
tion as  well  as  endanger  life  and  property. 

The  origin  of  the  fogs  on  our  coast  ia  readily  explained  by 
reference  to  a  few  simple  principles  of  pliyaical  geography. 
In  the  Atlantic  ocean  there  exists  a  current  of  warm  water 
proceeding  from  tiie  Gulf  of  Mexico  between  Cuba  and 
Florida  which  flows  along  our  coast  to  the  latitude  of  about 
35°,  and  turning  gradually  to  the  eastward  crosses  the  At- 
lantic and  impinges  against  the  coast  of  northern  Europe. 
Throughout  its  entire  course,  on  account  of  the  immense 
capacity  of  water  for  heat,  the  temperature  of  the  stream  is 
greater  that  that  of  the  ocean  on  either  side.  In  addition  to 
Uiis  stream  the  Atlantic  ocean  is  traversed  by  another  cur- 
rent of  an  entirely  opposite  character,  one  of  cold  water, 
which  coming  from  the  arctic  regions  down  Davis's  Strait, 
is  thrown  by  the  rotation  of  the  earth,  against  our  coast, 
passing  between  it  and  the  Gulf-stream,  and  sinking  under 
the  latter  as  it  approaches  the  southern  extremity  of  the 
United  Slates.  These  conditions  are  those  most  favorable  to 
the  production  of  fogs,  since  whenever  the  warm  air,  sur- 
charged with  moisture,  is  blown  from  the  Gulf-stream  in 
tlie  Atlantic — over  the  arctic  current  along  the  coast,  and 
mingles  with  the  cold  air  of  the_latter,  a  precipitation  of  ita 
vapor  takes  place  in  the  form  of  fog.  Hence,  especially  in 
summer,  when  the  wind  in  the  eastern  part  of  the  United 
States  is  from  a  south-easterly  direction,  fogs  prevail.  As 
we  proceed  southerly  along  the  coast,  the  fog-producing 
winds  take  a  more  easterly  direction. 

A  somewhat  similar  circulation  in  the  Pacific  ocean  pro- 
duces fogs  on  the  western  coast  of  the  United  States.  In  this 
ocean  a  current  of  warm  water,  starting  from  the  equatorial 
regions,  passes  along  the  shores  of  China  and  Japan,  and 
following  the  general  trend  of  the  coast,  turns  eastward  and 
continues  along  our  shore.    The  nortliern  port  of  this  cur- 
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rent  being  warmer  than  the  ocean  througli  which  it  passes, 
tends  to  produce  dense  fogs  in  the  region  of  the  Aleutian 
Islands  and  the  coast  of  Alaska.  As  this  current  descends 
along  the  American  coast  into  lower  latitudes  it  gradually 
loses  its  warmth,  and  soon  assumes  the  character — in  regard 
to  the  water  through  which  it  passes,  of  a  comparatively 
colder  stream;  and  to  this  cause  we  would  attribute  the 
prevalence  of  fogs  on  the  coast  of  Oregon  and  California, 
which  are  most  prevalent  during  the  spring  and  early  sum- 
mer, with  wind  from  the  north-west  and  west. 

From  what  has  been  said,  it  is  evident  that  the  fogs  in  the 
Aleutian  Islands  occur  chiefly  in  summer,  when  south-west- 
erly winds  prevail  and  mingle  the  moist  air  from  the  warm 
current  with  the  colder  air  of  the  more  northerly  latitude, 
rin  winter,  the  wind  being  from  the  north  chiefly,  the  moist 
air  is  driven  in  an  opposite  direction,  and  dense  fogs  there- 
fore at  this  season  do  not  prevail. 

In  regard  to  the  fogs  on  the  coast  of  Maine,  the  following 
interesting  facts  were  furnished  me  by  the  late  Dr.  William 
Stimpson,  formerly  of  the  Smithsonian  Institution,  and  of 
the  Chicago  Academy  of  Sciences,  who  had  much  experience 
as  to  the  weather  during  his  dredging  for  marine  specimens 
of  natural  history  in  the  region  of  Grand  Manan  Island,  at 
the  entrance  of  the  Bay  of  Fundy. 

"So  sharply  marked,"  says  Dr.  Stimpson,  "is  the diff'ercnce 
of  temperature  of  the  warm  water  from  the  Gulf-stream  and 
that  of  the  polar  current,  that  in  sailing  in  some  cases  only 
a  few  lengths  of  a  ship  the  temperature  of  the  water  will 
change  from  70°  to  50°.  The  fog  frequently  comes  rolling 
in  with  the  speed  of  a  race-horse;  in  some  cases  while  dredg- 
ing, happening  to  turn  my  eyes  to  the  south,  a  bank  of  fog 
has  been  seen  approaching  with  such  rapidity  that  there 
was  scarcely  time  in  which  to  take  compass-bearing  of  some 
object  on  shore  by  which  to  steer,  before  I  would  be  entirely 
sljut  in,  perhaps  for  days  together."  He  also  mentions  the 
fact  that  it  frequently  happened  during  a  warm  day,  while 
a  dense  fog  existed  some  distance  from  the  shore,  close  in  to 
the  latter  there  would  be  a  space  entirely  clear;   this  was 
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probably  due  to  the  reflection  and  radiation  of  the  heat  from 
the  land,  whicli  converted  the  watery  particles  into  invisi- 
ble vapor. 

Dr.  Stimpson  has  also  noticed  another  phenomenon  of  some 
interest.  **  When  a  dense  fog,  coming  in  regularly  from  the 
sea,  reaches  the  land,  it  gradually  rises  in  the  atmosphere 
and  forms  a  heavy,  dark  cloud,  which  is  frequently  precipi- 
tated in  rain."  This  rising  of  fog  is  not  due,  according  to 
the  doctor,  to  a  surface-wind  from  the  west  pressing  under 
it  and  buoying  it  upward,  since  the  wind  at  the  time  is  from 
the  ocean.  It  is  probably  due  to  the  greater  heat  of  the  land 
causing  an  upward  current,  which  when  once  started,  by  its 
inertia  carries  the  cloud  up  to  a  region  of  lower  temperature, 
and  hence  the  precipitation.  The  height  of  the  fog  along 
the  coast  is  not  usually  very  great,  and  can  be  frequently 
overlooked  from  the  mast-head.  The  deception  as  to  size  and 
distance  of  objects  as  seen  in  a  fog  is  also  a  remarkable  phe- 
nomenon when  observed  for  the  first  time.  A  piece  of  float- 
ing wood  at  a  little  distance  is  magnified  into  a  large  object, 
and  after  much  experience  the  doctor  was  not  able  to  over- 
come the  delusion.  It  is  said  that  the  sailors  in  the  Bay  of 
Fundy  prefer  of  two  evils  a  fog  that  remains  constant  in 
density  to  one  that  is  variable,  although  the  variation  may 
be  toward  a  greater  degree  of  lightness,  on  account  of  the 
varying  intensity  producing  a  varied  and  erroneous  impres- 
sion of  the  size  and  distance  of  the  objects  seen  through  it. 
It  is  also  his  impression  that  sound  can  be  heard  as  well 
during  fog  as  in  clear  weather,  although  there  is  a  delusion 
even  in  this,  since  the  source  of  sound  when  seen,  appears  at 
a  greater  distance  than  in  a  clear  atmosphere,  and  hence  the 
sound  itself  would  appear  to  bo  magnifieil. 

Fogs  also  exist  on  the  Mississippi,  especially  on  the  lower 
portion  of  the  river.  They  are  of  two  classes,  those  which 
result  from  the  cooling  of  the  earth,  particularly  during  the 
summer  in  clear  nights,  with  wind  probably  from  a  north- 
erly direction,  followed  by  a  gentle,  warm  wind  from  the 
south  surcharged  with  moisture,  and  the  other  induced  by 
the  water  of  the  river,  which  coming  from  melting  snow  of 
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northern  regions,  is  colder  than  the  aii*  in  the  vicinity.  The 
air  over  the  river  being  thus  cooled  below  the  temperature 
of  a  gentle  wind  from  the  south,  the  moisture  of  the  latter  is 
precipitated.  This  fog,  which  occurs  in  the  last  of  winter, 
during  the  spring,  and  beginning  of  summer,  is  very  dense, 
but  is  confined  entirely  to  the  atmosphere  above  the  river, 
while  the  other  class  of  fog  exists  over  the  land  as  well. 

Fog-signals. — ^The  importance  of  fog -signals  as  aids  to  nav- 
igation, especially  on  the  north-eastern  portion  of  our  coast, 
the  shore  of  which  is  exceedingly  bold  and  to  the  approach  of 
which  the  sounding-line  gives  no  sure  indication,  has  been 
from  the  first  an  object  of  special  attention. 

At  the  beginning  of  the  operations  of  the  Light-house 
Board,  such  instruments  were  employed  for  producing  sound 
as  had  been  used  in  other  countries;  these  consisted  of  gongs, 
bells,  guns,  horns,  &c.  The  bells  were  actuated  by  clock 
machinery,  which  was  wound  up  from  time  to  time  and 
struck  at  intervals  of  regular  sequence  by  which  their  posi- 
tion might  be  identified.  The  machinery  however  by 
which  these  bells  was  struck  was  of  a  rude  character  and 
exceedingly  wasteful  of  power,  the  weight  continuing  to 
descend  during  the  whole  period  of  operation,  including  the 
successive  intervals  of  silence.  This  defect  was  remedied  by 
the  invention  of  Mr.  Stevens,  who  introduced  an  escapement 
arrangement,  similar  to  that  of  a  clock,  which  is  kept  in 
motion  by  a  small  weight,  a  larger  one  being  brought  into 
operation  only  during  the  instant  of  striking. 

Bell-buoys  were  also  introduced  at  various  points.  These 
consisted  of  a  bell  supported  on  a  water-tight  vessel  and  rung 
by  the  oscillation  of  the  waves.  But  all  contrivances  of  this 
kind  have  been  found  to  be  untrustworthy;  the  sound  which 
they  emit  is  of  comparatively  feeble  character,  can  be  heard 
at  but  a  small  distance,  and  is  frequently  inefficient  during 
a  fog  which  occurs  in  calm  weather.  Besides  this,  automatic 
fog-signals  are  liable  to  be  interfered  with  by  ice  in  northern 
positions,  and  in  all  sections — to  derangement  at  times  when 
no  substitute  can  be  put  in  their  place,  as  can  be  in  the  cases 
of  the  bells  rung  by  machinery  under  the  immediate  con- 
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trol  of  keepers.  A  signal  which  is  liable  to  be  interrupted 
in  its  warnings  is  worse  than  no  signal,  since  its  absence  may 
give  confidence  of  safety  in  the  midst  of  danger,  and  thua 
prevent  the  necessary  caution  which  would  otherwise  be 
employed. 

Guns  have  been  employed  on  the  United  States  coast,  first 
under  the, direction  of  General  Bates,  engineer  of  the  twelfth 
district,  at  Point  Bonita.San  Francisco  Bay,  California.  The 
gun  at  this  station  consisted  of  a  24-pounder,  furnished  by 
the  War  Department.  The  necessary  arrangements  being 
made,  by  the  construction  of  a  powder-house,  and  laying  of 
a  platform,  and  employment  of  a  gunner, — notice  to  mariners 
was  given  that  after  the  8th  of  August,  1856,  a  signal-gun 
would  be  fired  every  hour  and  half-hour,  night  and  day, 
during  foggy  or  thick  weather.  The  first  year,  with  the 
exception  of  eighty-eight  foggy  days,  omitted  for  want  of 
powder,  1390  rounds  were  fired.  These  consumed  5560 
pounds  of  powder,  at  a  cost  of  $1,487,  pay  of  gunner  and 
incidentals  excluded.  The  following  year  the  discharges 
were  1582,  or  about  one-eleventh  of  the  number  of  hours  and 
half-hours  of  the  whole  time.  The  fog-gun  was  found  to 
answer  a  useful  purpose ;  vessels  by  the  help  of  it  alone  hav- 
ing come  into  the  harborduring  a  fog  at  night,  as  well  as  in 
the  day,  that  otherwise  could  not  possibly  have  entered. 
This  signal  was  continued  uutil  it  was  superseded  by  a  bell- 
boat.  A  gun  was  also  used  at  West  Quoddy  Head,  near  the 
extreme  eastern  part  of  Maine.  It  consisted  of  a  short  piece 
or  carronade,  5  feet  long,  with  a  bore  of  SJ  inches,  charged 
with  four  pounds  of  blasting  poTOder,  The  powder  was  made 
up  in  cartridges  and  kept  in  chests  in  the  work-house.  The 
gun  was  only  fired  on  foggy  days,  when  the  steamboat  run- 
ning between  Boston  and  Saint  John,  New  Brunswick,  was 
approaching  the  light-house  from  the  former  place.  In 
going  in  the  other  direction  the  signal  was  not  so  much  re- 
quired, because  in  the  former  case  (of  approach)  the  vessel 
had  been  for  some  time  out  of  sight  of  land,  and  consequently 
its  position  could  not  be  so  well  known.  The  firing  was 
commenced  with  the  hearing  of  the  steamer's  whistle  as  she 
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was  approaching,  and  as  the  wind  during  the  fog  at  this 
place  is  generally  from  tlie  south,  the  steamer  could  be  heard 
five  or  six  miles.  The  firing  was  continued  as  frequently  as 
the  gun  could  be  loaded  until  the  steamer  answered  by  a  sig- 
nal of  three  puffsof  its  whistle.  The  number  of  discharges  was 
from  one  to  six,  the  latter  exhausting  a  keg  of  powder  valued 
at  $8.  The  keeper  of  the  light-house  acted  as  gunner  with- 
out compensation  other  than  his  salary.  The  cost  of  powder 
was  paid  by  the  steamboat  company.  The  report  of  the  gun 
was  heard  from  two  to  six  miles. 

This  signal  has  been  abandoned, — ^because  of  the  danger 
attending  its  use — the  length  of  the  intervals  between  the 
successive  explosions — and  the  brief  duration  of  the  sound, 
which  renders  it  difficult  to  determine  with  accuracy  its 
direction. 

The  lamented  General  Hartman  Bache,  of  the  Light-House 
Board,  adopted  a  very  ingenious  plan  for  an  automatic  fog- 
signal  which  consisted  in  taking  advantage  of  a  conical  open- 
ing in  the  coast,  generally  designated  a  blow-hole.  On  the 
apex  of  this  hole  he  erected  a  chimney  which  terminated  in  a 
tube  surmounted  by  a  locomotive  whistle.  By  this  arrange- 
ment a  loud  sound  was  produced  as  often  as  a  wave  entered 
the  mouth  of  the  indentation.  The  penetrating  power  of 
the  sound  from  this  arrangement  would  not  be  great  if  it 
depended  merely  on  the  hydrostatic  pressure  of  the  wave, 
•since  this,  under  favorable  circumstances,  would  not  be  more 
than  that  of  a  column  of  water  20  feet  high,  giving  a  pres- 
sure, of  about  10  pounds  to  the  square  inch.  The  effect 
however  of  the  percussion  might  add  considerably  to  this, 
though  the  latter  would  be  confined  in  effect  to  a  single  in- 
stant. In  regard  to  the  practical  result  from  this  arrange- 
ment, which  was  continued  in  operation  for  several  years,  it 
was  found  not  to  obviate  the  necessity  of  producing  sounds 
of  greater  j)ovver.  It  is  however  founded  on  an  ingenious 
idea,  and  may  be  suscei)tible  of  application  in  other  cases. 

Experiments  by  Professor  J.  H.  Alexander,  in  1855. 
The  Light-House  Board  was  not  content  with  the  employ- 
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raent  alone  of  the  fog-signals  in  ordinary  use,  but  directed  a 
series  of  experiments  in  order  to  improve  this  branch  of  its 
service.  For  this  purpose  the  board  employed  Prof.  J.  H. 
Alexander,  of  Baltimore,  who  made. a  report  on  the  subject, 
which  was  published  among  the  documents.  The  investiga- 
tions of  Professor  Alexander  related  especially  to  the  use  of 
the  locomotive  steam-whistle  as  a  fog-signal,  and  in  his  re- 
port he  details  the  results  of  a  series  of  experiments  in  regard 
to  the  nature  and  adjustment  of  the  whistle,  the  quantity 
of  s^eam  necessary  to  actuate  it,  with  suggestions  as  to 
its  general  economy  and  management.  He  found,  what 
has  since  been  fully  shown,  that  the  power  of  the  soun»l 
depends  upon  the  pressure  of  the  steam  in  the  boiler,  and 
the  pitch  upon  the  distance  between  the  circular  orifice 
through  w^hich  the  steam  issues,  and  the  edge  of  the  bell. 
He  appears  however  to  be  under  an  erroneous  impression 
tliat  the  sound  is  produced  by  the  vibrations  of  the  metal  of 
the  goblet  or  bell,  while  in  fact  this  latter  portion  of  the 
apparatus  is  a  resounding  cavity,  which  as  I  have  shown  in 
subsequent  experiments,  may  be  constructed  of  wood  as  well 
as  of  brass,  in  order  to  produce  the  same  effect.  Prof.  Alex- 
ander also  mentions  the  effect  of  the  wind  in  diminishing 
the  penetrating  power  of  sound  when  in  an  adverse  direction, 
either  directly  or  approximately.  He  also  recommends  the 
adoption  of  an  automatic  pump  to  supply  the  boilers  with 
water,  and  also  to  open  and  shut  the  valves  at  the  proper 
intervals  for  blowing  the  whistle.  He  states  that  the  loca- 
tion of  a  sound  can  be  determined  more  precisely  in  the  case 
of  loud,  high  sounds  than  in  that  of  feebler  or  lower  ones. 
I  am  not  prepared  to  concur  with  him  on  this  point,  in  view 
of  experiments  of  my  own.  In  all  cases  however  loud  sounds 
are  more  desirable  than  feebler  ones,  in  order  that  they  may 
be  heard  at  a  greater  distance  above  the  noise  of  the  surf 
and  that  of  the  wind  as  it  passes  through  the  spars  and  rig- 
ging of  vessels. 

The  board  at  this  time  however  was  not  prepared  to 
adopt  these  suggestions,  and  an  unsuccessful  attempt  to  use 
a  steam-boiler,  rendered  abortive  by  the  incapacity  of  the 
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keeper  to  give  it  proper  attendance,  discouraged  for  a  time 
efforts  in  this  line. 

Previous  to  the  investigations  of  Prof.  Alexander  at  the 
expense  of  the  Light-House  Board,  Mr.  DaboU,  of  New  Lon- 
don had  for  several  years  been  experimenting  on  his  own 
account  with  reference  to  a  fog-signal.  His  plan  consisted 
in  employing  a  reed  trumpet,  constructed  after  the  manner 
of  a  clarionet,  and  sounded  bv  means  of  air  condensed  in  a 
reservoir,  the  condensation  being  produced  by  horse-power 
operating  through  suitable  machinery.  Although  the  sound 
of  this  was  more  penetrating  than  that  of  bells,  still  the  ex- 
pense and  inconvenience  of  the  maintenance  of  a  horse, 
together  with  the  cost  of  machinery,  prevented  its  adoption. 
Mr.  Daboll  however  after  this  presented  to  the  board  a  mod- 
ification of  his  invention,  in  which  a  hot-air  engine  of 
Ericsson's  patent  was  substituted  as  the  motive  power,  instead 
of  the  horse ;  and  the  writer  of  this  report,  as  chairman  of 
the  committee  on  experiments  in  behalf  of  the  board, 
examined  this  invention  and  reported  in  favor  of  its  adoption. 
The  other  members  of  the  committee  made  an  unfavorable 
report,  on  the  ground  that  fog-signals  were  of  little  impor- 
tance, since  the  mariner  should  know  his  place  by  the 
character  of  his  soundings  in  all  places  where  accurate  sur- 
veys had  been  made,  or  should  not  venture  near  the  coast 
until  the  fog  was  dissipated.  The  board  however  established 
Daboll  trumpets  at  different  stations  which  have  been  in 
constant  use  up  to  the  present  time. 


PART  I.— INVESTIGATIONS   FROM  1865  TO  1872. 
(Report  of  the  United  States  Light-House  Board  for  1874,  pp.  87-107.) 

Experiments  near  New  Haveiij  in  1865. 

The  subject  of  sound,  in  connection  with  fog-signals,  still 
continued  to  occupy  the  attention  of  the  board,  and  a  series 
of  investigations  was  made  in  October,  1865,  at  the  light- 
house near  New  Haven,  under  the  direction  of  the  writer  of 
this  report,  in  connection  with  Commodore,  now  Admiral  L. 
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M.  Powell,  inspector,  aod  Mr,  Lodorle,  acting  engineer  of  the 
third  district. 

The  priucipal  object  was  to  compare  the  sound  of  bells,  of 
steam- whistles,  and  other  instruments,  and  the  effect  of 
reflectors,  and  also  the  operation  of  different  hot-air  engines. 
For  this  purpose  the  committee  was  furnished  with  two  small 
sailing  vessels.  As  these  were  very  imperfectly  applicable, 
since  they  could  not  be  moved  without  wind,  the  writer  of 
the  report  devised  an  instrument  denominated  au  "artificial 
ear,"  by  which  the  relative  penetrating  power  of  different 
sounding  bodies  could  be  determined  and  expressed  in 
numbers  by  the  removal  of  the  observer  to  a  comparatively 
short  distance  from  the  point  of  origin  of  the  sound.  This 
instrument  consisted  of  a  conical  horn  made  of  ordinary 
tinned  sheet  iron,  thfjaxisof  which  was  about  4  feet  in 
lengtli,  the  diameter  of  the  larger  cud  9  inches,  and  tapering 
gradually  to  1 J  of  an  inch  at  the  smaller  end.  The  axis  of 
this  horn  was  bent  at  the  smaller  cud  in  a  gentle  curve, 
until  the  plane  of  the  section  of  the  smaller  end  was  at  right 
angles  to  the  transverse  section  of  the  larger  end,  so  that 
when  the  axis  of  the  trumpet  was  held  horizontally  and  the 
larger  section  vertically,  then  the  section  of  the  smaller  end 
would  be  horizontal.  Across  the  smaller  end  a  thin  mem- 
brane of  gold-beater's  akin  was  slightly  stretched  and  secured 
by  a  thread.  On  this  membranu  fine  sand  was  strewn.  To 
protect  the  latter  from  disturbance  by  the  wind  it  was  sur- 
rounded by  a  cylinder  of  glass  cut  from  a  lamp-chimney, 
the  upper  end  of  which  was  covered  with  a  plate  of  glass; 
and  in  the  improved  condition  of  the  instrument,  with  a 
magnifying  leus  with  which  to  observe  more  minutely  the 
motions  of  the  sand.  To  use  this  instrument  in  comparing 
the  relative  penetrating  power  of  sound  from  different  sources, 
as  for  example  from  two  bells,  the  axis  being  held  horizontal, 
the  mouth  was  turned  toward  one  of  the  bells,  and  the  effect 
causing  agitation  of  the  sand  was  noted.  The  instrument 
was  then  removed  to  a  station  a  little  farther  from  the  bell, 
and  the  effect  again  noted,  the  distance  being  increased 
step  by  step  until  no  motion  in  tho  sand  could  be  observcfl 


380  WRITINGS   OF   JOSEPH   HENRY.  [1874 

through  the  lens.  This  distance  being  measured  in  feet  or 
yards  gave  the  number  indicating  the  penetrating  power  of 
the  instrument  under  trial.  The  same  experiment  was 
immediately  repeated  under  the  same  conditions  of  tem- 
perature, air,  wind,  &c.,  with  the  other  sounding  apparatus, 
and  the  relative  number  of  yards  indicating  the  distance 
taken  as  the  penetrating  powers  of  the  two  instruments.  It 
should  be  observed  in  the  use  of  this  instrument,  that  it  is 
intended  merely  to  concentrate  the  rays  of  sound  and  not  to 
act  as  a  resounding  cavitj^;  since  in  that  case  the  sound — in 
unison  with  the  resounding  note,  would  produce  an  eflFect  at 
a  greater  distance  than  one  in  discord. 

The  indications  of  this  instrument  were  compared  with 
the  results  obtained  by  the  ear  in  the  use  of  the  two  vessels, 
and  in  all  cases  were  in  exact  accordance;  and  it  was  accord- 
ingly used  in  the  following  investigations,  and  has  been 
found  of  great  service  in  all  subsequent  experiments  on  the 
penetration  of  sound. 

The  only  precaution  in  using  it  is  that  the  membrane 
shall  not  be  of  such  tension  as  to  vibrate  in  unison  with  a 
single  sound  or  its  octaves;  or  in  other  words  that  the  instru- 
ment must  be  so  adjusted  by  varying  the  length  of  the  axis 
or  the  tension  of  the  membrane  that  it  shall  be  in  discord- 
ance with  the  sounds  to  be  measured,  and  only  act  as  a  con- 
denser of  the  sonorous  waves. 

The  first  experiments  made  were  with  regard  to  the  influ- 
ence of  reflectors.  For  this  purpose  a  concave  wooden 
reflector  had  been  prepared,  consisting  of  the  segment  of  a 
sphere  of  IG  feet  radius  and  covered  with  plaster,  exposing 
a  surface  of  64  square  feet.  In  the  focus  of  this,  by  means 
of  a  temporary  railway,  a  bell  or  whistle  could  be  readily 
introduced  or  withdrawn.  The  centre  of  the  mouth  of  the 
bell  was  placed  in  the  horizontal  axis  of  the  reflector.  This 
arrangement  being  completed,  the  sound  of  the  bell  with 
and  without  the  reflector  behind  it  was  alternatelv  observed. 
Within  the  distance  of  about  500  yards  the  effect  was  evi- 
dently increased,  as  indicated  by  the  motion  of  the  sand  on 
the  membrane,  but  beyond  this,  the  difference  was  less  and 
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less  perceptible,  and  at  the  limit  of  audibility,  the  addition 
of  the  reflector  appeared  to  us  entirely  imperceptible.  This 
result  was  corroborated  by  subsequent  experiments  in  which 
a  wliistle  was  heard  nearly  as  well  in  the  rear  of  a  reflector 
as  before  it.  It  would  appear  from  these  results  that  while 
feeble  sounds  at  small  distances  are  reflected  as  rays  of  light 
are,  waves  of  powerful  sound  spread  laterally,  and  even 
when  projected  from  the  mouth  of  a  trumpet  tend  at  a  great 
distance  to  embrace  tlie  whole  circle  of  the  horizon. 

Upon  this  and  all  the  subsequent  experiments,  as  it  will 
appear,  the  principle  of  reflection  as  a  means  of  re-inforcing 
sound  is  but  slightly  applicable  to  fog-signals.  It  is  evident 
however  that  the  effect  will  be  somewhat  increased  by 
augmenting  the  size  of  the  reflector  and  by  more  completely 
inclosing  the  source  of  sound  in  a  conical  or  pyramidal 
reflector. 

Another  series  of  experiments  was  made  to  ascertain 
whether  the  penetration  of  the  sound  was  greater  in  the 
direction  of  the  axis  of  the  bells,  or  at  right  angles  to  the 
axis;  or  in  other  words,  whether  the  sound  was  louder  in 
front  of  the  mouth  of  a  bell  or  of  its  rim.  The  result  of  this 
experiment  was  considered  of  importance,  since  in  one  of  the 
Hght-houses  a  bell  has  been  placed  with  the  plane  of  its 
mouth  at  right  angles  to  the  horizon,  instead  of  being  placed 
as  usual  parallel  to  the  same.  The  effect  on  the  sound  in 
these  two  positions  was  similar  to  that  produced  by  the  bell 
with  a  reflector,  the  noise  at  a  short  distance  being  greater 
with  the  mouth  toward  the  observer  than  when  the  rim  was 
in  the  plane  of  the  ear.  At  a  considerable  distance  however, 
the  difference  between  the  two  sounds  was  imperceptible.  In 
practice  therefore  it  is  of  very  little  importance  whether  the 
axis  of  the  bell  is  perpendicular  or  parallel  to  the  horizon. 

The  first  fog-signal  examined  in  this  series  of  experiments 
was  a  double  whistle,  improperly  called  a  steam-gong,  de- 
signed principally  for  a  fire-alarm  and  for  signals  for  the 
commencement  of  working-hours  in  large  manufacturing 
establishments.  It  consisted  of  two  bells  of  the  ordinary 
steam- whistle  on  the  same  hollow  axis,  mouth  to  mouth, 
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with  a  flat,  hollow  cylinder  between  them,  through  the  upper 
and  lower  surfaces  of  which  the  circular  sheets  of  steana  issue, 
the  vibration  of  which  produces  the  sound.  In  the  instrument 
under  examination,  the  upper  bell  was  20  inches  in  length 
of  axis,  and  12  inches  in  diameter,  and  the  lower  whistle 
was  of  the  same  diameter,  with  a  length  of  axis  of  14  inches. 
The  note  of  the  shorter  bell  was  a  fifth  above  that  of  the 
longer.  This  arrangement  gave  a  melodious  sound,  unlike 
that  of  the  ordinarv  locomotive- whistle,  and  on  that  account 
had  a  peculiar  merit.  The  sound  was  also  very  loud,  and 
according  to  testimony — had  been  heard  under  favorable  cir- 
cumstances more  than  twenty  miles.  It  required  a  large 
quantity  of  steam  however,  to  give  it  its  full  effect,  and  the 
only  means  to  obtain  an  approximate  idea  as  to  this  quan- 
tity was  that  afforded  by  observing  its  action  on  a  boiler  of 
a  woolen  manufactory  near  Newport.  It  was  here  blown 
with  a  pressure  of  at  least  75  pounds.  From  theoretical 
considerations  however,  it  might  be  inferred  that  its  maxi- 
mum penetrating  power  would  not  be  greater  than  that  of 
a  single  whistle  using  the  same  amount  of  steam,  and  this 
theoretical  inference  was  borne  out  by  the  subsequent  experi- 
ments of  General  James  C.  Duane.  But  from  the  strikingly 
distinctive  character  of  its  tone  it  has  in  our  opinion  an 
advantage  over  a  single  whistle  expending  an  equal  quantity 
of  steam. 

The  fact  that  the  vibration  of  the  metal  of  the  bell  had 
no  practical  effect  on  the  penetrating  power  of  the  sound 
was  proved  quite  conclusively  by  winding  tightly  around 
each  bell,  over  its  whole  length,  a  thick  cord,  which  would 
effectually  stop  all  vibration.  The  penetration  of  the  sound 
produced  under  this  condition  was  the  same  as  that  with 
the  bells  free.  It  is  true,  the  latter  produces  a  difference  in 
the  quality  of  the  tone,  such  as  that  which  is  observed  in  a 
brass  instrument  and  that  of  one  of  wood  or  ivory.  The 
inventor  was  not  aware  that  the  sound  produced  was  from 
the  resonance  of  the  air  within  the  bell,  and  not  from  the 
metal  of  the  bell  itself,  and  had  obtained  a  patent,  not  only 
for  the  invention  of  the  double  whistle,  but  also  for  the 
special  compound  of  metal  of  which  it  was  composed. 
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Another  apparatus  proposed  to  be  used  as  a  fog-sigiml  was 
presented  for  examination  by  the  Marine  Signal  Company, 
of  Wallingford,  Conn.  It  consisted  of  a  curved  tube  of  cop- 
per nearly  in  the  form  of  the  letter  C,  and  was  supported  on 
an  axis  passing  through  the  centre  of  the  figure.  An  ordi- 
nary bell-whistle  was  attached  to  each  extremity  of  the  tube, 
the  instrument  being  placed  in  a  vorticftl  position  and 
partly  filled  with  water,  then  made  to  oscillate  on  its 
centre  of  support.  By  this  means  the  air  was  drawn  in  at 
one  end  and  forced  out  through  the  whistle  at.the  other. 
The  motion  being  revei-sed  the  air  was  drawn  in  at  the  end 
through  which  it  had  just  made  its  exit  and  forced  out 
through  the  whistle  at  the  other.  By  rocking  the  instru- 
ment, either  by  hand  or  by  the  motion  of  tlio  vessel,  a 
continued  sound  could  be  produced.  The  motive  power 
in  the  former  case  was  muscular  energy,  and  the  experi- 
ments which  were  mado  at  this  time,  as  well  as  all  that  have 
been  made  subsequently,  conclusively  prove  that  the  pene- 
trating jxiwer  of  the  sound  for  practical  use  as  a  fog-signal 
depends  upon  the  intensity  of  the  motive  energy  employed. 
No  instrument  operated  through  levers  and  pumps  by  hand- 
power  is  sufficient  for  the  purpose. 

One  of  these  instruments  witli  two  4-incii  whistles  gave  a 
sound,  (as  indicated  by  the  artificial  ear,)  the  power  of  which 
was  about  one-tenth  of  that  of  a  .steam -trumpet.  It  was 
supposed  however  that  this  instrument  would  be  applicable 
for  light-ships;  and  that  if  extended  entirely  across  the  vessel 
and  armed  with  whistles  of  large  size,  it  would  be  operated 
by  the  rolling  of  the  vessel,  and  thus  serve  to  give  warning 
in  time  of  thick  weather.  But  as  it  frequently  happens  that 
fog  exists  during  a  calm,  this  invention  could  not  be  relied 
upon  to  give  warning  in  all  cases  of  danger.  Besides  this, 
the  ordinary  roll  of  a  ship  is  not  sufficient  to  produce  a 
hydrastatic  pressure  of  more  than  five  or  six  pounds  to  the 
square  inch,  which  is  insufficient  to  give  an  effective  sound. 
It  has  however  been  proposed  to  increase  the  power  by  using 
quicksilver  instead  of  water;  but  besides  the  first  cost  of  thia 
material,  and  the  constant  loss  by  leakage  and  oxidation, 
the  tendency  to  affect  the  health  of  the  crew  ia  an  objectioa 
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to  tlie  introduction  of  this  modification  of  the  apparatus  into 
light-ships. 

The  other  instruments  which  were  subjected  to  trial  were 
an  ordinary  steam-whistle  and  a  DaboU  trumpet.  The  bell 
of  the  whistle  was  6  inches  in  diameter,  9  inches  in  height, 
and  received  the  sheet  of  steam  through  an  opening  of  one- 
thirtieth  of  an  inch  in  width  ;  was  worked  by  a  pressure  of 
condensed  air  of  from  20  to  35  pounds  per  square  inch,  and 
blown  once  in  a  minute  for  about  five  seconds.  The  air  was 
condensed  by  a  Roper  engine  of  one-horse  power.  The  pen- 
etrating power  of  the  sound  was  increased  by  an  increase  in 
the  pressure  of  the  air,  and  also  the  pitch.  The  tone  how- 
ever of  the  instrument  was  lowered  by  increasing  the  distance 
between  the  orifice  through  which  the  circular  sheet  of  air 
issued  at  the  lower  rim  of  the  bell  or  resounding  cavity. 
To  prove  conclusively  that  the  bell  performs  the  part  of  a 
mere  resounding  cavity,  a  wooden  one — on  a  subsequent 
occasion,  was  substituted  for  that  of  metal  without  a  change 
in  the  loudness  or  the  pitch  of  the  sound. 

The  penetrating  power  of  the  whistle  was  compared  with  a 
Daboll  trumpet,  actuated  by  an  Ericsson  engine  of  about  the 
same  power;  the  reservoir  for  the  condensed  air  of  each 
machine  was  furnished  with  a  pressure-guage,  and  by  know- 
ing the  capacity  of  the  condensing  pumps  and  the  number 
of  strokes  required  to  produce  the  pressure,  the  relative 
amount  of  power  was  determined.  Tlie  result  was  that  the 
penetrating  power  of  the  trumpet  was  nearly  double  that  of 
the  whistle,  and  that  an  equal  elFect  was  produced  at  the 
same  distance  by  about  one-fourth  of  the  power  expended 
in  the  case  of  tlie  latter.  It  must  be  recollected  though  that 
the  whistle  sends  sonorous  waves  of  equal  intensity  in  ever}' 
direction,  while  tlie  greatest  power  of  the  trumpet  is  in  the 
direction  of  its  axis.  This  difference  however  is  lessened  on 
account  of  the  spreading  of  the  sound  to  which  we  have  be-' 
fore  alluded."     The  whistle  was  blown,  as  we  have  said,  with 


*Tt  is  worthy  of  note  however  that  in  thecusj*  of  a  sound  havinir  nriinarilv 
an  axial  direction,  the  sub.se(|uent  hiteral  diffusion  niu^t  i-esult  in  enleobling 
tlie  whole  sphere?  of  expanding  sound- waves  in  a  more  rapid  ratio  than  the 
square  of  the  distance. 
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a  pressure  of  from  20  to  35  pounds,  while  the  trumpet  was 
sounded  with  a  pressure  of  from  12  to  15  pounds.  In  the 
case  of  the  whistle,  the  pressure  in  the  reservoir  may  be 
indefinitely  increased  with  an  increase  of  the  penetrating 
power  of  the  sound  produced,  while  in  the  case  of  the  trumpet 
a  pressure  greater  than  a  given  amount  entirely  stops  the 
blast  by  preventing  the  recoil  of  the  vibrating  tongue; 
this  being  made  of  steel,  in  the  larger  instruments  2J  inches 
wide  and  8  inches  long,  would  receive  a  pressure  of  steam, 
at  only  10  pounds  to  the  square  inch,  of  200  pounds,  tending 
to  press  it  into  the  opening  and  to  prevent  its  recoil,  this 
circumstance  limits  the  power  of  a  trumpet  of  given  dimen- 
sions. It  is  well  fitted  however  to  operate  with  a  hot-air 
engine,  and  is  the  least  expensive  in  fuel  of  any  of  the 
instruments  now  employed.  The  whistle  is  the  simpler  and 
easier  of  management,  although  they  both  require  arrange- 
ment of  machinery  in  order  that  they  may  be  operated  auto- 
matically. 

It  is  a  matter  of  much  importance  to  obtain  a  hot-air 
engine  of  sufficient  power,  and  suitable  for  working  fog-sig- 
nals of  all  classes.  This  will  be  evident  when  we  consider 
the  difficulty  in  many  cases  of  obtaining  fresh  water  for  pro- 
ducing steam,  and  the  expense  of  the  renewal  of  the  boilers 
in  the  use  of  salt-water,  as  well  as  that  of  the  loss  of  power 
in  frequently  blowing  out  the  latter,  in  addition  to  the  dan- 
ger of  the  use  of  steam  by  unskillful  attendants. 

The  merits  of  the  two  engines  however  under  considera- 
tion could  not  be  fully  tested  by  the  short  trial  to  which 
they  were  subjected  during  these  experiments.  The  princi- 
pal objection  to  the  Ericsson  engine  was  the  size  of  the  fly- 
wheel and  the  weight  of  the  several  parts  of  the  machine ; 
the  Roper  engine  was  much  more  compact,  and  appeared  to 
work  with  more  facility,  but  from  the  greater  heat  imparted 
to  the  air  the  packing  was  liable  to  burn  out  and  required 
to  be  frequently  renewed.  Although  at  first  the  impression 
of  the  committee  was  in  favor  of  the  Roper  engine,  yet  in 
subsequent  trials  of  actual  practice  it  was  found  too  difficult 
to  be  kept  in  order  to  be  employed  for  light-house  purposes, 
25 


386  WRITINGS   OF   JOSEPH   HENRY.  [1874 

and  its  use  has  consequently  been  abandoned ;  another  hot- 
air  engine  has  been  employed  by  the  board,  the  invention 
of  a  Mr.  Wilcox,  which  has  also  been  discontinued  for  a 
similar  reason.  I  was  assured  by  the  person  last  named,  a 
very  ingenious  mechanician,  that  when  the  several  patents 
for  hot-air  engines  expired,  a  much  more  efficient  instrument 
could  be  devised  by  combining  the  best  features  of  each  of 
those  now  in  use. 

For  determining  the  relative  penetrating  power  of  these 
instruments,  the  use  of  two  vessels  had  been  obtained,  with 
the  idea  of  observing  the  sound  simultaneously  in  opposite 
directions. 

Unfortunately  however,  the  location  which  had  been  chosen 
for  these  experiments  was  of  a  very  unfavorable  character  in 
regard  to  the  employment  of  sailing-vessels  and  the  use  of 
the  artificial  ear.  It  was  fully  open  to  the  ocean  only  in  a 
southerly  direction,  navigation  up  the  bay  to  the  north  being 
limited  to  three  and  a  half  miles,  while  on  shore  a  sufficient 
unobstructed  space  could  not  be  obtained  for  the  proper  use 
of  the  artificial  ear.  With  these  obstructions  and  the  neces- 
sity of  beating  against  the  wind,  thereby  constantly  altering 
the  direction  of  the  vessel,  exact  comparisons  were  not  pos- 
sible, yet  the  observations  made  were  sufficiently  definite  to 
warrant  certain  conclusions  from  them  as  to  the  relative 
power  of  the  various  instruments  submitted  to  examination. 

The  following  is  a  synopsis  of  the  observations  on  four 
different  days.  Before  giving;  these,  it  is  necessary  to  ob- 
serve that  at  each  stroke  of  the  piston  of  the  hot-air  engine 
a  loud  sound  was  produced  by  the  blowing  off  of  the  hot 
air  from  the  cylinder,  after  it  has  done  its  work.  In  the 
following  statement  of  results  the  noise  thus  produced  is 
called  the  exhaust.  On  the  first  day,  but  one  set  of  observa- 
tions was  made,  the  vessel's  course  being  nearly  in  the  line 
of  tlie  axis  of  the  trumpet.  The  order  of  penetrating  power 
was  as  follows:  1st,  trumpet;  2nd,  exhaust ;  3d,  bell ;  these 
instruments  being  heard  respectively  at  5J,  3^,  and  2  miles. 
The  whistle  was  not  sounded. 

On  the  second  day,  simultaneous  observations  were  made 
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from  two  vessels  sailing  in  nearly  opposite  directions.  The 
results  of  the  observations  made  on  the  vessel  sailing  in  a 
southerly  direction  were  very  irregular.  The  trumpet  was 
heard  at  3f  miles  and  lost  at  4|  miles  with  the  wind  slightly 
in  favor  of  the  sound,  and  heard  at  6J  miles  with  the  wind 
somewhat  against  the  sound  ;  it  was  heard  even  at  7|  miles 
from  the  masthead,  though  inaudible  from  the  deck.  In  all 
these  cases  the  position  of  the  vessel  was  nearly  in  line  with 
the  axis  of  the  trumpet. 

The  whistle  and  exhaust  were  heard  at  7J  miles  with  a 
feeble  opposing  wind,  and  lost  at  6i  miles  when  the  force  of 
the  wind  became  greater. 

The  order  of  penetration  in  this  series  of  observations  was: 
1st,  trumpet  and  gong ;  2nd,  whistle ;  3d,  exhaust. 

In  the  case  of  a  vessel  sailing  northward,  its  course  being 
almost  directly  against  the  wind  ^d  in  the  rear  of  the 
trumpet,  all  the  sounds  were  lost  at  less  distances  than  in 
the  case  of  the  other  vessel.  The  observations  showed  very 
clearly  the  effect  of  the  wind,  the  bell  at  a  certain  distance 
being  heard  indistinctly  with  a  strong  opposing  wind  and 
more  and  more  plainly  as  the  wind  died  away.  The  trumpet 
was  heard  only  as  far  as  the  whistle,  the  vessel  being  in  the 
rear  of  it. 

On  the  third  day,  observations  were  made  from  the  two 
vessels,  both  however  sailing  to  the  south.  From  the  vessel 
sailing  at  right  angles  to  the  direction  of  the  wind  the  order 
of  penetration  was  :  1st,  trumpet;  2nd,  whistle;  3d,  exhaust; 
4th,  bell. 

In  the  case  of  the  other  vessel  the  opposing  effect  of  the 
wind  was  greater,  and  the  sounds  were  heard  to  a  less  dis- 
tance; the  order  was:  1st,  trumpet;  2nd,  whistle;  3d,  ex- 
haust; 4th,  bell;  5th,  rocker. 

On  the  fourth  day,  two  trips  were  made  by  the  same  vessel 
in  the  course  of  the  day,  one  being  northward  and  the  other 
southward.  In  the  first  case  the  trumpet  was  lost  at  3^ 
miles,  the  vessel  being  nearly  in  its  rear ;  in  the  second  case, 
the  wind  being  almost  directly  opposed  to  the  sound,  the 
large  bell  was  heard  at  IJ  miles,  and  lost  at  |  of  a  mile, 
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which  was  probably  due  to  increase  of  the  force  of  the  wind ; 
the  trumpet  was  lost  at  3^  miles. 

In  all  these  observations,  owing  to  the  unfavorable  con- 
ditions of  the  locality,  and  the  direction  of  the  wind,  we  were 
unable  to  obtain  any  satisfactory  observations  on  sound 
moving  with  the  wind.  In  all  cases  the  results  were  obtained 
from  sounds  moving  nearly  against  the  wind,  or  at  right 
angles  to  it.  From  the  results  of  the  whole  it  appears  that 
the  sound  was  heard  farther  with  a  light  opposing  wind 
than  with  a  stronger  one,  and  that  it  was  heard  farthest  of  all 
at  right  angles  to  the  wind.  From  this  latter  fact  however 
it  should  not  be  inferred  that  in  this  case  sound  could  be 
heard  farther  at  right  angles  to  the  wind  than  with  the  wind, 
but  that  in  this  dire<rtion  the  effect  of  the  wind  was  neutra- 
lized. The  results  also  exhibited,  in  a  striking  manner, 
the  divergency  of  sound  from  the  axis  of  the  trumpet,  the 
trumpet  being  heard  in  the  line  of  its  axis  in  front  at  6  miles 
and  behind  at  3  miles,  the  wind  being  nearly  the  same  in 
both  cases. 

All  the  observations  were  repeated  on  land  with  the  arti- 
ficial ear  as  far  as  the  unfavorable  condition  of  the  surface 
would  permit.  .  Although  the  limit,  as  to  distance,  at  which 
the  sand  might  be  moved  was  not  in  most  cases  observed, 
yet  the  relative  degree  of  agitation  at  a  given  distance  esUib- 
lished  clearly  which  was  the  most  powerful  instrument,  the 
result  giving  precisely  the  same  order  of  penetration  of  the 
different  instruments  as  determined  by  direct  audition. 

During  this  series  of  investigations  an  interesting  fact 
was  discovered,  namely,  a  sound  moving  against  the  wind, 
inaudible  to  the  ear  on  the  deck  of  the  schooner,  was  heard 
by  ascending  to  the  mast-head.  This  remarkable  fact  at  first 
suggested  the  idea  that  sound  was  more  readily  conveyed 
by  the  upper  current  of  air  than  the  lower,  and  this  apr)eared 
to  be  in  accordance  with  the  following  statement  of  Captain 
Keeney,  who  is  commander  of  one  of  the  light-house  vessels, 
and  has  been  for  a  long  time  engaged  on  the  banks  of  New- 
foundland in  the  occupation  of  fishing:  ''When  the  fisher- 
men in  the  morning  hear  the  sound  of  the  surf  to  the  leeward. 
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or  from  a  point  toward  which  the  wind  is  blowing,  they  take 
this  as  an  infallible  indication  that  in  the  course  of  from  one 
to  five  hours  the  wind  will  change  to  the  opposite  direc- 
tion- from  which  it  is  blowing  at  the  time/'  The  same  state- 
ment was  made  to  me  by  the  intelligent  keeper  of  the  fog- 
signal  at  Block  Island.  In  these  cases  it  would  appear  that 
the  wind  had  already  changed  direction  above,  and  was  thus 
transmitting  the  sound  more  in  its  own  direction  than  that 
of  the  wind  at  the  surface  of  the  earth. 

Another  rerrarkable  fact  bearing  on  this  same  point  is 
established  by  the  observations  of  General  James  C.  Duane. 
At  Cape  Elizabeth,  9  miles  south-easterly  from  the  general's 
house,  at  Portland,  is  a  fog-signal  consisting  of  a  whistle  10 
inches  in  diameter;  at  Portland  Head,  about  4  miles  from  the 
same  city,  in  nearly  the  same  direction,  is  a  Daboll  trumpet. 
There  can  be  no  doubt,  says  the  general,  that  those  signals 
can  be  heard  much  better  during  a  heavy  north-east  snow- 
storm than  at  any  other  time.     "As  the  wind  increases  in 
force,  the  sound   of  the  nearer  instrument,   the  trumpet, 
diminishes,  but  the  whistle  becomes  more  distinct;  but  I 
have  never  known  the  wind  to  blow  hard  enough  to  prevent 
the  sound  of  the  latter  from  reaching  this  city."     In  this 
case  the  sound  comes  to  the  city  in  nearly  direct  opposition 
to  the  course  of  the  wind,  and  the  explanation  which  sug- 
gested itself  to  me  was  that  during  the  continuance  of  the 
storm,  while  the  wind  was  blowing  from  the  northeast  at  the 
surface,  there  was  a  current  of  equal  or  greater  intensity 
blowing  in  an  opposite  direction  above,  by  which  the  sound 
was  carried  in  direct  opposition  to  the  direction  of  the  sur- 
face current.    The  existence  of  such  an  iipper  current  is  in 
accordance  with  the  hypothesis  of  the  character  of  a  north- 
east storm,  which  sometimes  rages  for  several  days  at  a  given 
point  on  the  coast  without  being  felt  more  than  a  few  miles 
in  the  interior,  the  air  continuously  flowing  in  below  and 
going  out  above.    Indeed,  in  such  cases  a  break  in  the  lower 
clouds  reveals  the  fact  of  the  existence  above  of  a  rapid  cur- 
rent in  the  opposite  direction. 
The  full  significance  however  of  this  idea  did  not  reveal 
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itself  to  mo  until  in  searching  the  bibliography  of  sound  I 
found  an  account  of  the  hypothesis  of  Professor  George  G. 
Stokes,  in  the  proceedings  of  the  British  Association  for  1856,* 
in  which  the  effect  of  an  upper  current  in  deflecting  the  wave 
of  sound  so  as  to  throw  it  down  upon  the  ear  of  the  auditor, 
or  directing  it  upward  far  above  his  head,  is  fully  explained. 
This  subject  will  be  referred  to  in  the  subsequent  parts  of  the 
report,  in  the  attempt  to  explain  various  abnormal  phenom- 
ena of  sound  that  have  been  observed  during  the  series  of 
investigations  connected  with  the  Light-House  Board. 

During  these  investigations  an  attempt  was  made  to  ascer- 
tain the  velocity  of  the  wind  in  an  upper  stratum  as  com- 
pared with  that  in  the  lower.  The  only  important  result 
however  was  the  fact  that  the  velocity  of  the  shadow  of  a 
cloud  passing  over  the  ground  was  much  greater  than  that 
of  the  air  at  the  surface,  the  velocity  of  the  latter  being  deter- 
mined approximately  by  running  a  given  distance  with  such 
speed  that  a  small  flag  was  at  rest  along  the  side  of  its  pole. 
While  this  velocity  was  not  perhaps  greater  than  six  miles 
per  hour,  that  of  the  shadow  of  the  cloud  was  apparently 
equal  to  that  of  a  horse  at  full  speed. 

During  this  and  subsequent  investigations,  inquiries  were 
made  in  regard  to  the  effect  of  fog  upon  sound,  it  being  a 
subject  of  considerable  importance  to  ascertain  w^hether 
waVcs  of  sound  like  the  rays  of  light  are  absorbed  or  stifled 
b}'  fog.  On  this  point  however  observers  disagree.  From 
the  very  striking  analogy  which  exists  in  many 'respects 
between  sound  and  light,  the  opinion  largely  prevails 
that  sound  is  impeded  by  fog,  although  observers  who  have 
not  been  influenced  by  this  analogy  have  in  many  in- 
stances adopted  the  opposite  opinion  that  «ound  is  better 
heard  during  a  fog  than  in  clear  weather.  For  instance, 
the  Rev.  Peter  Ferguson,  of  Massachusetts,  informs  me  that 
Trora  his  owui  observations  sound  is  conveyed  farther  in  a 
fog  than  in  a  clear  air.  He  founds  this  opinion  on  observa- 
tions which  he  has  made  on  the  sound  of  locomotives  of 
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several  railways  in  passing  over  bridges  at  a  distance.  Un- 
fortunately, the  question  is  a  difficult  one  to  settle,  since  in 
order  to  arrive  at  a  true  result,  the  effect  of  the  wind  must  be 
carefully  eliminated.  Captain  Keeney,  who  has  previously 
been  mentioned,  related  the  following  occurrence,  in  the  first 
part  of  which  he  was  led  to  suppose  that  fog  had  a  very 
marked  influence  in  deadening  sound,  though  in  a  subse- 
quent part  he  came  to  an  opposite  conclusion :  He  was  sailing 
during  a  dense  fog  with  a  slight  wind  bearing  him  toward  a 
light-vessel,  the  locality  of  which  be  expected  to  find  by 
means  of  the  fog-signal.  lie  kept  on  his  course  until  he 
thought  hiinself  very  near  the  sliip,  without  hearing  the 
stroke  of  the  bell.  He  then  anchored  for  the  night,  and 
found  himself  next  morning  within  a  short  distance  of  the 
light-vessel,  but  still  heard  no  sound,  although  he  was 
assured  when  he  got  to  it  that  the  bell  had  been  ringing  all 
night.  He  then  passed  on  iu  tlie  same  direction  in  which 
he  had  previously  sailed,  leaving  the  light-vessel 'behind, 
and  constantly  heard  the  bell  for  a  distance  of  several  miles, 
the  density  of  the  fog  not  perceptibly  dimiui.shing.  In  this 
case  it  is  evident  that  the  deadening  of  the  sound  was  not 
due  to  the  fog,  but  (as  wo  shall  hereafter  see,)  in  all  probabil- 
ity to  the  combined  action  of  the  upper  and  the  lower  cur- 
rents of  air. 

On  returning  to  Washington  the  writer  took  advantage 
of  the  occurence  of  a  fog  to  make  an  experiment  as  lo  the 
penetration  of  ihe  sound  of  a  small  bell  rung  by  clock-work, 
the  apparatus  being  the  part  of  a  moderator-lamp  intended 
lo  give  warning  to  the  keepers  when  the  supply  of  oil  ceased. 
The  result  of  the  experiment  was  contrary  to  the  supposition 
o(  absorption  of  the  sound  by  the  fog,  but  the  change  in  the 
condition  of  the  atmosphere  as  to  temperature  and  the 
motion  of  the  air  before  the  experiment  could  be  repeated 
in  clear  weather  rendered  the  result  not  entirely  satisfactory. 

Experimenta  at  Sandy  Hook  in  1867. 

The  next  series  of  experiments  was  made  from  October  10 

tu  October  18, 1867,  under  the  direction  of  the  writer  of  this 
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report,  in  connection  with  General  0.  M.  Poe,  engineer-secre- 
tary of  the  Light-House  Board,  Commodore  (now  Admiral) 
Augustus  L.  Case,  then  inspector  of  the  third  light-house 
district,  and  Mr.  I^derle,  acting  engineer  of  the  same 
district. 

The  principal  object  of  these  investigations  was  to  com- 
pare different  instruments  and  to  ascertain  the  improvements 
which  had  been  made  in  them  since  the  date  of  the  last 
investigations,  especially  the  examination  of  a  new  fog-signal 
called  the  siren,  and  the  comparison  of  it  with  the  Daboll 
trumpet,  although  other  investigations  were  made  relative 
to  the  general  subject  of  sound  in  relation  to  fog-signals. 
The  locality  chosen  was  Sandy  Hook,  a  narrow  peninsula 
projecting  northward  about  five  miles  into  the  middle  of  the 
Lower  Bay  of  New  York,  (and  almost  at  right  angles  to  its 
coast,)  having  a  width  of  about  half  a  mile.  Near  the  north- 
ern point  on  the  east  shore  a  temporary  building  was  erected 
for  the  shelter  of  the  engines  and  other  instruments. 

The  comparisons  in  regard  to  penetrating  power  were 
made  by  the  use  of  the  artificial  ear  heretofore  described,  by 
carrying  this  off  a  measured  distance  until  the  sand  ceased 
to  move.  This  operation  was  much  facilitated  by  previous 
surveys  by  members  of  the  engineer  corps,  who  had  staked 
off  a  straight  line  parallel  with  the  shore,  and  accurately 
divided  it  into  equal  distances  of  100  feet. 

On  account  of  the  character  of  the  deep  and  loose  sand, 
walking  along  this  distance  was  exceedingly  difficult,  and  to 
obviate  this,  a  carricige  with  broad  wheels  drawn  by  two 
horses  was  employed.  An  awning  over  this  vehicle  protected 
the  observer  from  the  sun,  and  enabled  him  without  fatigue 
and  at  his  ease  to  note  the  agitations  of  sand  on  the  drum  of 
the  artificial  ear,  the  mouth  of  which  was  directed  from  the 
rear  ,of  the  carriage  toward  the  sounding  instrument. 

VoT  these  and  other  facilities  wo  were  indebted  to  General 
Andrew  A.  Humphreys,  chief  of  the  Engineer  Bureau,  who 
gave  orders  to  the  officer  in  charge  of  the  military  works  at 
Sandy  Hook  to  afford  us  every  aid  in  his  power  in  carrying 
on  the  investigation. 
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The  instruments  employed  were — 

1st.  A  first-class  Daboll  trumpet  (the  patent  for  which, 
since  the  death  of  Mr.  Daboll,  is  owned  by  Mr.  James  A. 
Robinson,)  operated  by  an  Ericsson  hot-air  engine.  It  car- 
ried a  steel  reed  10  inches  long,  2J  inches  wide,  and  J  inch 
in  thickness  at  the  vibrating  end,  but  increasing  gradually 
to  an  inch  at  the  larger  extremity.  This  was  attached  to  a 
large  vertical  trumpet  curved  at  the  upper  end  into  a  hori- 
zontal direction  and  furnished  with  an  automatic  arrange- 
ment for  producing  an  oscillation  of  the  instrument  of  about 
60°  in  the  arc  of  the  horizon.  Its  entire  length,  including 
the  curvature,  was  17  feet.  It  was  3J  inches  at  the  smaller 
end  and  had  a  flaring  mouth  38  inches  in  diameter.  The 
engine  had  a  cylinder  32  inches  in  diameter,  with  an  air- 
chamber  of  4}  feet  in  diameter  and  6  feet  long,  and  was  able 
to  furnish  continually  a  five-second  blast  every  minute  at  a 
pressure  of  from  15  to  30  pounds. 

2d.  A  siren,  originally  invented  by  Cagniard  de  Latour, 
and  well  known  to  the  physicist  as  a  means  of  comparing 
sounds,  and  measuring  the  number  of  vibrations  in  different 
musical  notes.  Under  the  direction  of  the  Light-House 
Board,  Mr.  Brown,  of  New  York,  had  made  a  series  of  experi- . 
ments  on  this  instrument  in  reference  to  its  adoption  as  a 
fog-signal,  and  these  experiments  have  been  eminently  suc- 
cessful The  instrument  as  it  now  exists  differs  in  two  essen- 
tial particulars  from  the  original  invention  of  Latour:  1st, 
it  is  connected  with  a  trumpet  in  which  it  supplies  the  place 
of  the  reed  in  producing  the  agitation  of  the  air  necessary  to 
the  generation  of  the  sound;  and  2d,  the  revolving  disk, 
which  opens  and  shuts  the  orifices  producing  the  blasts,  is 
driven  not  by  the  blast  itself  impinging  on  oblique  openings, 
as  in  the  original  instrument,  but  by  a  small  engine  con- 
nected with  the  feed-pump  of  the  boiler. 

The  general  character  of  the  instrument  may  be  under- 
stood from  the  following  description :  Suppose  a  drum  of 
short  axis,  into  one  head  of  which  is  inserted  a  steam-pipe 
connected  with  a  locomotive  boiler,  while  the  other  end 
has  in  it  a  triangular  orifice  through  which  the  steam  is  at 
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brief  intervals  allowed  to  escape.  Immediately  before  thi^ 
head,  and  in  close  contact  with  it,  is  a  revolving  disk  in 
which  are  eight  orifices.  By  this  arrangement,  at  every 
complete  revolution  of  the  disk,  the  orifice  in  the  head  of 
the  drum  is  opened  and  shut  eight  times  in  succession,  thus 
producing  a  rapid  series  of  impulses  of  steam  against  the 
air  into  the  smaller  orifice  of  the  trumpet  placed  imme<H- 
ately  in  front  of  the  revolving  disk.  These  impulses  are  of 
such  energy  and  rapidity  as  to  produce  a  sound  unrivalled 
in  intensity  and  penetrating  power  by  that  of  any  other 
instrument  yet  devised. 

The  siren  was  operated  by  an  upright  cylindrical  tubular 
boiler,  with  a  pressure  of  from  50  to  100  pounds  on  the 
square  inch.  This  form  of  boiler  was  subsequently  replaced 
by  an  ordinary  horizontal  locomotive-boiler  with  a  small 
engine  attached  for  feeding  it,  and  for  rotating  the  disk,  the 
latter  being  effected  by  means  of  a  band  passing  over  pulleys 
of  suitable  relative  dimensions. 

3d.  A  steam-whistle  8  inches  in  diameter.  Through  some 
mis-understanding  a  series  of  whistles  of  different  diameters 
was  not  furnished  as  was  intended. 

The  first  experiments  to  be  noted  were  those  in  regard  to  a 
comparison  of  the  penetrating  power  of  the  siren  and  the 
whistle;  the  fitting  up  of  the  Daboll  trumpet  not  having  been 
completed.  The  principal  object  of  this  however,  was  to  test 
again  the  truthfuhiess  of  the  indications  of  the  artificial  ear 
in  comparison  with  those  of  the  natural  ear. 

An  experiment  was  made  both  by  means  of  the  artificial 
ear  on  land,  and  by  actually  going  off  on  the  ocean  in  a 
steamer  until  the  sounds  became  inaudible  to  the  natural 
ear.  By  the  latter  method  the  two  sounds  ceased  to  be  heard 
at  the  distances  of  six  and  twelve  and  a  half  miles,  respec- 
tively. The  -indications  of  the  artificial  ear  gave  a  similar 
result,  the  distance  at  which  the  sand  ceased  to  move  in  one 
case  being  double  that  of  the  other.  In  both  cases  the  con- 
ditions of  wind  and  weather  were  apparently  the  same.  In 
the  case  of  the  steamer  the  distance  was  estimated  by  noting 
the  interval  of  time  between  the  flash  of  steam  and  the  per- 
ception of  the  sound. 
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Comparuon  of  the  DaboU  tTu.mp4:t  and  the  men, — Tlii-  pres- 
sure of  the  Iiot  air  in  tlie  reservoir  of  the  hot-air  engine  of 
the  trumpet  was  about  20  pounds,  and  that  of  the  steam  in 
the  hoiler  of  the  siren  about  75  pounds.  These  pressures 
are  however  not  considered  of  importance  in  these  experi- 
ments, since  the  object  was  not  so  much  to  determine  the 
relative  amount  of  motive  power  employed,  as  the  amount  of 
penetrating  energy  produced  by  these  two  instruments,  each 
being  one  of  the  first  of  its  cIeiss. 

1.  At  distance  50,  the  trumpet  produced  a  decided  motion 
of  the  sand,  while  tlie  siren  gave  a  similar  result  at  distance 
58.  The  two  observations  being  made  within  ten  minutes 
of  each  other,  it  may  be  assumed  thnt  the  condition  of  the 
wind  was  the  same  in  the  two  cases,  and  hence  the  numbers 
above  given  may  be  taken  as  the  relative  penetrating  powers 
of  the  two  instruments. 

2.  Another  aeries  of  experiments  was  instituted  to  deter- 
mine whether  a  high  or  a  low  note  gave  the  greater  pene- 
tration. For  this  purpose  the  siren  was  sounded  with 
different  velocities  of  rotation  of  the  perforated  disk,  the 
pressure  of  steam  remaining  at  90  pounds  per  square  inch. 
The  effect  upon  the  artificial  ear  iu  causing  greater  or  less 
ngitation  of  sand  was  taken  as  the  indication  of  the  pene- 
trating power  of  the  different  tones.  The  number  of  revolu- 
tions of  the  disk  in  a  given  time  was  determined  by  a  count- 
ing apparatus,  consisting  of  a  train  of  wheels  and  a  series  of 
dials  showing  tens,  hundreds,  and  thousands  of  revolutions; 
this  was  temporarily  attached  to  the  projecting  end  of  the 
spindle  of  the  revolving  disk  by  pushing  the  projecting  axis 
of  the  instrument  into  a  hole  in  the  end  of  the  spindle. 

From  the  whole  of  this  series  of  experiments  it  appeared 
that  a  revolution  which  gave  400  impulses  in  a  second  was 
the  best  with  the  siren  when  furnished  with  a^ trumpet.  On 
reflection  however  it  was  concluded  that  this  result  might 
not  be  entirely  due  to  the  pitch,  but  in  part  to  the  perfect 
unison  of  that  number  of  impulses  of  the  siren  with  the 
natural  tone  of  the  trumpet.  To  obviate  this  complication 
a  series  of  experiments  was  next  day  made  on  the  penetra- 
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tion  of  diflferent  pitches  with  the  sirea  alone,  the  trumpet 
being  removed.    The  result  was  as  follows: 

The  siren  was  sounded  at  five  different  pitches,  the  arti- 
.ticial  ear  being  at  such  a  distance  as  to  be  near  the  limit  of 
disturbance  by  the  sound.  In  this  condition  the  lowest 
pitch  gave  no  motion  of  sand.  A  little  higher,  slight  motion 
of  sand.  Still  higher,  considerable  motion  of  sand ;  and 
with  a  higher  pitch  again,  no  motion  of  sand.  The  best 
result,  obtained  was  with  a  revolution  which  gave  360  im- 
pulses in  a  second. 

3.  An  attempt  was  made  to  determine  the  most  effective 
pitch  or  tone  of  the  steam  whistle.  It  was  started  with 
what  appeared  to  be  the  fundamental  note  of  the  bell,  which 
gave  slight  motion  of  sand;  a  higher  tone  a  better  motion; 
still  higher,  sand  briskly  agitated ;  next,  several  tones  lower, 
no  motion;  higher,  no  motion;  still  higher,  no  motion.  The 
variation  in  the  tone  was  made  by  altering  the  distance  be- 
tween the  bell  and  the  orifice  through  which  the  steam  was 
ejected. 

The  result  of  this  experiment  indicated  nothing  of  a 
definite  character  other  than  that  with  a  given  pressure 
there  is  a  maximum  effect  produced  when  the  vibrations  of 
the  sheet  of  air  issuing  from  the  circular  orifice  are  in  unison 
with  the  natural  vibrations  from  the  cavity  of  the  bell,  a 
condition  which  can  bo  determined  in  any  case  only  by 
actual  experiment.  In  practice,  Mr.  Brown  was  enabled  to 
produce  the  best  effect  by  regulating  the  velocity  until  the 
trumpet  gave  the  greatest  penetrating  power,  as  indicated  by 
an  artificial  ear  of  little  sensibility;  which  latter  was  adopted 
in  order  that  it  might  be  employed  for  determining  the  rela- 
tive power  while  the  observer  was  but  a  few  yards  from  the 
machine.  These  experiments  have  been  made  in  an  apart- 
ment of  less  than  80  feet  in  length,  in  which  tlic  sounding 
apparatus  was  placed  at  one  end,  and  the  artificial  oar  at  the 
other,  substituting  fine  shot  in  die  place  of  sand. 

The  experiments  with  the  siren  however,  indicate  the  fact 
that  neither  the  highest  nor  the  lowest  pitch  of  aii  instru- 
ment gives  the  greatest  penetrating  power,  but  one  of  a 
medium  character. 
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Another  element  of  importance  in  the  construction  of 
these  instruments  is  the  vohime  of  sound.  To  illustrate  this 
it  may  be  mentioned  that  a  harpsichord-wire  stretched  be- 
tween two  strings  of  India  rubber  when  made  to  vibrate  by 
means  of  a  fiddle-bow,  gives  scarcely  any  appreciable  sound- 
We  attribute  this  to  the  want  of  quantity  in  the  aerial  wave; 
for  if  the  same  wire  be  stretched  over  a  sounding-board  hav- 
ing a  wide  area  the  effect  will  be  a  comparatively  loud  sound 
but  of  less  duration  with  a  given  impulse.  It  was  therefore 
suggested  that  the  width  of  the  reed  in  the  Daboll  trumpet, 
the  form  and  size  of  the  hole  in  the  disk  of  the  siren,  and  the 
circumference  of  the  vibrating  sheet  of  air  issuing  from  the 
circular  orifice  of  the  whistle,  would  affect  the  power  of  the 
sound.  The  only  means  of  testing  this  suggestion  is  by  using 
reeds  of  different  widths,  sirens  with  disks  of  different-shaped 
openings,  and  whistles  of  different  diameters.  In  conformity 
with  this  view  Mr.  Brown  has  made  a  series  of  empirical 
experiments  with  openings  of  different  forms,  which  have 
greatly  improved  the  operation  of  the  siren,  while  Mr.  Wilcox 
has  experimented  on  several  forms  of  reeds,  of  which  the 
following  is  the  result: 

The  best  reed  obtained  was  2^  inches  wide,  8  inches  long  in 
the  vibrating  part,  §  inch  thick  at  the  butt,  and  J  inch  thick 
at  the  free  end.  This  sounded  at  a  i)ressure  of  from  20  to  30 
pounds.  The  thinner  reeds  gave  a  sound  at  a  less  pressure, 
from  5  to  10  pounds,  the  thicker  at  from  20  to  30  pounds.  A 
reed  8J  inches  long  in  the  vibrating  part,  1  inch  thick  at  the 
butt,  f  inch  thick  at  the  end,  and  3  inches  wide,  did  not  begin 
to  sound  until  a  pressure  of  80  pounds  was  reached,  when  it 
gave  a  sound  of  a  dull  character.  Another  reed  of  the  same 
width,  f  inch  thick  at  the  butt,  and  ^V  inch  at  the  end,  and 
same  length, gave  a  sound  at  75  pounds  pressure, but  still  dull 
and  of  little  penetrating  power.  These  reeds  were  evidently 
too  heavy  in  proportion  to  their  elasticity.  These  were  made 
without  the  addition  of  a  trumpet,  and  therefore  to  produce 
the  best  result  when  used  with  a  trumpet  the  latter  must  be 
increased  or  diminished  in  length  until  its  natural  vibra- 
tions are  in  harmony  with  those  of  the  former,  as  will  be 
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seen  hereafter.  General  James  C.  Daane  has  also  made  ex- 
periments on  whistles  of  different  diameters,  of  which  the 
result  will  be  given. 

Another  consideration  in  regard  to  tlie  same  matter  is  that 
of  the  amplitude  of  the  oscillations  of  the  tongue  or  steel 
reed  in  its  excursion  in  producing  the  sound;  the  time  of 
oscillation  (that  is  the  pitch)  remaining  the  same,  the  ampli- 
tude will  depend  upon  the  elasticity  of  the  reed,  the  power 
to  surmount  which  will  again  depend  upon  the  pressure  of 
«team  in  the  boiler,  and  hence  we  might  infer  that  an 
increase  of  pressure  in  the  boiler  with  an  increase  of  the 
elasticity  of  the  reed,  everything  else  being  the  same,  would 
produce  an  increase  in  penetrating  power.  Froin  the  gen- 
eral analogy  of  mechanical  effects  produced  by  motive  power 
we  may  denote  the  effect  upon  the  ear  by  the  expression 
mrP,  in  which  m  expresses  the  mass  or  quantity  of  air  in 
motion,  and  v  the  velocity  of  the  particles  in  vibration. 

If  this  be  the  expression  for  the  effect  upon  the  ear,  it  is 
evident  that  in  case  of  a  very  high  note  the  amplitude  of 
the  vibration  must  be  so  small  that  the  effect  would  approxi- 
mate that  of  a  continued  pressure  rather  than  that  of  dis- 
tinct alternations  of  pressure,  giving  a  vibrating  motion  to 
the  drum  of  the  ear. 

4.  Experiments  were  next  made  to  determine  the  pene- 
trating power  in  the  case  of  the  siren  under  different  pressures 
of  steam  in  the  boiler.  The  experiments  commenced  with  a 
pressure  of  100  pounds.  The  pressure  at  each  blast  was 
noted  by  two  observers,  and  to  compare  these  pressures  with 
the  indications  of  the  sand,  the  time  of  the  blasts  was  also 
noted. 

The  following  are  the  results : 

Prp«i'un'  Relative  distances  at  which 

-*      ■  the  sand  ceased  to  move. 

100 61 

90 69 

80. - -._.58 

70 67 

CO 67 

50 -L _..66 

40 — 65 

30 - 63 

20 51 
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From  this  series  of  experiments  it  appears  that  a  diminu- 
tion of  pressure  is  attended  witL  a  comparatively  small 
diminution  in  the  penetrating  power  of  the  siren. 

In  regard  to  this  unexpected  result, — of  great  practical  im- 
portance, the  following  appears  to  bo  the  explanation.  It  itt 
a  well-known  principle  in  aerial  meLhanieathat  the  velocity 
of  the  efflux  of  air  from  au  orifice  in  a  reservoir  does  not 
increase  with  an  increase  of  condensation,  when  the  spouting 
is  into  a  vacuum.  This  is  evident  when  we  reflect  that  the 
weight  or  density  of  the  air  moving  out  is  increased  in  pro- 
portion to  the  elasticity  or  pressure ;  that  is,  the  increase  in 
the  propelling  force  is  proportional  to  the  increase  in  the 
weight  to  be  moved,  hence  the  velocity  must  remain  the 


In  the  foregoing  experiments  with  high  pressures — large  in 
proportion  to  the  resistance  of  the  air,  the  velocity  of  efflux 
should  therefore  be  but  little  increased  with  the  increase  of 
pressure,  and  inasmuch  as  the  velocity  is  the  most  impor- 
tant factor  in  tlie  expression  mir',  which  indicates  the  effect 
on  the  tympanum,  the  penetrating  power  of  the  sound  should 
be  in  accordance  with  the  above  experimental  results. 

A  similar  result  cannot  be  expected  with  the  use  of  the 
whistle,  or  the  trumpet,  since  in  the  former,  tlie  stiffness  of  the 
aerial  reed  depends  upon  its  density,  which  will  bo  in  pro- 
portion to  the  pressure  in  the  boiler;  and  in  the  case  of  the 
latter — on  the  one  hand,  no  sound  can  be  produced  unless  tho 
pressure  be  sufficient  to  overcome  the  resistance  of  the  reed, 
and  on  the  other,  the  sound  must  cease  when  the  pressure  is 
so  great  as  to  prevent  the  recoil  of  the  reed. 

5.  An  experiment  was  made  to  determine  the  effect  of  a 
small  whistle  inserted  into  the  side  of  a  trumpet  near  the 
small  end.  The  whistle  being  sounded  before  and  after  it  was 
placed  in  the  trumpet,  the  result  was  as  follows:  The  pene- 
trating powei-3  were  iu  the  ratio  of  40:51.  while  the  tone  was 
considerably  modified.  From  this  experiment  it  appears 
that  a  whistle  may  be  used  to  actuate  a  trumpet  or  to 
exercise  the  functions  of  a  reed.  In  order  however  to  get 
the  best  results,  it  would  be  necessary  that  the  trumpet 


vi 
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and  whistle  should  be  in  unison,  but  it  may  be  doubted 
whether  an  increase  of  effect,  with  a  given  amount  of  power, 
would  result  from  using  such  an  arrangement;  it  might  nev- 
ertheless be  of  advantage  in  certain  cases  lo  direct  the  sound 
of  a  locomotive  whistle  in  a  definite  direction,  and  to  use  a 
smaller  whistle,  especially  in  cities  in  which  the  locomotive 
passes  through  long  streets ;  perhaps  in  this  case  the  sound 
might  be  less  disagreeable  than  that  of  the  naked  whistle, 
which  sends  its  sound-waves  laterally  with  as  much  force  as 
in  the  direction  of  the  motion  of  the  engine. 

6.  General  Poe  called  attention  to  the  sound  produced  by 
the  paddle-wheels  of  a  steamer  in  the  offing — at  a  distance 
estimated  at  four  and  a  half  miles.  The  sound  was  quite 
distinct  when  the  ears  were  brought  near  the  surface  of  the 
beach. 

In  this  connection  he  stated  that  he  had  heard  the  ap- 
proach of  a  small  steamer  on  the  northern  lakes  when  its 
hull  was  still  below  the  horizon,  and  was  even  enabled  to 
designate  the  particular  vessel  from  among  others  by  the 
peculiarity  of  the  sound. 

The  sound  in  the  case  of  the  steamer  is  made  at  the  sur- 
face of  the  water,  and  it  might  be  worth  the  trouble  to  try 
experiments  as  to  the  transmission  of  sound  under  this  con- 
dition, and  the  collection  of  it  by  means  of  ear-trumpets,  the 
mouths  of  which  are  near  the  water,  the  sound  being  con- 
veyed through  tubes  to  the  ears  of  the  pilot.  In  order  how- 
ever to  determine  in  this  case  the  direction  of  the  source  of 
sound,  two  trumpets  would  be  necessary,  one  connected  with 
each  ear,  since  we  judge  of  the  direction  of  a  sound  by  its 
simultaneous  effects  on  the  two  auditory  nerves.  This  sug- 
gestion, as  well  as  many  others  which  have  occurred  in  the 
course  of  these  researches,  is  worthy  of  special  investigation. 

7.  A  series  of  experiments  was  made  to  compare  trumpets 
of  different  materials  and  forms,  having  the  same  length  and 
transverse  areas,  all  blown  at  a  pressure  of  9J  pounds. 
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The  following  table  givc5  the  results: 


No. 

Material  of  trumpet. 

Cross-section. 

Relative  distances  at  which 
the  sand  ceiised  to  move. 

1 
2 
3 
4 

Wood. 
Brass. 
Cast  iron. 
Wood. 

Square. 
Circular. 
Circular. 
Circular. 

18 
23 
24 
80 

From  these  experiments  it  would  appear  that  the  material 
or  elasticity  of  the  trumpet  had  little  or  no  effect  on  the 
penetrating  power  of  the  sound,  although  the  shape  appeared 
to  have  some  effect,  the  pyramidal  trumpet,  or  one  with 
square  cross-section  (No.  1)  giving  a  less  result  than  the  con- 
ical ones  of  the  same  sectional  area.  A  comparison  was 
made  between  a  long  straight  trumpet  and  one  of  the  same 
length  curved  at  its  upper  end,  which  gave  the  same  pene- 
trating power  with  the  same  pressure.  It  is  probable  that 
a  thin  metallic  trumpet  would  give  greater  lateral  diver- 
gency to  the  sound,  and  also  a  slightly  different  tone. 

8.  The  effect  of  a  hopper-formed  reflector  was  next  tried 
with  the  whistle,  the  axis  of  which  was  about  5  feet  in  length, 
the  mouth  6  feet  square,  and  the  small  end  about  18  inches. 
When  the  whistle  was  sounded  at  the  small  end  of  this 
reflector,  the  distance  at  which  the  sand  ceased  to  move  was 
51 ;  the  sound  of  the  same  whistle  without  the  reflector  ceased 
to  move  the  sand  at  40.  The  ratio  of  these  distances  would 
have  been  less  with  a  more  sensitive  instrument  at  a  greater 
distance  on  account  of  the  divergency  of  the  rays. 

9.  In  order  to  determine  the  diminution  of  sound  by  de- 
parting from  the  axis  of  the  trumpet*  a  series  of  experiments 
was  made  with  a  rotating  trumpet,  the  axis  of  which  was  at 
first  directed  along  the  graduated  line  of  observation,  and 
subsequently  deflected  from  that  line  a  given  number  of 
degrees.    The  following  were  the  results: 

26 
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Direction  of  tho  trumpet. 

Relative  distances  at  which 
the  sand  ceased  to  move. 

Aloncr  the  lino 

26 

Deflected  80<> 

Deflected  60° . 

23 
21 

Deflected  90° 

18 

Deflected  120° 

13 

These  results  illustrate  very  strikingly  the  tendency  of 
sound  to  spread  on  either  side  of  the  axis  of  the  trumpet; 
had  the  experiments  been  made  with  a  more  sensitive  instru- 
ment and  at  a  greater  distance  the  effect  would  have  shown 
a  much  greater  divergency  of  the  sound.  It  should  be  ob- 
served however  that  the  mouth  .of  the  trumpet  in  this  case 
was  36  inches,  which  is  unusually  large. 

From  the  experiments  made  near  New  Haven,  and  also 
from  those  at  this  station,  it  appears  that  the  actual  amount 
of  power  to  produce  sound  of  a  given  penetration  is  abso- 
lutely less  with  a  reed  trumpet  than  with  a  locomotive 
whistle.  This  fact  probably  finds  its  explanation  in  the  cir- 
cumstance that  in  each  of  these  instruments  the  loudness  of 
the  sound  is  due  to  the  vibration  of  the  air  in  the  interior  of 
the  trumpet  and  in  the  bell  of  the  whistle,  each  of  these  being 
a  resounding  cavity;  and  furthermore  that  in  these  cavities 
the  air  is  put  in  a  state  of  sustained  vibration  by  the  undu- 
lations of  a  tongue,  in  the  one  case  of  metal,  in  the  other  of 
air;  and  furthermore  it  requires  much  more  steam  to  set  the 
air  in  motion  by  the  tongue  of  air  than  by  the  solid  tongue 
of  steel,  the  former  requiring  a  considerable  portion  of  the 
motive  power  to  give  to  the  current  of  which  it  consists,  the 
proper  degree  of  stiffness  (if  I  may  use  the  word,)  to  produce 
the  necessary  rapidity  of  oscillation.  But  whatever  may  be 
said  in  regard  to  this  supposition,  it  is  evident  in  case  reli- 
able hot-air  engines  cannot  be  obtained,  that  the  Daboll 
trumpet  may  be  operated  by  a  steam-engine,  although  at  an 
increasedcostof  maintenance,  but  this  increase  we  think  will 
still  not  be  in  proportion  to  the  sound  obtained  in  compari- 
son with  the  whistle. 
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Another  question  which  naturally  arises,  but  which  has 
not  yet  been  definitely  settled  by  experiment,  is  whether 
both  the  siren  and  the  whistle  would  not — equally  with  the 
trumpet,  give  more  efficient  results  when  worked  by  con- 
densed air  than  by  steam. 

From  hypothetical  considerations  this  would  appear  to  be 
the  case,  since  the  intensity  of  sound  depends  upon  the 
density  of  the  medium  in  which  it  is  produced;  and  as  the 
steam  is  considerably  lighter  than  air,  and  as  the  cavities  of 
all  of  these  instruments  are  largely  filled  with  steam,  the 
intensity  of  sound  would  on  this  account  seem  to  be  less 
than  if  filled  with  air. 

At  the  conclusion  of  the  experiments  at  Sandy  Hook,  the 
siren  was  adopted  as  a  fog-signal,  in  addition  to  the  reed- 
trumpet  and  the  locomotive-whistle,  to  be  applied  to  the 
more  important  stations;  while  large  bells  were  retained  for 
points  at  which  fog-signals  were  required  to  be  heard  at  but 
comparatively  short  distances.  These  instruments  of  the 
first  class  being  adopted,  it  became  of  importance  to  deter- 
mine—-in  actual  practice,  the  cost  of  maintenance,  the  best 
method  of  working  them,  and  any  other  facts  which  might 
have  a  bearing  on  their  use. 

But  as  investigations  of  this  kind  would  require  much 
time  and  peculiar  advantages  as  to  location  and  mechanical 
appliances,  this  matter  was  referred  to  General  J.  C.  Duane> 
the  engineer  in  charge  of  the  1st  and  2d  light-house  dis- 
tricts, who  had  peculiar  facilities  near  his  residence,  at  Port- 
land, Me., — in  the  way  of  workshops  and  other  conveniences, 
and  who  from  his  established  reputation  for  ingenuity  and 
practical  skill  in  mechanism,  was  well  qualified  for  the 
w^ork.  The  assignment  of  this  duty  to  General  Duane  by  the 
Light-House  Board  was  made  during  my  absence  in  Europe, 
in  1870,  and  as  my  vacation  in  1871  was  devoted  to  light- 
house duty  in  California,  I  had  no  opportunity  of  conferring 
with  him  on  the  subject  until  after  his  experiments  were 
completed.  His  results  are  therefore  entirely  independent  of 
those  obtained  under  my  direction,  and  I  give  them  herewith 
in  his  own  words,  with  such  comments  as  they  may  suggest, 
and  as  are  necessary  to  a  proper  elucidation  of  the  subject. 
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Experiments  at  Portland,  Me,,  1871,  by  General  James  C.  Duane, 

The  apparatus  employed  consisted  of  the  first-class  siren,  a  first-class  Daboll 
trumpet,  and  steam-whistles  of  various  sizes. 

The  points  to  be  decided  were : 

1st.  The  relative  power  of  these  machines ;  i.  «.,  the  distances  at  which  they 
could  be  heard  under  various  conditions  of  the  atmosphere  : 

2d.  The  amount  of  fuel  and  water  consumed  by  each  : 

8d.  The  attention  and  skill  required  in  operating  them : 

4th.  Their  endurance : 

6th.  Whether  they  are  sufficiently  simple  in  construction  to  permit  of  their 
being  managed  and  kept  in  running  order  by  the  class  of  men  usually  ap- 
pointed light-house  keepers. 

In  conducting  these  experiments  the  following  method  was  pursued : 

The  signals  were  sounded  at  alternate  minutes,  and  their  sound  compared 
at  distances  of  two,  three,  and  four  miles,  and  from  diflxirent  directions.  On 
every  occasion  the  quantity  of  fuel  and  water  consumed  per  hour  by  each — 
was  carefully  noted,  and  the  condition  of  each  machine  examined,  both  be- 
fore and  afLer  the  trial,  to  ascertain  whether  any  of  its  parts  had  sustained 
injury. 

Before  giving  the  results  of  these  experiments  some  facts  should  be  sjtated, 
which  will  explain  the  difficulty  of  determining  the  power  .of  a  fog-signal. 

There  are  six  steam  fog- whistles  on  the  coast  of  Maine ;  these  have  been 
frequently  heard  at  a  distance  of  twenty  miles,  and  as  frequently  cannot  be 
heard  at  the  distance  of  two  miles,  and  this  with  no  perceptible  difference 
in  the  state  of  the  atmosphere. 

The  signal  is  often  heard  at  a  great  distance  in  one  direction,  while  in  an- 
other it  will  be  scarcely  audible  at  the  distance  of  a  mile.  This  is  not  the 
eficct  of  wind,  as  the  signal  is  frequently  heard  much  farther  against  the 
wind  than  with  it.  For  example,  the  whistle  on  Cape  Elizabeth  can  always 
be  distinctly  heard  in  Portland, — a  distance  of  nine  miles,  during  a  heavy 
north-east  snow-storm,  the  wind  blowing  a  gale  directly  from  Portland  to- 
ward the  whistle. 

In  this  sentence,  General  Duane  certainly  does  not  intend 
to  convey  the  idea  that  a  signal  is  frequently  heard  *^at  a 
much  greater  distance  against  the  wind  than  with  it,"  since 
this  assertion  would  be  at  variance  with  the  general  experi- 
ence of  mankind  ;  but  the  w^ord  "frequently  "  applies  to  the 
whistle  on  Cape  Elizabeth,  which  has  been  already  men- 
tioned as  a  remarkably  exceptional  case,  in  which  the  sound 
is  heard  best  against  the  wind  during  a  north-east  snow- 
storm. 

The  most  perplexing  difficulty  however  arises  from  the  fact  that  the  signal 
often  appears  to  be  surrounded  by  a  bolt,  varying  in  radius  from  one  to  one 
and  a  halt"  miles,  from  which  th(;  sound  appears  to  be  entirely  absent.  Thus 
in  movincj  directly  from  a  station,  th(»  sound  is  audible  for  the  distance  of  a 
mile,  is  then  lost  for  about  the  same  distance,  after  which  it  is  again  dis- 
tinctly heard  for  a  long  time.  This  acition  is  eouinion  to  all  ear-signals,  and 
has  been  at  times  observed  at  all  the  stations, — at  one  of  which  the  signal  is 
eitiiuted  on  a  bare  rock  twenty  miles  from  the  main-land,  with  no  surround- 
ing (►bjects  to  affect  the  sound. 

All  attempts  to  re-enforce  the  sound  by  means  of  rellcctors  have  hitherto 
been  unsuccessful.     Upon  a  large  scale,  sound  on  striking  a  surface  does  not 
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appear  to  be  reflected  after  the  manner  of  light  and  heat,  but  to  roll  alonpj 
it  like  a  cloud  of  smoke. 

This  statement  is  in  a  measure  in  accordance  with  results 
which  I  have  previously  found  in  connection  with  investi- 
gations at  the  light-house  near  New  Haven,  in  which  the 
conclusion  was  arrived  at,  that  although  rays  of  feeble  sound 
for  a  short  distance  observe  the  law  that  the  angle  of  re- 
flection is  equal  to  the  angle  of  incidence — after  the  manner 
of  light,  yet  those  of  powerful  sound  tend  to  diverge  laterally 
to  such  a  degree  as  to  render  reflectors  of  comparatively 
little  use. 

In  view  of  these  circumstances,  it  will  be  obvious  that  it  was  extremely 
difficult  to  determine  the  extent  of  the  power  of  the  various  signals  under 
examination. 

It  should  be  remembered  that  while  the  sound  from  the  whistle  is  equally 
distributed  in  all  directions,*  that  from  the  two  other  signals,  both  of  which 
are  provided  with  trumpets,  is  not  so  distributed. 

The  difference  is  apparent  near  by,  but  (as  we  have  seen 
before)  on  account  of  the  tendency  of  sound  to  spread,  it  is 
imperceptible  at  a  distance. 

In  the  siren  the  sound  is  most  distinct  in  the  axis  of  the  trumpet. 
In  the  Daboll  trumpet  it  is  usually  strongest  in  a  plane  perpendicular  to 
this  axis. 

Tliis  is  at  variance  directly  with  any  observation  I  have 
myself  made. 

Relative  power, — From  the  average  of  a  great  number  of  experiments  the 
following  result  was  obtained  : 

The  power  of  the  first-class  siren,  12-inch  whistle,  and  first-class  Daboll 
trumpet,  may  be  expressed  by  the  numbers  9,  7,  4. 

The  extreme  limit  of  sound  of  the  siren  was  not  ascertained.  That  of  the 
12-inch  whistle  is  about  twenty  miles,  and  of  the  trumpet  twelve. 

Consumption  of  fuel  and  water. — The  siren,  when  working  with  a  pressure 
of  72  pounds  of  steam,  consumes  about  180  pounds  of  coal  and  120  gallons 
of  water  per  hour. 

The  12-in.  whistle,  'with  55  pounds  pressure  of  steam,  consumes  60  pounds 
of  coal  and  40  gallons  of  water  per  hour. 

The  Daboll  trumpet,  with  10  pounds  pressure  of  air  in  the  tank,  consumes 
about  20  pounds  of  coal  per  hour. 

The  relative  expenditure  of  fuel  would  be :  Siren,  9 ;  whistle,  8 ;  trumpet,  1. 

*The  sound  of  the  whistle  is  equally  distributed  horizontally.  It  is  how- 
ever much  stronger  in  the  plane  containing  the  lower  edge  of  the  bell  than 
on  either  side  of  this  plane.  Thus  if  the  whistle  is  standing  upright, — in 
the  ordinary  position,  its  sound  is  more  distinct  in  a  horizontal  plane  passing 
through,  the  whistle,  than  above  or  below  it. 
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The  8%ren. — Of  the  three  machines  this  is  the  most  complicated.  It  uses 
steam  at  a  high  pressure,  and  some  of  its  parts  move  with  very  great  velocity, 
the  siren  spindle  making  from  1,800  to  2,400  revolutions  per  minute.  The 
boiler  must  be  driven  to  its  full  capacity  in  order  to  furnish  sufficient  steam. 
A  large  quantity  of  steam  is  at  intervals  suddenly  drawn  from  the  boiler, 
causing  a  tendency  to  foam  and  to  eject  a  considerable  amount  of  water 
thix)Ugn  the  trumpet.. 

The  constant  attention  of  the  keeper  is  required  to  regulate  the  fire,  the 
supply  of  water  to  the  boiler,  of  oil  to  the  journals,  &c. 

In  general  terms,  it  may  be  stated  that  the  siren  requires  more  skill  and 
attention  in  its  management  than  cither  of  the  other  signals. 

The  Daboll  irumnet. — As  the  caloric  entjine,  which  has  been  hitherto  em- 
ployed to  operate  this  signal,  requires  littTc  fuel,  no  water,  and  is  perfectly 
safe  as  regards  danger  from  explosion,  it  would — at  the  first  glance,  appear 
to  be  the  most  suitable  power  that  could  be  applied  to  fog-signals,  ana  was 
accordingly  at  first  exclusively  adopted  for  tnis  purpose.  It  was  however 
found  to  be  so  liable  to  accident,  and  so  difficult  to  repair,  that  of  late  years 
it  has  been  almost  entirely  rejected.  In  the  steam-boiler,  the  furnace  is  sur- 
rounded by  water,  and  it  is  impossible  under  ordinary  circumstances  to 
heat  the  metal  much  above  the  temperature  of  the  water.  The  fUrnace  of 
the  caloric  engine  is  sun*ounded  by  air,  and  is  therefore  liable  to  be  burned 
out  if  the  fire  is  not  pn)perly  regulated. 

The  working-pi.«ton  is  packed  with  leather,  and  as  it  moves  horizontally, 
with  its  whole  weight  resting  on  the  lower  side  of  the  cylinder,  the  packing 
at  its  lower  edije  is  soon  worn  out. 

If  the  engine  is  allowed  to  stop  with  the  piston  at  the  furnace-end  of  the 
cylinder  the  leather  is  destroyed  by  the  heat.  The  re-packing  of  a  piston  is 
a  difficult  and  expensive  operation,  requiring  more  skill  than  can  be  expected 
among  the  class  of  men  from  which  light-house  keepers  are  appointed. 

Another  accident  to  which  these  engines  are  subject  arises  from  a  sudden 
check  in  the  velocity  of  the  piston,  caused  either  by  the  jamming  of  the 
leather  packing  or  the  inti*oduction  of  dirt  into  the  open  end  of  the  cylinder, 
in  whicn  case  the  momentum  of  the  heavy  eccentrically-loaded  fly-wheel  is 
almost  sure  to  break  the  main  rockcr-shuft. 

The  expense  of  repuii-s  is  con>id<Tal)ly  increased  by  the  fact  that  these 
engines  are  not  now  in  genenil  use,  and  when  important  repairs  are  required 
it  is  usually  necessary  to  send  to  the  manufacturer. 

This  signal  requires  nuicli  attention.  The  fires  must  be  carefully  regulated 
to  avoid  burning  out  the  furnace,  the  journals  thoroughly  oiled,  and  the 
cylinders  well  supplied  with  tallow. 

TJie  stcatn-ivhi'.stlc. — This  machine  requiring  much  less  steam  than  the 
siren  in  proportion  to  the  size  of  its  boiler,  there  is  not  the  same  necessity 
for  forcing  tlu;  lire;  th<?  pressure  of  steam  rcijuired  is  less,  and  the  point  from 
which  it  is  drawn  much  higher  alxjve  thi?  wuter-leyel  in  the  boiler,  and  there 
i-<  consequently  no  tendency  to  foam. 

ThiMnachinory  is  simple;  the  piston  pressure  very  light,  producing  but 
little  strain  on  the  different  parts  of  tlie  engine,  which  is  therefore  not  liable 
to  get  out  of  order  and  recjuires  no  more  atiention  than  a  common  stationary 
engine. 

One  marked  advantage  possessed  by  this  signal  is  that  should  the  engine 
become  disabled,  the  whistle  may  still  ho  sounded  by  working  the  valve  by 
hand.  This  is  not  the  case  with  the  two  others,  wliere  an  accident  to  any 
part  of  the  niachinory  renders  the  signal  for  the  time  useless. 

It  will  thus  be  seen  that  the  siren  is  th(;  most  expensive  of  the  fog-signals 
as  regards  maintenance,  and  that  it  is  a(laj)ted  only  to  such  stations  as  are 
abundantly  suj)plied  with  water  and  situated  in  the  vicinity  of  machine- 
fc:ho])s  w-here  the  necessary  repairs  can  be  promptly  nuide. 
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On  the  other  hnnd,  as  it  U  the  most  povprrjl  signal,  there  are  certain 
stati^us  where  it  ehould  have  the  prcrurenoe;  a%  tor  cxnmpla  Sandy  Hook, 
whioh  from  its  importaoce  demiinds  the  best  aigniil  ihut  CBQ  be  procured, 
regardless  of  rost.  Sui-'h  atntions  ehould  be  provide  with  dup1icii[«  nppa- 
riLtUB,  well  supplied  with  xpnru  parts,  to  gunrd  agoinat  nn;  posilhility  of 
accident. 

There  should  be  a  keeper  whose  sole  business  must  bo  to  attend  the  signal, 
and  who  Ehould  have  aufficient  moubanicnl  akill  to  mska  the  ordinary  re- 
pairs.    He  should  moreover  be  a  liceuiied  engineer. 

There  will  also  be  required  an  assistant,  who  luay  be  one  of  the  light- 
keepers,  to  reliovs  liim  during  the  continuanoe  of  foggy  weather. 

The  steam- whistle  is  the  simplest  in  construutiOQ,  most  cnsiiv  managed 
and  kept  in  repair,  and  requires  the  least  attention  of  alt  the  fog-«ignals.  It 
is  sufficiently  powurful  for  most  localities,  wbilo  its  consumption  of  ftiel  and 


lufficient  quantity  of  rain-water  can 
li.in.  whistle  lit  nearly  every  stalion.  Thii  has 
wo  years  at  Marti  nicu«. 

irated  by  a  caloric  engine,  should  only  be  employed 
~~    *  stations  where  no  water  can  hn  procured,  and 


roode^ 

It  has  been  found  on  this 
be  collected  to  supply 
been  tho  cane  for  ttiola 

The  Daboll  trumpet, 
in  eKcepIiimut  cases,  su< 

where— fiwm  tho  proximity  ofnthertignala,  it  may  bo  neeoasnry  to  vary  tho 
nature  of  tho  sound. 

The  trumpet  however  may  undoubtedly  be  very  much  improved  by  em- 
ploying st«ani  power  for  condensing  the  air.  The  amount  of  work  required, 
which  IS  that  of  compressing  70  cubic  feet  of  air  tii  no  average  pressure  of  8 
pounds  per  inch,  would  be  less  than  two-horse  power.  For  this  purpose  the 
expenditure  of  fuel  and  water  would  be  moderate;  indeed,  the  exhaust  steam 
could  be  condensed  and  returned  to  the  ciatern,  should  the  supply  of  water 
bo  limited. 

The  siren  also  is  susceptible  of  iraproveirtent,  especially  as  regards  simpli- 
fication. 

In  tbe  foregoing  remarks  I  ttiiiik  tlie  General  has  ex- 
pressed a  somewhat  undue  partiality  for  the  whistle,  and 
somewhat  over-estimated  the  defects  of  the  other  iostrumenta. 
The  trumpets  with  Ericsson  engine  have  not  been  aban- 
doned, except  partially  in  the  two  districts  under  the  direc- 
tion of  General  Diiane,  to  which  he  probably  intended  to 
confine  his  statement.  They  are  still  in  use  in  the  third 
district^  where  thoy  are  preferred  by  General  Woodruff,  who 
htida  no  difficulty  in  keeping  them  in  repair,  having  em- 
ployed a  skilled  machinist  who  has  made  these  instruments 
his  special  study,  and  who — visiting  them  from  time  to  timej 
makes  repairs  and  supplies  new  parts. 

The  intermittent  action  of  fog-signals  mukes  it  necessary  to  employ  a  pecu- 
liiir  fiirm  of  boiler.  The  steam  used  is  nt  a  high  pressure,  and  drawn  off  at 
intervals;  consequently  there  is  a  tendency  to  foam  and  throw  out  water 
with  the  steam.  To  obviate  this  difficulty  the  form  of  boiler  found  by  oi- 
perieneo  to  bebett  adapted  to  this  service  ia  a  horizontal  tubular  boiler  (loco- 
motive), with  rather  more  than  one-half  of  the  interior  space  allowed  far 
steam-rooDi.  Tho  steara-domo  is  very  lai^,  and  is  surmounted  hy  a  steam 
pipe  12  ins.  itt  diameter.     Uotb  the  dome  and  pipe  were  formerly  made  much 
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smaller,  but  were  gradually  enlarged  as  long  as  any  difficulty  with  regard 
to  foaming  was  noticed,  l^he  steam  is  drawn  off  at  a  point  10  ins.  above  the 
water-level  in  the  boiler.  The  main  points  to  be  observed  are  to  have  plenty 
of  steam-room,  and  to  draw  the  steam  from  a  point  high  above  the  water- 
level.  It  will  be  readily  perceived  that  a  vertical  tubular  boiler  is  entirely 
unsuitcd  to  this  work. 

It  is  essential,  both  as  regards  economy  of  fuel  and  the  efficient  working 
of  the  signal,  that  the  boiler  (including  the  dome  and  stand-pipe)  should  be 
well  covered  with  some  good  non-conductor  of  heat.  A  material  (called 
salamander  felting)  manufactured  in  Troy,  N.  Y.,  was  used  on  the  fog-whistle 
boiler  at  House  Island  during  the  winter  of  1870.  There  resulted  a  saving 
of  more  than  20  per  cent,  of  fuel  over  that  consumed  in  the  same  boiler  when 
uncovered.  Where  this  material  cannot  be  procured,  a  thick  layer  of  hair 
felting,  covered  with  canvas,  will  be  found  to  answer  a  good  purpose. 

Various  expedients  have  been  proposed  with  the  view  of  keeping  the  water 
in  the  boilers  hot  when  the  signals  are  not  in  operation,  that  the  signal  may 
alwavs  be  readv  to  sound  at  a  verv  short  notice,  and  that  the  water  in  the 
boiler  and  pipes  may  be  prevented  from  freezing  in  extremely  cold  weather. 
One  of  these  contrivances  is  "Sutton's  circulating  water  heater."  It  consists 
cssontiallv  of  a  small,  vertical,  tubular  boiler,  entirely  filled  with  water,  and 
connected  with  the  boiler  or  tank  which  contains  the  water  to  be  heated,  by 
two  pipes  on  different  levels.  As  soon  as  the  water  in  the  heater  is  warmed,, 
a  circulation  commences,  the  hot  water  flowing  through  the  upper  pipe  into 
the  boiler,  and  the  cold  through  the  lower  pipe  from  the  boiler  to  the  neater. 
As  the  furnace  in  the  heater  is  very  small  but  little  fuel  is  consumed,  and 
nearly  the  entire  heat  produced  by  the  combustion  is  utilized. 

The  apparatus  has  oeen  extensively  employed  in  heating  the  water  in 
tanks  designed  for  filling  the  steam  fire-engine  boilers,  when  the  alarm  of 
fire  is  first  given,  and  appears  adminibly  adapted  to  this  purpose  If  used 
in  connection  with  a  steam  boiler,  it  should  be  disconnected  before  steam  is 
raised  in  the  latter,  as  from  its  construction  it  is  not  calculated  to  withstand 
any  considerable  pressure. 

An  arrangement  (similar  in  principle)  has  been  used  in  the  first  light-house 
district,  consisting  of  a  small  cylinder  coal-stove,  of  the  ordinary  pattern, 
around  the  interior  of  which,  and  above  the  grate,  is  introduced  a  single  coil 
of  5  in.  pipe.  This  coil  is  connected  with  the  boiler  by  two  pipes,  one  enter- 
ing near  tnc  bottom,  the  other  about  2  feet  higher.  It  has  oeen  found  that 
in  consequence  of  the  rapid  circulation  of  the  water  through  this  coil,  and 
the  great  capacity  of  water  for  heat,  nearly  all  the  heat  from  the  fire 
in  the  stove  is  tninsferred  to  the  water  in  the  boiler.  This  arrangement 
possesses  the  advantage  of  the  j  in.  pipe,  being  strong  enough  to  stand  any 
pressure  that  can  be  u>cd  in  the  boiler,  thus  rendering  it  unnecessary  to  dis- 
connect it  at  any  time. 

Experience  has  however  proved  that  nt)nc  of  these  contrivances  are  essen- 
tial. It  is  seldom  that  an  attentive  keeper  cannot  fore  ee  the  approach  of  fog 
or  snow  in  time  to  have  the  apjiamtus  in  operation  as  soon  as  required,  even 
when  obliged  to  start  his  lire  with  cold  water  in  the  boiler. 

Kocpei*s  should  he  directed  to  watch  the  state  of  the  weather  carefully,  and 
to  light  their  fires  at  the  fii*st  indication  of  fog  or  snow-storm.  As  soon  as 
the  water  in  the  boiler  is  near  the  boiling  point,  should  the  necessity  for 
sounding  the  signal  have  not  yet  arisen,  tlie  fire  may  be  banked,  and  in  this 
state  the  water  may  he  kept  hot  for  any  length  of  time  at  a  moderate  expen- 
diture of  fuel.  With  proper  care,  no  more  liiel  is  required  to  keep  the  water 
at  the  re(iuisit(?  temperature  by  means  of  a  banked  lire  than  by  any  other 
method,  and  it  i*;  a  matter  of  great  importance  to  avoid  complicating  fog- 
signal  apparatus  by  unnecessary  aj>pendages. 

The  same  pUui  should  be  adopted  in  extremely  cold  weather  to  prevent 
the  water  in  the  boiler  from  freezing.  There  should  be  a  small  air-cock  in 
the  draught-pipe  near  its  junction  with  the  feed-pump,  and  in  c(»ld  weather 
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tbia  should  be  opened  when  the  pump  i.i  nut  in  uae,  in  order  to  Mow  tbe 
pipe  to  empty  iuelf. 

When  tho  drnught-pipe  fannot  be  proCectd  from  the  culd,  and  tbe  well 
ia  at  n  considerable  distanea  from  the  engine,  the  following  expedient  hna 
been  employed  with  success :  Tlie  pipo  i;  enclosed  in  nn  India-rubbi'r  hose 
of  about  double  its  diameter,  and  from  time  to  time  slcam  in  forced  through 
the  spAce  between  the  hoae  and  draught-pipe  by  means  of  it  small  pipe  from 
the  boiler. 

Although  the  laws  governing  the  refleetion  of  light  and  beat  aro  undoubt- 
edly in  &  great  measure  upplicuble  to  sound,  there  are  yet  so  many  diaturb- 
ing  influences,  such  as  inflection,  refraction,  (caused  by  the  varying  density 
of  the  ntmnapbere,)  Ac-,  interfering  with  the  reflection  of  Ihe  latter,  thnl  but 
little  use  can  be  made  of  ihia  property  in  dirocting  and  condeniiug  the  wavea 
of  sound  issuing  from  a  fog-signal.  This  fact  may  be  illuatntted  by  an  ac- 
count of  some  eiperimenls  mtide  during  the  last  year. 

A  whistle  being  sounded  in  the  foaus  of  a  laige  paraboliu  reflector,  it  wua 
very  perceptible  to  nn  observer  in  the  immediate  vicinity  that  the  sound  was 
louder  in  the  front  than  in  the  roar  of  the  reflector.  A*  tbn  distance  of  the 
observer  from  tbe  nhirtle  was  increased,  this  disparity  rapidly  diminished, 
and  at  tho  distunco  of  a  few  hundred  yards,  entirely  dispppnared.  The  beam 
of  sound  had  been  dissipated  and  tbe  ahiuiov)  had  vanished.  Tho  effect  of  a 
horix'intnl  sounding-buani  10  feet  square,  suspended  over  the  whistle  to  pre- 
vent the  ejcape  of  sound  in  n  vertical  direction,  was  inappreciable  at  the  , 
distance  of  a  quarter  of  a  mile. 

The  employment  of  a  trumpet  with  the  whistle  was  rather  more  aucceasfiil. 
The  trumpet  was  construclpd  of  wood,  in  tho  form  of  tho  frustum  of  a  square 
pyramid;  the  lnrgerba.scbeln^lOft.  by  10  It.,  the  smaller  base  2  ft.  by  2  fl., 
and  the  length  20  ft.  The  axis  was  huriiwntiili  and  the  whistle  placed  at  the 
smaller  end.  By  this  arrangement  the  increased  power  of  the  sound  could 
be  perceived  at  the  distance  of  a  mile,  the  action  boint;  similar  to  that  of  a 
speak  ing-tru  mpet. 

It  is  probable  that  some  modification  of  this  form  of  whistle  mn^  be  ad- 
vantageously employed  in  certain  localities,  but  there  is  however  a  disadvan- 
tage attending  the  use  of  a  trumpet  with  fog-signuU. 

The  sound  from  a  trumpet  not  being  uniformly  distributed,  it  is  difficult 
to  estimate  the  distance  of  the  signal,  or  as  the  pilots  term  it  "  to  locate  tbe 
sound."  This  hni  been  observed  in  the  niron  and  Daboll  trumpet.  Tbe 
sound  from  these  signals  being  stronger  on  one  course  than  any  other,  may 
be  distinctly  heard  fromaA-cs-'cI  when  crossing  the  axis  of  the  beam  of  sound, 
but  as  Its  distance  fnim  this  lino  increases,  the  sound  appears  fainter  and 
more  remote,  although  the  ve&tol  may  be  approaching  the  signal. 

From  an  attentive  observation  during  Itirce  years  of  the  fog-signula  on 
this  coast,  and  from  tho  reports  received  from  captaiiu  and  pilots  of  coasting 
vessels,  I  am  convinced  that  in  some  conditions  of  the  atmosphere  the  most 
powerful  signals  will  bu  at  limes  unrelinblo. 

Now  it  frequently  occurs  that  a  aignnl,  which  under  ordinary  circura- 
stancQs  would  be  audible  at  the  distance  of  fifteen  miles,  cannot  be  heard 
from  a  vessel  at  the  distance  of  a  single  mile.  This  is  probably  due  to  tbe 
reflection  mentioned  by  Humboldt. 

The  temperature  of  the  air  over  tlic  land  where  tho  foj^-dgnal  is  looated, 
being  very  different  from  that  over  the  sen,  tho  sound — rn  passing  from  the 
former  to  tho  latter,  undctgues  reflection  nC  their  surface  of  contact.  The 
correctness  of  this  view  ia  rendered  more  probable  by  the  fliut  thut  when  the 
sound  is  thus  impeded  in  the  direction  of  tlie  sen  it  has  been  ol»erved  to  be 
much  stronger  inland. 

When  a  vemel  approaches  a  signal  in  a  fog,  a  difficulty  is  sometime  ex- 
perienced in  determining  the  position  of  the  signal  by  tho  direction  from 
which  the  sound  appears  to  proceed,  llie  apparent  and  true  direcliuu  being 
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entirely  different.     This  is  undoubtedly  due  to  the  refraction  of  sound  pass- 
ing through  media  of  different  density. 

Experiments  and  observation  lead  to  the  conclusion  that  these  anomalies 
in  the  penetration  and  direction  of  sound  from  fog-signals  are  to  be  attributed 
mainly  to  the  want  of  uniformity  in  the  surrounding  atmosphere,  and  that 
snow,  rain,  fog,  and  the  force  and  direction  of  the  wind,  have  much  less  in- 
fluence than  has  generally  been  supposed. 

In  the  foregoing  I  differ  entirely  in  opinion  from  General 
Duane  as  to  the  cause  of  extinction  of  powerful  sounds  being 
due  to  the  unequal  density  of  the  atmosphere.  The  velocity 
of  sound  is  not  at  all  affected  by  barometric  pressure,  but  if 
the  difference  in  pressure  is  caused  by  a  difference  in  heat, 
or  by  the  expansive  power  of  vapcfr  mingled  with  the  air, 
a  slight  degree  of  obstruction  of  sounds  may  be  observed. 
But  this  effect  I  think  is  entirely  too  minute  to  produce 
the  results  noted  by  General  Duane,  while  we  shall  find  in 
the  action  of  the  currents  of  jvind  above  and  below  a  true 
and  sufficient  cause. 

The  experimental  whistles  were  of  the  following  dimensions,  viz.,  2j^nches, 
8  ins.,  4  ins.,  6  ins.,  C  ins.,  10  ins.,  12  ins.,  and  18  ins.  in  diameter.  Those  of 
2}  ins.,  8  ins.,  5  ins.,  and  10  ins.  were  fitted  (instead  of  the  ordinary  bell)  with 
long  cylinders  provided  with  movable  pistons,  so  that  the  effective  length  of 
the  bell  could  be  altered  at  pleasure.  The  pitch  of  the  blast  was  found  to  vary 
with  the  length  of  the  bell,  and  the  power  of  the  whistle  with  its  diameter. 
The  ratio  of  "the  power  to  the  diameter  was  not  accurately  obtained,  but  it 
is  probable  that  tnc  extreme  range  of  sound  of  a  whistle  is  proportional  to 
the  square  root  of  its  diameter. 

This  result  (that  the  pitch  varies  with  the  length  of  the 
bell,)  is  in  conformity  with  well-established  principles  of 
resounding  cavities;  and  that  the  power  should  increase 
with  the  extent  of  the  aerial  reed  (the  vibrations  of  which 
give  motion  to  the  resounding  air  within  the  cavity,)  is  also 
as  we  have  seen,  in  accordance  with  hypothetical  considera- 
tions :  but  as  the  density  of  this  stream  of  steam  (and  con- 
sequently the  rapidity  of  its  vibrations)  depends  upon  the 
pressure  of  the  steam  in  the  boiler,  a  perfect  whistle  should 
have  the  capability  of  changing  its  dimensions,  not  only  in 
relation  to  the  width  of  its  throat,  but  also  in  regard  to  the 
pressure  of  the  steam  in  the  reservoir. 

The  pitch  i^ivint;  the  i^reiitcst  mns^e  appours  to  be  at  the  middle  of  the 
scale  of  sound.  It  is  certain  that  n  good  result  cannot  bo  obtained  from 
cither  a  very  shrill  or  a  bass  note.  This  remark  is  applicable  to  all  varieties 
of  siirnal. 
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TtiolfVin.  iiiidI2-iD.  whiellce  are  recommended  forordiiiary  use.  TlielS-In. 
whistle  is  more  piiwerful,  but  tbe  increase  of  power  bears  loo  small  a  pnipnr- 
tioii  to  timt  of  the  oxpendilure  of  fuel  to  rendur  its  einplojrment  generally 
advisable.  The  best  results  were  obtained  by  giving  the  whiitk  tha  follow- 
ing pmportions :  The  diameter  of  tbe  bell  equaling  two-thiids  of  its  len^, 
and  the  net  of  the  bell,  i.  e,,  the  vertioiil  distaiies  of  the  lower  edge  abore  the 
cup,  tbe  one-third  to  one-fourth  of  the  diameter  for  a  prenure  of  50  to  GO 
puiiude  of  etcam. 

A  bell  (whether  opcmted  by  band  or  by  machinery,)  cannot  be  considered 
an  efficient  fog-»igniil  on  the  iea-coaat.  I  n  calm  weather  it  cannot  ba  heard 
.  half  the  time  at  a  greater  distance  than  oae  mile,  while  in  rough  weather  the 
noise  of  the  surf  wilt  drown  its  sound  to  eeaward  altogether. 

On  approaching  a  station  I  have  frequently  seen  the  bell  rung  violently 
by  tbe  keeper,  without  being  able  to  hear  the  sound  until  I  had  landed. 

Nevertheless,  all  important  etotiona  should  be  provided  with  bells,  as  there 
are  occasion*  when  they  may  serve  a  uaeful  purpose,  but  it  should  be  well 
understood  by  mariners  that  they  must  not  expect  always  to  hear  tbe  bells 
as  H  matter  of  course. 

Bells  should  not  ho  omitted  at  stntions  f^irnished  with  st«ain  fog-Bienals, 
especially  when  the  latter  are  not  in  duplicate,  and  mariner*  Rnotitd  be 
warned  that  the  bell  will  be  sounded  when  the  regular  signal  ii  disabled. 

It  has  been  observed  that  u  belt  rung  by  hand  can  he  heard  farther  than 
when  sounded  by  machinery,  and  mpny  of  the  steamboat  coninanies  on  this 
coast  pay  the  keepers  of  bells  rung  by  clock-work  to  ring  ihem  by  hand 
when  the  boats  of  their  line  are  expected  to  pass. 

We  think  the  difference  in  the  effect  of  ringing  of  bells  by 
hand  or  by  machinery  is  so  slight  as  to  be  inappreciable  ex- 
cept at  a  short  distance.  It  is  true  (as  I  have  before  observed,) 
that  the  sound  i.s  louder  when  the  mouth  of  the  bell  is  directed 
toward  the  hearer  than  when  the  edge  is  so  directed,  but  on 
account  of  tho  spreading  of  this  sound,  the  effect  is  lost  in  a 
small  distance,  and  indeed  in  one  light-house  the  bell  is  per- 
manently placed  with  theaxis  of  its  mouth  directed  horizon- 
tally, and  in  this  position,  if  the  bell  were  struck  interiorly 
with  a  hammer,  which  would  give  it  a  larger  vibration  tbau 
if  struck  exteriorly,  I  duubt  whether  any  difference  would 
be  observed  between  the  two  methods  of  ringing ;  and  if  any 
existed  it  would  probably  be  in  favor  of  the  fixed  bell  rang 
by  machinery. 

On  rivers,  narrow  channels,  and  lakes,  irhere  the  difficulty  from  the  noise 
of  the  surf  does  not  exist,  this  species  of  signal  may  be  used  to  advantage, 
as  its  maintenance  requires  but  a  small  eipendituro  of  either  money  i>r  labor, 
and  by  a  proper  arrnngement  of  tho  machinery  the  intervals  between  the 
strokes  of  the  hell  may  be  so  regulated  as  to  avoid  tho  danger  of  confound- 
ing the  signals,  however  near  together. 

Although  a  bell  may  be  heard  belter  wlien  sounded  by  hand  than  by  clock- 
work, yet  in  thoroughfares  where  the  signal  must  be  kept  in  constant  opera- 
tion during  the  entire  continuance  of  n  fog,  it  would  bo  impructlciible  to 
make  use  of  tho  former  method,  and  recourse  must  he  hud  to  mnchinery. 
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In  arranging  the  signal  the  bell  and  machinery  must  be  placed  as  low  as 

Eossible,  as  the  sound  is  heard  much  more  plainly  on  the  water  when  the 
ell  is  near  its  surface,  and  also  as  the  machinery,  when  thus  situated,  is 
steadier  and-more  readily  accessible. 

Particulars  as  to  the  siren. — The  boiler  of  a  second-class  apparatus  is  12 
feet  long,  42  inches  in  diameter,  and  has  800  feet  of  heating  surface.  The 
dome  is  2  feet  in  diameter  and  3  feet  high. 

The  cylinder  of  the  engine  is  4  inches  in  diameter  and  6  inches  stroke. 
The  prolongation  of  the  piston-rod  fonns  the  plunger  of  the  feed-pump. 
The  main  shaft  carries  three  pulleys ;  the  larger  driving  the  siren-spindle, 
the  second,  the  worm  and  screw-gear,  and  the  third,  the  governor. 

In  the  worm-gear  the  wheel  makes  two  revolutions  per  minute,  and  is 
provided  with  a  cam,  which  acting  on  a  lever  opens  the  valve,  admitting 
steam  through  the  siren-disks.  The  cam  has  such  a  length  as  to  hold  the 
valve  open  for  about  seven  seconds.  A  counter- weight  closes  the  valve  a^ 
soon  as  the  lever  is  released  by  the  cam. 

The  siren  itself  consists  of  a  cylindrical  steam-chest,  closed  at  one  end  by 
a  perforated  brass  plate.  The  perforations  are  twelve  in  number,  equi-distant 
from  each  other,  and  arranged  on  the  circumference  of  a  circle,  whose  center 
is  in  the  axis  of  the  cylinder.  The  other  end  is  closed  by  a  cast-iron  head. 
The  heads  are  connected  by  a  brass  pipe,  through  which  the  spindle  passes. 

The  perforated  head  is  covered  on  the  exterior  by  a  brass  disk,  attadied  to 
the  spindle,  having  twelve  rectangular  notches  corresponding  to  the  aper- 
tures on  the  former,  and  so  arranged  that  by  its  revolution  the.se  apertures 
are  simultaneously  opened  and  closed.  The  spindle  is  driven  by  a  belt  from 
the  large  puUe}-  on  the  main  shaft.  This  shaft  makes  180  revolutions  per 
minute;  the  spindle,  1,020 ;  and  as  there  are  12  apertures  in  the  disks,  fh)m 
each  there  will  issue  jets  of  steam  at  the  rate  of  19,440  per  minute.  The 
sound  produced  by  these  impulses  may  bo  rendered  more  or  less  acute  by 
increasing  or  diminishing  the  velocity  of  revolution. 

The  valve  and  valve-seat  are  disks  similar  to  those  already  described,  hav- 
ing however  four  oj)enings  instead  of  twelve.  The  valve  revolves  on  the 
brass  tube  inclosing  the  siren-spindle,  and  is  worked  by  a  bevel  gear.  The 
trumpet  is  of  cast-iron. 

The  Daboll  trumpet. — The  appamtus  used  in  the  foregoing  experiments  is  a 
second-class  trumpet,  operated  by  an  Ericsson  caloric-engine.  The  air-pump 
is  siiiEfle-acting.  Its  cylinder  is  12  ins.  in  diameter  by  12  in.  stroke.  The 
engine  makes  40  strokcft  per  minute.  There  is  a  screw-thread  niised  on  the 
main  shaft,  which  acting  on  a  wheel  drives  a  bevel  gear,  giving  motion  to 
a  cam-wheel.  The  latter  makes  one  revolution  in  two  minutes,  and  is  fur- 
nished with  three  equidistant  cams.  These  cams — pressing  on  the  valve- 
lever,  throw  the  valve  opc^n  once  in  forty  seconds,  admitting  the  compressed 
nir  through  the  reed-chest  into  the  trumpet. 

The  (juantity  of  air  forced  into  the  tank  should  be  in  excess  of  that  needed 
for  the  trumpet,  the  surplus  being  allowed  to  escape  through  a  delicate  safety- 
valve.  This  is  necessary  to  provide  against  a  deliciency  in  case  of  leakage, 
and  also  to  allov  the  pressure  of  air  to  be  regulated  to  accommodate  the 
i*eed.  Each  reed  requiring  a  different  pressure,  it  is  necessary  to  alter  the 
pressure  of  the  valve-spring  whenever  a  reed  is  changed. 

The  first-class  trumpet  ditfers  only  in  size  from  that  described. 

The  caloric-engine  for  the  first  class  has  a  30  in.  cylinder.  The  air-pump 
is  10.]  ins.  by  lo  in.  stroke. 

TJtc  sicnm-wJtistlc. — The  boiler  of  this  machine  is  that  of  the  siren.  On 
the  forward  part  of  the  boiler,  the  bed-plate  of  a  small  engine  is  secured  by 
two  cast-iron  brackets.  The  cylinder  of  this  eui'ine  is  4  ins.  by  9  ins.  The 
fly-wheel  shaft  carries  an  eccentric,  which,  acting  through  a  rod  and  pawl  on 
a  ratchet-wheel,  gives  the  required  motion  to  the  cam-wheel  shaft. 

The  cam-wheel  (which  makes  one  revolution  per  minute,)  is  provided  with 
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one  or  more  ciims.  dopeuiling  on  tlio  number  of  blasts  to  bo  given  in  n  i 
uie ;  the  length  of  the  bla«t  being  regulated  by  thiiC  of  the  cam?. 

The  vilItc  for  Admitting  the  ileum  mto  the  wbUtle  U  a  belmiuu-valva 
dinmetere  of  the  two  disks  being  respectively  31  ins.  sndaiim.,  which  di 
enco  is  suffli'ient  to  cause  the  prouure  of  steam  to  cl>we  the  valve  tight,  \ 
out  reqiiirine  too  great  a  force  to  open  it.  The  valve  is  worked  by  u  : 
nltnched  In  Uie  rocker-shaft  at  the  lower  part  of  the  uteom-pipe.     Thin  i 

res  through  a  stutSng-boK  in  the  steam-pipe,  tmd  is  proviaed  with  a 
which  the  nre4*iire  of  the  sloaro  forras  nguinst  Ibo  interior  boss  on 
pipe,  thus  making  the  joint  sl«aRi-tight.  The  exterior  nrm  on  this  ro: 
shaft  (as  well  us  that  on  the  engine,)  is  perforated  in  such  a  manner  i 
allow  the  throw  of  the  valve  lo  be  adjusted. 


In  the  comments  I  have  made  on  ttie  report  of  General 
Duano,  the  intention  was  not  in  the  least  to  disparage  the 
value  of  Ilia  results,  which  can  scarcely  be  too  highly  appre- 
ciated ;  but  inasmuch  as  the  true  explanatioD  of  the  phe- 
nomena he  has  observed  has  an  important  bearing  on  the 
location  of  fog-signals  and  on  their  general  application 
as  aids  to  nuvigatimi.  and  is  nhn  of  jjiviit  iulcrost  to  Ihc 
physicist,  who  values  every  addition  to  theoretical  as  well 
as  practical  knowledge,  I  have  thought  not  only  that  the 
remarks  here  offered  are  necessary,  but  also  that  special 
investigations  should  be  made  to  ascertain  more  definitely 
the  conditions  under  which  the  abnormal  phenomena  de- 
scribed by  the  General  occur,  and  to  assign  if  possible  a 
more  definite  and  eflicient  cause  than  those  to  which  he  has 
attributed  them. 

Much  thought  has  therefore  been  given  to  the  subject,  and 
since  the  date  of  General  Duaue's  report  I  have  embraced 
every  opportunity  that  occurred  for  making  observations 
in  regard  to  thorn.  The  first  step  wo  made  toward  obtaining 
a  clew  to  the  explanation  of  the  phenoraeua  in  question  re- 
sulted from  observations  made  at  New  Haven,  namely:  1st, 
the  tendency  of  sound  to  spread  laterally  into  its  shadow ; 
2d,  the  fact  that  a  sound  is  frequently  borne  by  an  upper 
current  in  an  opposite  direction  to  the  wind  at  the  surface; 
and  3d,  that  a  sound  moving  against  a  wind  is  heard  better 
at  a  higher  elevation.  The  first  point  to  consider  is  in  what 
manner  the  wind  affects  sound.  That  it  is  in  some  way 
connected  with  the  distance  to  which  sound  can  be  heard  is 
incontestably  settled  by  general  observation.    At  first  sight, 
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the  explanation  of  this  might  seem  to  be  very  simple,  namely, 
that  the  sound  is  borne  on  in  the  one  direction  and  retarded 
in  the  other  by  the  motion  of  the  wind.  But  this  explana- 
tion, satisfactory  as  it  might  appear,  cannot  be  true.  Sound 
moves  at  the  rate  of  about  780  miles  an  hour,  and  therefore 
on  the  above  supposition,  a  wind  of  7*8  miles  per  hour  could 
neither  retard  nor  accelerate  its  velocity  more  than  one  per 
cent. — an  amount  inappreciable  to  ordinary  observation; 
whereas  we  know  that  a  wind  of  the  velocity  mentioned  is 
frequently  accompanied  with  a  reduction  of  the  penetrating 
power  of  sound — of  more  than  50  per  cent. 

The  explanation  of  this  phenomenon,  as  suggested  by  the 
hypothesis  of  Professor  Stokes,  is  founded  on  the  fact  that  in 
the  case  of  a  deep  current  of  air,  the  lower  stratum^-or  that 
next  the  earth,  is  more  retarded  by  friction  than  the  one 
immediately  above,  and  this  again  than  the  one  above  it, 
and  so  on.  The  effect  of  this  diminution  of  velocity  as  we 
descend  toward  the  earth,  is — in  the  case  of  sound  moving 
with  the  current,  to  carry  the  upper  part  of  the  sound-waves 
more  rapidly  forward  than  the  lower  parts,  thus  causing 
their  resultant  impulse  (the  sound-beAm)  to  incline  toward 
the  earth,  or  in  other  words  to  be  thrown  down  upon  the  ear 
of  the  observer.  When  the  sound  is  in  a  contrary  direction 
to  the  current, an  opposite  effect  is  produced;  the  upper  por- 
tion of  the  sound-waves  is  more  retarded  than  the  lower,  which 
advancing  more  rapidly  in  consequence,  inclines  the  rays  of 
sound  upward  and  direct.s  them  above  the  head  of  the  ob- 
server. To  render  this  more  clear,  let  us  recall  the  nature 
of  a  beam  of  sound,  in  still  air,  projected  in  a  horizontal 
direction.  It  consists  of  a  series  of  concentric  waves  per- 
pendicular to  the  direction  of  the  beam, — like  the  palings  of 
a  fence.  Now  if  the  upper  part  of  the  waves  has  a  slightly 
greater  velocity  tlian  the  lower,  tlic  beam  will  be  bent  down- 
ward in  a  manner  somewhat  analogous  to  that  of  a  ray  of 
light  in  proceeding  from  a  rarer  to  a  denser  medium.  The 
efioct  of  this  deformation  of  the  wave  will  be  cumulative 
from  the  sound-centre  onward,  and  hence — although  the 
velocity  of  the  wind  may  have  no  perceptible  effect  on  the 
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velocity  of  the  sound,  yet  this  bending  of  the  wave  being 
continuous  throughout  its  entire  course,  a  marked  effect 
must  be  produced. 

A  precisely  similar  effect  will  be  the  result,  but  perhaps 
in  a  considerably  greater  degree,  in  case  an  upper  current 
is  moving  in  an  opposite  direction  to  the  lower,  when  the 
latter  is  adverse  to  the  sound;  and  in  this  we  have  a  logical 
explanation  of  the  phenomenon  observed  by  General  Duane, 
in  which  a  fog-signal  is  well  heard  during  the  occurrence  of 
a  north-east  snow-storm.  Certainly  this  phenomenon  can- 
not be  explained  by  any  peculiarity  of  the  atmosphere  as  to 
variability  of  density,  or  of  the  amount  of  vapor  which  it 
may  contain. 

The  first  phenomenon  of  the  class  mentioned  by  General 
Duane  which  I  had  the  good  fortune  to  witness  wus  in  com- 
pany with  Sir  Frederick  Arrow,  and  Captain  Webb,  of  the 
Trinity  House,  London,  in  their  visit  to  this  country  in  1872. 
At  the  distance  of  two  or  three  miles  from  an  island  in  the 
harborof  Portland,  Maine,  on  which  a  fog-signal  was  placed, 
the  sound  which  had  been  distinctly  heard  on  approaclting 
the  island  was  lost  for  nearly  a  mile,  and  sliglitly  regained 
at  a  less  distance.  On  examining  the  position  of  the  fog- 
signal,  which  was  situated  on  the  farther  side  of  the  island 
from  the  steamer,  we  found  it  placed  immediately  in  front  of 
a  large  house  witli  rising  ground  in  the  rear,  which  caused 
a  sound-shadow,  into  which  the  sound  was  projected  at  a  dis- 
tance, (on  account  of  the  lateral  divergence  of  the  raya,)  but 
not  in  the  immediate  vicinity  of  the  island.  In  the  same 
year,  I  made  au  excui-sion  in  one  of  the  light-house  steamers, 
with  Captain  Selfridge,  to  an  island  on  the  coast  of  Maine, 
at  which  abnormal  phenomena  were  said  to  have  been  ob- 
served; but  on  this  occasion  no  variation  of  the  sound  was 
noted,  except  that  which  was  directly  attributable  to  the 
wind,  the  signal  being  heard  much  farther  in  one  direction 
than  in  the  opposite. 
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PART  II.— ON  SOME  ABNORMAL  PHENOMENA  OF  SOUND. 

(Bulletin  Philosophical  Society  "Washington ;  vol.  ii,  Appendix,  pp.  45*52.) 

Read  December  11,  1872. 

The  communication  which  I  propose  to  make  this  even- 
ing is  brought  forward  at  this  time  especially  on  account  of 
the  presence  of  Dr.  Tyndall,  he  being  connected  with  the 
light-house  system  of  Great  Britain,  while  the  facts  I  have 
to  state  are  connected  with  the  light-house  service  of  the 
United  States,  and  must  therefore  be  of  interest  to  our  dis- 
tinguished visitor.  The  facts  I  have  to  present  form  part  of 
a  general  report  to  be  published  by  the  United  States  Light- 
House  Board. 

The  Light-House  Board  of  the  United  States  has  from  its 
first  establishment  aimed  not  only  to  furnish  our  sea-coast 
with  all  the  aids  to  navigation  that  have  been  suggested  by 
the  experience  of  other  countries  and  to  adopt  the  latest  im- 
provements, but  also  to  enrich  the  light-house  service  with 
the  results  of  new  investigations,  and  new  devices  for  the 
improvement  of  its  efficiency,  or  in  other  words  to  add  its 
share  to  the  advancement  of  a  system  which  pertains  to  the 
wants  of  the  highest  civilization. 

Among  the  obstructions  to  navigation  none  are  more 
serious,  especially  on  the  American  coast,  than  those  caused 
by  fogs.  Fog  (as  it  is  well  known)  is  due  to  the  mingling  of 
warmer  air  surcharged  with  moisture — with  colder  air,  and 
nowhere  on  the  surface  of  the  earth  do  more  favorable  con- 
ditions exist  for  producing  fogs  than  on  both  our  Atlantic  and 
Pacific  coasts.  On  the  Atlantic  the  cold  stream  of  water  from 
the  polar  regions  in  its  passage  southward,  on  account  of  the 
rotation  of  the  earth — passes  close  along  our  eastern  coast 
from  one  extremity  to  the  other,  and  parallel  to  this  but 
opposite  in  direction,  for  a  considerable  distance  is  the  great 
current  of  warm  water  known  as  the  Gulf-stream.  Above 
the  latter  the  air  is  constantly  surcharged  with  moisture, 
and  consequently  whenever  light  winds  blow  from  the  latter 
across  the  former,  the  vapor  is  condensed  into  fog,  and  since 
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in  summer  along  our  eastern  coast  the  southerly  wind  pre- 
vails, we  have  during  July,  August,  and  September,  especially 
on  the  coast  of  Maine,  an  almost  continuous  prevalence  of 
fogs  so  dense  that  distant  vision  is  entirely  obstructed. 

On  the  western  coast  the  great  current  of  the  Pacific,  after 
having  been  cooled  in  the  northern  regions,  in  its  passage 
southward  gives  rise  to  cold  and  warm  water  in  juxta- 
position, or  in  other  words  a  current  of  the  former  through 
the  latter,  and  hence  whenever  a  wind  blows  across  the  cur- 
rent of  cold  water  a  fog  is  produced. 

From  the  foregoing  statement  it  is  evident  that  among  the 
aids  to  navigation,  fog-signals  are  almost  as  important  as 
light-houses.  The  application  of  the  science  of  acoustics 
to  the  former,  is  however  far  less  advanced  than  is  that  of 
optics  to  the  latter.  Indeed,  attempts  have  been  made  to 
apply  lights  of  superior  penetrating  power  (as  the  electric 
and  calcium  lights)  to  supersede  the  imperfect  fog-signals  in 
use.  When  however  we  consider  the  fact  that  the  absorptive 
power  of  a  stratum  of  cloud,  which  is  but  a  lighter  fog,  of 
not  more  than  a  mile  or  two  in  thickness,  is  sufficient  to 
obscure  the  image  of  the  sun,  the  intensity  of  the  light  of 
which  is  far  greater  than  that  of  any  artificial  light,  it 
must  be  evident  that  optical  means  are  insufficient  for  ob- 
viating the  difficulty  in  question. 

The  great  extent  of  the  portions  of  the  coast  of  the  United 
States  which  are  subject  to  fogs — renders  the  investigation  of 
the  subject  of  fog-signals  one  of  the  most  important  duties  of 
the  Light-House  Board. 

In  studying  this  subject  it  becomes  a  question  of  impor- 
tance to  ascertain  whether  waves  of  sound  (like  those  of  light) 
are  absorbed  or  stifled  by  fog;  on  this  point  however  ob- 
servers disagree.  While  from  the  striking  analogy  in  many 
respects  between  light  and  sound,  the  opinion  has  largely 
prevailed  that  sound  is  impeded  by  fog,  the  opposite  opinion 
has  been  adopted  by  some  observers — that  sound  is  in  some 
instances  better  heard  during  a  fog  than  in  clear  weather. 
To  settle  this  question  definitely  the  Liglit-House  Board  has 
directed  that  at  two  light-houses  on  the  route  from  Boston 
27 
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to  Saint  John,  the  fog-signal  shall  be  sounded  every  day  on 
which  the  steamboats  from  these  ports  pass  the  station,  both 
in  clear  and  foggy  weather,  the  pilots  on  board  these  vessels 
having,  for  a  small  gratuity,  engaged  to  note  the  actual  dis- 
tance of  the  boat  when  the  sound  is  first  heard  on  approach- 
ing the  signal  and  is  last  heard  on  receding  from  it.  The 
boats  above  mentioned  estimate  their  distance  with  consid- 
erable precision  by  the  number  of  revolutions  of  the  paddle- 
wheel  as  recorded  by  the  indicator  of  the  engine,  and  it  is 
hoped  by  this  means  to  definitely  decide  the  point  in  ques- 
tion. We  think  it  probable  that-  fog  may  very  slightly  dimin- 
ish the  penetrating  power  of  sound,  or  in  other  words  pro- 
duce an  eSect  analogous  to  that  on  the  propagation  of  light. 
But  when  we  consider  the  extreme  minuteness  of  the  parti- 
cles of  water  constituting  the  fog  as  compared  with  the 
magnitude  of  the  waves  of  sound,  the  analogy  does  not  hold 
except  in  so  small  a  degree  as  to  be  of  no  practical  impor- 
tance, or  in  other  words  the  existence  of  a  fog  if  a  true — is 
we  think  a  wholly  insufficient  cause  of  diminution  of  sound; 
a  view  borne  out  by  the  great  distance  at  which  our  signals 
are  heard  during  a  dense  fog. 

Another  cause  of  the  diminution  of  the  penetrating  power 
of  sound  (also  probably  a  true  one)  is  the  varying  density 
of  the  atmosphere — from  heat  and  moisture,  in  long  dis- 
tances. The  eff'ect  of  this  however  would  apparently  be 
to  slightly  distort  the  wave  of  sound  rather  than  to  oblite- 
rate it.  However  this  may  be,  we  think  from  all  the  obser- 
vations we  have  made,  the  effect  is  small  in  comparison  with 
another  cause,  viz.,  that  of  the  influence  of  wind.  During  a 
residence  of  several  weeks  at  the  sea-shore,  the  variation  in 
intensity  of  the  sound  of  the  breakers  at  a  distance  of  about 
a  mile,  in  no  case  appeared  to  be  co-incident  with  the  varia- 
tions of  an  aneroid  barometer  or  a  thermometer,  but  to  be  in 
every  instance  affected  by  the  direction  of  the  wind. 

The  variation  in  the  distinctness  of  the  sound  of  a  distant 
instrument  as  depending  on  the  direction  of  the  wind  is  so 
marked,  that  we  are  warranted  in  considering  it  the  princi- 
pal cause  of  the  inefficiency  in  certain  cases  of  the  most 
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powerful  fog-signals.  The  effect  of  the  wind  is  usually  ut- 
tributod  (without  due  consideration)  to  the  motion  of  the 
body  of  air  between  the  hearer  and  the  sounding  instrument  ■ 
in  the  case  of  the  wind  coming  toward  him,  it  is  supposed  that 
the  velocity  of  the  sound  is  re-enforced  by  the  motion  of  the 
air,  and  when  in  the  opposite  direction  that  it  is  retarded  in 
an  equal  degree.  A  little  reflection  however  will  show  that 
this  cannot  be  the  cause  of  the  phenomena  in  question,  since 
-the  velocity  of  sound  is  so  vastly  greater  than  that  of  any 
ordinary  wind  that  the  latter  can  only  impede  the  progress 
of  the  former  by  a  very  small  percentage  of  the  whole. 

Professor  Stokes,  of  Cambridge  University,  England,  has 
offered  a  very  ingenious  hypothetical  explanation  of  the 
effect  of  wind  on  sound,  which  we  think  has  an  important 
practical  bearing — especially  in  directing  the  line  of  re- 
search, and  subsequent  application  of  principles. 

His  explanation  rests  upon  the  fact  that  during  the  pass- 
age of  a  wind  between  the  observer  and  the  sounding  instru- 
ment, its  velocity  will  be  impeded  at  the  surface  of  the  earth 
on  account  of  friction  and  other  obstacles;  and  the  velocity 
of  the  stratum  immediately  above  will  be  somewhat  reduced 
by  that  below,  and  so  ou,  the  retardation  being  gradually  les- 
sened as  we  ascend  through  the  strata.  From  this  it  follows 
that  the  sound  wave  will  be  deformed,  and  the  direction  of 
its  normal  changed.  Suppose  for  example  that  the  wind  is 
blowing  directly  from  the  observer.  In  this  case  the  retard- 
ation of  the  sound  wave  will  be  greater  above  than  below, 
and  the  upper  part  of  the  wave-front  will  be  thrown  back- 
ward, so  that  the  axis  of  the  phonic  ray  will  be  deflected 
upward,  and  over  the  head  of  the  observer.  If  on  the 
other  hand  a  deep  river  of  wind  (so  to  speak)  is  blowing 
directly  toward  tlie  observer,  the  upper  part  of  the  front  of 
the  wave  will  be  inclined  down  and  toward  him,  concen- 
trating the  sound  along  the  surface  of  the  earth. 

The  science  of  acoustics  in  regard  to  the  phenomena  of 
sound  as  exhibited  in  limited  spaces  has  been  developed 
with  signal  success.  The  laws  of  its  production,  propaga- 
tion, reflection,  and  refraction  have  been  determined  with 
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much  precision,  so-  that  we  are  enabled  in  most  cases  to 
explain,  predict,  and  control  the  phenomena  exhibited  under 
given  conditions.  But  in  the  case  of  loud  sounds  and  those 
which  are  propagated  to  a  great  distance,  (such  as  are  to  be 
be  employed  as  fog-signals,)  considerable  obscurity  still  exists. 
As  an  illustration  of  this  I  may  mention  the  frequent  occur- 
rence of  apparently  abnormal  phenomena.  General  G.  K. 
Warren  informs  me  that  at  the  battle  of  Seven  Eines,  in 
June,  1862,  near  Richmond,  General  Johnston,  of  the  Confed- 
erate army,  was  within  three  miles  of  the  scene  of  action  with 
a  force  intended  to  attack  the  flank  of  the  Northern  forces, 
and  although  he  listened  attentively  for  the  sound  of  the 
commencement  of  the  engagement,  the  battle — which  was  a 
severe  one  lasting  about  three  hours,  ended  without  his  hav- 
ing heard  a  single  gun.  (See  Johnston's  report.)  Another 
case  of  a  similar  kind  occurred  to  General  McClellan  at  the 
battle  of  Gaines'  Mills,  June  27,  1862,  also  near  Richmond. 
Although  a  sharp  engagement  was  progressing  within  three 
or  four  miles  for  four  or  five  hours,  the  General  and  his  staff 
were  unaware  of  its  occurrence,  and  when  their  attention 
was  called  to  some  feeble  sound,  they  had  no  idea  that  it  was 
from  anything  more  than  a  skirmish  of  little  importance. 
(See  Report  of  the  Committee  on  the  Conduct  of  the  War.) 
A  third  and  perhaps  still  more  remarkable  instance  is  given 
in  a  skirmish  between  a  part  of  the  Second  Corps  under 
General  Warren  and  a  force  of  the  enemy.  •  In  this  case  the 
sound  of  the  firing  was  heard  more  distinctly  at  General 
Meade's  headquarters  than  it  was  at  the  headquarters  of  the 
Second  Corps  itself,  although  the  latter  was  about  midway 
between  the  former  and  the  point  of  conflict.  The  sound 
appeared  so  near  General  Meade's  camp  that  the  impres- 
sion was  made  that  the  enemy  had  advanced  between  it  and 
General  Warren's  command.  In  fact,  so  many  instances 
occurred  of  wrong  impressions  as  to  direction  and  distance 
derived  from  the  sound  of  guns,  that  little  reliance  came  to 
be  placed  on  these  indications. 

In  the  report  of  a  series  of  experiments  made  under  the 
direction  of  the  Light-House  Board  by  General  J.  C.  Duane,  of 
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the  Engineer  Corps,  is  the  following  remark :  "The  most  per- 
plexing •difficulty  arises  from  the  fact  that  the  fog-signal 
often  appears  to  be  surrounded  by  a  belt  varying  in  radius 
from  one  to  one  and  a  balf  miles,  from  which  the  sound 
appears  to  be  entirely  absent.  Thus  in  moving  directly 
h-om  a  station  the  sound  is  audible  for  the  distance  of  a  mile, 
is  then  lost  for  about  the  same  distance,  after  which  it  is 
again  distinctly  heard  for  a  long  time." 

Again,  in  a  series  of  experiments  at  which  Sir  Frederick 
Arrow  and  Captain  Webb,  of  the  Trinity  Board,  assisted,  it 
was  found  that  in  passing  in  the  rear  of  the  opposite  side  of 
an  island  in  front  of  which  a  fog-signal  was  placed  the  sound 
entirely  disappeared,  but  by  going  farther  off  to  the  distance 
of  two  or  three  miles,  it  re-appeared  in  full  force,  even  with 
a  large  island  intervening.  Again,  from  the  experiments 
made  under  the  immediate  direction  of  the  present  chair- 
man of  the  Light-House  Board,  with  the  assistance  of 
Admiral  Powell  and  Mr.  Lederle,  the  light-house  engineer, 
and  also  from  separate  experiments  made  by  General  Duane, 
it  appears  that  while  a  reflector  in  the  focus  of  which  a  steam 
whistle  or  ordinary  bell  is  placed — re-enforces  the  sound  for 
a  sliort  distance,  it  produces  little  or  no  effect  at  the  dis- 
tance of  two  or  three  miles,  and  indeed  the  instrument  can 
be  as  well  heard  in  still  air  at  the  distance  of  four  or  five 
miles  in  the  line  of  the  axis  of  the  reflector  whether  the  ear 
be  placed  before  or  behind  it.  From  these  results  we  would 
infer  that  the  divergency  of  sound,  or  its  tendency  to  spread 
laterally  as  it  passes  from  its  source,  is  much  greater  than 
has  been  supposed  from  experiments  on  a  small  scale.  The 
idea  we  wish  to  convey  by  this  is  that  a  beam  of  sound  issu- 
ing through  an  orifice,  although  at  first  proceeding  like  a 
beam  of  light  in  parallel  rays,  soon  begins  to  diverge  and 
spread  out  into  a  cone,  and  at  a  sufficient  distance  may  in- 
clude even  the  entire  horizon. 

We  may  mention  also  in  this  connection,  that  from  the 
general  fact  of  the  divergence  of  the  rays  of  sound,  the  ap- 
plication of  reflection  as  a  means  of  re-enforcing  sound  must 
of  necessity  be  in  a  considerable  degree  a  failure. 
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By  the  application  of  the  principle  we  have  stated  and  the 
effect  of  the  wind  in  connection  with  the  peculiarities  of  the 
topography  of  a  region  and  the  position  of  the  sounding 
body,  we  think  that  not  only  may  most  of  the  phenomena 
we  have  just  mentioned  be  accounted  for,  but  also  that  other 
abnormal  effects  may  be  anticipated. 

In  critically  examining  the  position  of  the  sounding  body 
in  the  experiment  we  have  mentioned,  in  which  Sir  Fred- 
erick Arrow  and  Captain  Webb  assisted,  it  was  found  that 
the  signal  was  placed  on  the  side  of  a  bank  with  a  large 
house  directly  in  the  rear,  the  roof  of  which  tended  to  deflect 
the  sound  upwards  so  as  to  produce  in  the  rear  a  shadow, 
but  on  account  of  the  divergency  of  the  beam  this  shadow 
vanished  at  the  distance  of  a  mile  and  a  half  or  two  miles, 
and  at  the  distance  of  say  three  miles  the  sound  of  the  in- 
strument was  distinctly  heard.  I  doubt  not  that  on  exami- 
nation all  the  cases  mentioned  by  General  Duane,  with  one 
exception,  might  be  referred  to  the  same  principle,  the 
exception  being  expressed  in  the  following  remarkable  state- 
ment in  his  report  to  the  Light- House  Board  :  "The  fog-sig- 
nals have  fl'equently  been  heard  at  a  distance  of  twenty  miles, 
and  as  frequently  cannot  be  heard  at  the  distance  of  two 
miles,  and  with  no  perceptible  difference  in  the  state  of  the 
atmosphere.  The  signal  is  often  heard  at  a  great  distance 
in  one  direction,  while  in  another  it  will  be  scarcely  audible 
at  the  distance  of  a  mile.  For  example,  the  whistle  at  Cape 
Elizabeth  can  always  be  distinctly  heard  in  Portland, — a 
distance  of  nine  miles,  during  a  heavy  north-east  snow- 
storm, the  wind  blowing  a  gale  directly  from  Portland  to- 
ward the  whistle." 

This  is  so  abnormal  a  case,  and  so  contrary  to  generally 
received  opinion,  that  I  hesitated  to  have  it  published  under 
the  authority  of  the  board  until  it  could  be  verified  and 
more  thoroughly  examined.  In  the  observations  that  have 
been  made  under  my  immediate  supervision  the  sound  has 
always  been  heard  farther  with  the  wind  than  against  it. 
It  would  appear  therefore  from  all  the  observations  that  the 
normal  effect  of  the  wind  when  blowing  directly  against 
the  sound,  is  to  greatly  diminish  it.- 
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There  is  however  a  meteorological  condition  of  the  atmos- 
phere during  a  north-east  storm  on  our  coast  which  appears 
to  me  to  have  a  direct  bearing  on  the  phenomenon  in  ques- 
tion. It  is  this,  that  while  a  violent  wind  is  blowing  from 
the  north-cast  into  the  interior  of  the  country,  a  wind  of 
equal  intensity  is  blowing  in  an  opposite  direction  at  an 
elevation  of  a  mile  or  two.  This  is  shown  by  the  rapid  east- 
wardly  motion  of  the  upper  clouds  as  occasionally  aeen 
through  breaks  in  the  lower. 

Aa  a  further  illustration  of  this  principle  I  may  nlention 
'that  on  one  occasion  (in  18;")5)  I  started  on  ray  way  to 
Boston  from  Albany,  in  the  morning  of  a  clear  day,  with  a 
westerly  wind.  The  weather  cotUitiued  clear  and  pleasant 
until  after  passing  the  Connecticut  river,  and  until  within 
fifty  miles  of  Boston.  Wo  then  encountered  a  storm  of  wind 
and  rain  whicli  continued  until  we  reached  the  city.  On 
inquiry  I  learned  that  the  storm  had  commenced  in  Boston 
the  evening  before,  and  although  the  wind  had  been  blowing 
violently  toward  Albany  for  (luen*^  hours  it  had  not  reached 
inwardly  more  thau  fifty  miles.  At  this  point  it  mot  the 
wesi  wind  and  was  turned  back  above  in  almost  n  parallel 
current.  This  is  the  general  character  of  north-east  storms 
along  our  coast,  as  shown  by  Mr.  Espy,  and  is  directly 
applicable  to  the  phenomenon  mentioned  by  General  Duano, 
which  must  be  accepted  as  a  fact,  though  by  no  means  a 
general  one  applicable  to  all  stations.  While  a  violent  wind 
was  blowing  toward  his  place  of  observation  from  Cape  Eliza- 
beth at  the  surface  of  the  earth,  a  parallel  current  of  air  was 
doubtless  flowing  above  with  equal  or  greater  velocity  in  the 
opposite  direction.  The  effect  of  the  latter  would  bo  to  in- 
crease the  velocity  of  the  upper  part  of  the  wave  of  sound, 
and  of  the  former  to  diminish  it;  the  resultof  the  two  being 
to  incline  the  front  of  the  wave  of  sound  toward  the  observer, 
or  to  throw  it  down  toward  the  earth,  thus  rendering  the 
distant  signal  audible  under  these  conditions  when  other- 
wise it  could  not  be  heard.  I  think  it  is  probable  that  the 
same  principle  applies  to  other  cases  of  the  abnormal  propa- 
gation of  sound. 
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For  the  production  of  a  sound  of  sufficient  power  to  serve 
as  a  fog-signal,  bells,  gongs,  &c.,  are  too  feeble  except  in 
special  cases  where  the  warning  required  is  to  be  heard  only 
at  a  small  distance.  After  much  experience  the  Light-House 
Board  has  adopted  for  first-class  signals, — instruments  actu- 
ated by  steam  or  hot-air  engines,  and  such  only  as  depend 
upon  the  principle  of  resonance,  or  the  enforcement  of  sound 
by  a  series  of  recurring  echoes  in  resounding  cavities. 

Of  these  there  are  three  varieties.  First,  the  steam-whistle,  of 
which  the  part  called  the  bell  is  a  resounding  cavity,  the  sound 
it  emits  having  no  relation  to  the  material  of  which  it  is  com- 
posed ;  one  of  the  same  form  and  of  equal  size  of  wood  produc- 
ing an  effect  identical  with  that  from  one  of  metal.  Another 
variety  is  the  fog-trumpet,  which  consists  of  a  trumpet 
of  wood  or  metal  actuated  bv  a  reed  like  that  of  a  clarionet. 
The  third  variety  is  called  the  siren  trumpet,  which  consists 
of  a  hollow  drum,  into  one  head  of  which  is  inserted  a  pipe 
from  a  steam-boiler,  while  in  the  other  head  a  number  of 
holes  are  pierced,  which  are  alternately  opened  and  shut  by 
a  revolving  plate  having  an  equal  number  of  holes  through 
it.  This  drum  is  placed  at  the  mouth  of  a  large  trumpet. 
The  sound  is  produced  by  the  series  of  impulses  given  to  the 
air  by  the  opening  and  shutting  of  the  orifices  and  conse- 
quent rushing  out  at  intervals  with  explosive  violence  of  the 
steam  or  condensed  air.  The  instrument,  as  originally  in- 
vented by  Cagniard  de  Latour,  of  France,  was  used  simply 
in  experiments  in  physics  to  determine  the  pitch  of  sound; 
but  Mr.  T.  Brown,  of  New  York,  after  adding  a  trumpet  to  it 
and  modifying  the  openings  in  the  head  of  the  drum  and 
the  revolving  plate^  under  the  direction  of  the  Light-House 
Board,  perfected  it  as  a  fog-signal,  and  as  such  it  has  been 
found  the  most  powerful  ever  employed. 

In  ascertaining  the  penetrating  power  of  diS'erent  fog- 
signals  I  have  used  with  entire  .success  an  instrument  of 
which  the  following  is  a  description:  A  trumpet  of  ordinary 
tinned  iron  of  about  3  feet  in  length,  and  9  inches  in  diam- 
eter at  the  larger  end,  and  about  1  inch  at  the  smaller,  is 
gradually  bent  so  that  the  axis  of  the  smaller  part  is  at 
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right  angles  to  the  axis  of  the  larger  end;  on  the  smaller 
end  is  soldered  a  cone  of  which  the  larger  end  is  about  2 
inches  in  diameter.  Across  the  mouth  of  this  cone  is 
stretched  a  piece  of  gold-beater*s  skin.  When  the  instrument 
is  used,  the  opening  on  the  larger  end  is  held  before  the  ap- 
paratus to  be  tested,  the  plane  of  the  mouth  of  the  trumpet 
being  vertical  and  the  membrane  being  horizontal;  over 
the  membrane  is  strewed  a  small  quantity  of  fine  sand, 
which  is  defended  from  the  agitation  of  the  air  by  a  cylinder 
of  glass,  the  upper  end  of  which  is  closed  by  a  lens.  When 
the  apparatus  under  examination  is  sounded,  (being  suffi- 
ciently near,)  the  sand  is  agitated;  the  testing  instrument 
is  then  moved  farther  off  step  by  step  until  the  agita- 
tion just  ceases;  this  distance  being  measured  is  taken 
as  the  relative  penetrating  power  of  the  sounding  appa- 
ratus. The  same  process  is  repeated  with  another  sound- 
ing instrument,  and  the  distance  at  which  the  sound  ceases 
to  produce  an  effect  on  the  sand  is  taken  as  the  measure 
of  the  penetrating  power  of  this  apparatus,  and  so  on. 
On  comparing  the  results  given  by  this  instrument  with 
those  obtained  by  the  ear  on  going  out  a  sufficient  distance 
the  two  are  found  to  agree  precisely  in  their  indications. 
The  great  advantage  in  using  this  contrivance  is  that  the 
relative  penetrating  power  of  two  fog-signals  may  be  ob- 
tained within  a  distance  of  a  few  hunded  yards,  while  to 
compare  them  by  the  ear  requires  the  aid  of  a  steamer  and  a 
departure  from  the  origin  of  sound  in  some  cases  of  fifteen 
or  twenty  miles. 
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PART  III,— INVESTIGATIONS  DURING  1878  AND  1874. 
(Report  of  the  United  States  Light-House  Board  for  1874,  pp.  107-117.) 

Observations  on  Sound  and  Fog-Signals  in  August^  1873. 

Professor  Henry,  chairman,  and  Commander  John  G. 
Walker,  naval  secretary,  of  the  Light-House  Board,  left  Port- 
land August  12th,  1873,  at  3  o'clock  p.  m.  in  the  steam-tender 
Myrthy  Captain  Foster,  for  Whitehead  light-station,  at  which 
place  abnormal  phenomena  of  sound  had  been  observed. 

Whitehead  light-station  is  on  a  small  island  about  a  mile 
and  a  half  from  the  coast  of  Maine,  on  the  western  side  of 
the  entrance  to  Penobscot  Bay,  and  in  the  direct  line  of  the 
coasting-steamers  and  other  vessels  from  the  westward, — 
bound  into  the  Penobscot  Bay  and  river.  The  light-liouse 
and  fog-signal  are  situated  on  the  south-east  slope  of  the 
island,  the  surface  of  which  consists  almost  entirely  of  rock, 
the  middle  being  at  an  elevation  of  75  feet  above  the  mean 
tide-level. 

The  phenomena  which  had  been  observed  at  this  and 
other  stations  along  the  coast  consisted  of  great  variation  of 
intensity  of  sound  while  approaching  and  receding  from  the 
station.  As  an  example  of  this  we  may  state  the  experience 
of  the  observers  on  board  the  steamer  City  of  Richmoad  on 
one  occasion,  during  a  thick  fog  at  night  in  1872.  The  ves- 
sel was  approaching  Whitehead  from  the  south-westward, 
when  at  a  distance  of  about  six  miles  from  the  station,  the 
fog-signal — which  is  a  lO-inch-  steam-whistle,  was  distinctly 
perceived  and  continued  to  be  heard  with  increasing  inten- 
sity of  sound  until  within  about  three  miles,  when  the  sound 
suddenly  ceased  to  be  heard,  and  was  not  perceived  again 
until  the  vessel  approached  within  a  quarter  of  a  mile  of  the 
station,  although  from  conclusive  evidence  furnished  by  the 
keeper,  it  was  shown  that  the  signal  had  been  sounding  dur- 
ing the  whole  time.  The  wind  during  this  time  was  from 
the  south,  or  approximately  in  an  o{)posite  direction  to  the 
sound.  Another  fact  connected  with  this  occurrence  was  that 
the  keeper  on  the  island  distinctly  heard  the  sound  of  the 
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whistle  of  ihe  steamer,  which  was  blowQ  as  soon  as  the  whistle 
at  the  station  ceased  to  be  heard,  in  order  to  call  ihe  attention 
of  the  keeper  to  wliat  was  supposed  to  be  a  neglect  of  his  duty 
in  intermitting  the  operations  of  his  signal.  It  should  be  ob- 
served that  the  sound  from  the  steamer  in  this  ease  was  pro- 
duced by  a  6-inch  whistle,  while  that  of  the  station  was  from 
an  instrument  of  the  same  kind,  of  10  inches  in  diameter;  or 
in  other  words  a  lesser  sound  wtis  beard  from  the  steamer, 
while  a  sound  of  greater  volume  from  the  station  was  unheard 
in  an  opposite  direction.  It  is  evident  that  Ibis  result  could 
not  be  due  to  any  mottled  condition  ov  want  of  acoustic  trans- 
parency of  the  atmosphere,  since  this  would  absorb  the  sound 
equally  in  both  directions.  The  only  plausible  explanation  of 
this  phenomenon  is  that  which  refers  it  to  the  action  of  the 
wind.  In  the  case  of  the  sound  from  the  steamer,  the  wind 
was  favorable  for  its  transmission,  and  hence  it  is  not  strange 
that  its  sound  should  be  heard  on  the  island  when  the  sound 
from  the  other  instrument  could  not  be  heard  on  the  steamer. 
To  explain  on  the  same  principle  the  fact  of  the  hearing  of 
the  sound  at  the  distance  of  six  miles,  and  afterward  of 
losing  it  at  the  distance  of  three  miles,  we  have  only  to  sup- 
pose that  in  the  (i  rst  instance  the  retarding  effect  of  the  wind 
was  small,  and  that  in  the  second  it  became  much  greater 
on  account  of  a  .sudden  increase  in  the  relative  velocity  of 
the  current  in  the  upper  and  lower  portions. 

After  making  a  critical  examination  of  the  island  and  the 
position  of  the  machinery,  and  also  in  regard  to  any  obstacle 
which  might  interfere  with  tljo  propagation  of  the  sound,  the 
keeper  was  directed  to  put  the  instrument  in  operation  and 
to  continue  to  sound  it  for  at  least  two  hours,  or  until  the 
steamer  was  lost  sight  of ;  which  direction  was  complied  with. 
In  passing  from  the  island,  aImo.st  directly  against  a  light 
wind,  the  intensity  of  the  sound  gradually  diminished  as  a 
whole — with  the  increase  of  distance,  but  varied  in  loudness 
from  blast  to  blast,  now  louder,  then  again  more  feeble,  until 
it  finally  ceased  at  a  distance  of  about  fifteen  miles,  as  esti- 
mated by  the  intervals  between  the  blasts  and  the  sight  of 
the  steam  as  seen  through  a  spy-glass,  and  also  from  points 
on  the  Coast-Survey  charts. 
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The  result  of  this  investigation  clearly  showed  the  power 
of  the  apparatus  in  propagating  sound  under  conditions  not 
entirely  favorable,  since  the  wind — though  light,  was  in 
opposition  to  the  sound. 

Cape  Elizabeth  Light-SiaJtion,  Maine^  August  29,  1873. — The 
fog-signal  at  this  place  is  on  a  prominent  headland  to 
which  the  course  of  all  vessels  is  directed  when  bound 
from  the  southward  into  Portland  Harbor.  It  is  furnished 
with  two  light-houses  919  feet  apart  and  143  feet  above  sea- 
level.  The  easterly  tower  is  connected  with  the  keeper's 
dwelling  by  a  wooden-covered  way  200  feet  long  and  about 
12  feet  high ;  the  station  is  furnished  with  a  10-iuch  steam 
fog-whistle,  placed  to  the  southward  of  the  easterly  tower  at 
a  distance  of  about  625  feet  and  about  at  right  angles  with 
the  covered  way;  it  therefore  has  a  background,  including 
the  covered  way,  of  about  65  feet  above  the  height  of  the 
whistle,  which  was  found  to  reflect  a  perceptible  echo.  The 
whistle  was  actuated  by  steam  at  55  pounds  pressure,  con- 
suming from  60  to  65  pounds  of  anthracite  coal  per  hour. 
The  whistle  itself  differs  from  the  ordinary  locomotive- 
whistle  by  having  a  projecting  ledge  or  rim  around  the 
lower  part  through  which  the  sheet  of  steam  issues  to  strike 
against  the  lower  edge  of  the  bell.  What  effect  this  project- 
ing ledge  or  rim  may  have  is  not  known  to  the  observers. 
Tliis  whistle  is  provided  (for  the  purpose  of  concentrating 
the  sound  in  a  given  direction)  with  a  hollow  truncated 
pyramid  20  feet  long,  10  feet  square  at  the  large  end,  and  2| 
feet  square  at  the  small  end,  the  axis  of  the  pyramid  being 
placed  parallel  to  the  horizon,  with  the  whistle  at  the  smaller 
end.  In  order  to  ascertain  the  effect  of  this  appendage  to 
the  whistle,  the  simplest  plan  would  have  been  to  note  the 
intensity  of  sound  at  various  points  on  a  circle  of  which 
the  whistle  should  be  the  centre.  This  being  impractica- 
ble on  account  of  the  intervention  of  the  land,  the  ob- 
servations were  confined  to  points  on  the  three  arcs  of  a 
circle  of  about  120°,  of  which  the  axis  divided  the  space 
into  80°  and  40°,  and  a  radius  of  one,  two,  and  three  miles. 
The  result  of  these  observations  was  that  starting:  from  the 
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axis  of  the  trumpet  on  the  east  side,  the  sound  grew  slightly 
less  loud  until  the  prolongation  of  the  side  of  Ibe  trumpet 
was  reached,  when  it  bocaino  comparntivcly  faint  and  con- 
tinued so  until  tlic  lino  between  the  whistle  and  observer 
was  entirely  unobstructed  by  the  aide  of  the  trumpet,  wlmn 
the  sound  was  apparently  as  loud  as  in  the  prolongation  of 
the  axis  itself.  On  the  west  side  of  the  axis  of  the  trumpet, 
the  sound  in  a  like  manner  diminished  from  tlic  axis  until 
the  prolongation  of  the  side  of  the  tnimpet  was  reached, 
when  it  became  feeble,  again  slightly  increased,  and  then 
gradually  diminished  until  the  line  of  direction  made  an 
angle  of  about  80°  with  the  axis  of  the  trumpet,  when  it 
ceased  to  bo  heard  at  a  distance  of  about  one  and  a.  half 
miles.  It  should  bo  observed  however  that  at  this  point  tho 
line  of  sight  of  the  observers  was  obstructed  by  the  side  of 
the  trumpet  and  tho  smoke-stack  of  the  boiler.  The  wind 
was  light,  at  south -south  west,  approximately  iu  opposition 
to  the  direction  of  the  sound  when  it  ceased  to  be  heard. 

We  are  informed  that  complaints  had  previously  been 
made  by  officers  of  steamers  passing  near  this  point  that 
the  sound  was  here  inaudible  previous  to  the  introduction 
of  this  trumpet;  it  would  therefore  follow  that  it  is  of  no 
use  to  increase  the  effect  on  tho  westorn  side  of  the  axis, 
and  is  of  injury  to  the  sound  on  the  linos  of  prolongation 
of  its  sides.  If  the  sound  should  cease  to  bo  heard  at  tho 
point  mentioned  when  the  trumpet  is  removed,  the  only 
apparent  cause  of  tho  phenomenon  will  be  the  prevailing 
direction  of  the  wind,  which  coming  from  the  south-west 
will  be  in  opposition  to  the  sound  of  the  whistle;  but  in  the 
case  of  tho  present  investigation  the  force  of  tho  wind  was 
so  small  that  it  scarcely  appeared  adequate  to  produce  the 
effect,  antl  this  question  therefore  must  be  left  for  further 
investigation.  It  may  be  important  to  state  that  in  the  case 
where  the  sound  ceased  to  be  heard,  it  was  regained  by  sail- 
ing directly  toward  the  station  about  one  mile,  or  at  half  a 
mile  from  the  station. 

After  making  the  foregoing  observations  as  to  the  in- 
tensity of  sound  in  different  directions  from  the  station, 
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the  observations  were  closed  by  sailing  directly  along  the 
axis  of  the  trumpet  until  the  sound,  which  gradually 
grew  fainter  as  the  distance  increased,  finally  ceased  to  be 
heard  at  a  distance  of  about  nine  miles.  In  comparing 
this  last  result  with  an  instrument  of  about  the  same  power 
at  Whitehead,  which  gave  a  perceptible  sound  at  a  distance 
of  fifteen  miles,  the  only  apparently  variable  circumstance 
was  the  velocity  of  the  wind, — in  both  cases  adverse  to  the 
direction  of  the  sound;  but  in  that  of  Cape  Elizabeth  it  was 
of  considerably  greater  force. 

During  the  foregoing  experiments,  when  the  vessel  was 
about  a  mile  from  the  station,  steaming  directly  outward, — in 
the  prolongation  of  the  axis  of  the  instrument,  there  was 
heard  after  each  sound  of  the  whistle  a  distinct  echo  from 
the  broad,  unobstructed  ocean,  which  was  attributed  at  the 
time,  as  in  other  cases,  to  reflections  from  the  crests  and  hol- 
lows of  the  waves.  A  similar  phenomenon  has  since  been 
elsewhere  observed,  and  referred  to  a  reflection  from  air  of  a 
different  density.  This  observation  becomes  important  in 
regard  to  the  solution  of  the  question  as  to  the  abnormal 
phenomena  of  sound. 

Cape  Ann  Light-Station^  Massachusetts,  August  31,  1873. — 
This  is  one  of  the  most  important  stations  on  the  New  Eng- 
land coast.  It  is  furnished  with  two  first-order  lights  and 
a  12-inch  steam  whistle,  actuated  by  GO  pounds  pressure  of 
steam.  The  present  is  the  fourth  engine  which  has  been 
erected  at  this  station,  in  consequence  of  the  complaints  either 
as  to  the  inefficiency  of  the  sound  or  its  failure  to  be  heard 
in  certain  directions.  It  was  at  first  proposed  to  sail  entirely 
around  the  island  in  order  to  test  the  intensity  of  the  sound 
in  different  directions,  but  tliis  was  found  impracticable  on 
account  of  the  shallowness  of  water  on  the  inland  side;  the 
observations  were  therefore  confined  to  the  direction  in 
which  complaints  had  been  made  as  to  the  deficiency  of  the 
signal,  namely,  in  a  southerly  direction.  The  result  of  these 
observations  (the  points  of  which  included  an  arc  of  120^) 
was  that  the  sound  was  heard  with  equal  intensity  except 
when  the  direction  of  the  station  was  to  the  northward  and 
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eastward  of  the  observers;  then  in  ooa  instance  the  sound 
became  very  indistinct,  and  in  another  was  entirely  lost, 
both  at  a  distance  of  about  two  miles.  In  these  cases  the 
line  of  sight  between  the  observers  and  the  signal  was  inter- 
rupted— in  the  first  by  a  small  building  the  gable-end  of 
which  was  within  10  feet  of  the  whistle,  and  in  the  second 
by  the  south  light-tower,  which  is  within  30  feet  of  the 
whistle.  In  this  series  of  experiments,  as  in  the  last,  the 
wind  was  against  the  sound ;  the  effect  was  noted  by  passing 
over  the  arc  several  times  at  different  distances.  The  wind 
was  from  the  southward  and  westward  and  very  light,  and 
the  sound  was  finally  lost  at  about  six  miles,  and  in  the 
direction  of  the  obstructions. 

Boston  LigJU-Staiion,  August  31,  1873.— The  light-house  is 
situated  on  a  low  rocky  island,  on  the  north  side  of  the  main 
outer  entrance  to  Boston  Harbor,  nine  miles  from  the  city. 
It  is  furnished  with  three  caloric  engines,  two  of  the  second 
class  and  one  of  the  first.  The  two  second-class  engines  are 
so  arranged  as  to  act  separately  or  together,  and  in  the  latter 
arrangement  serve  to  duplicate  the  larger  engine.  At  the 
time  the  observations  were  made,  the  larger  engine  was 
about  being  repaired,  and  one  of  the  smaller  engines  with 
the  double  air-i'eservoir  was  used.  The  larger  engine  is 
used  with  12  pounds  pressure  of  air,  which  falls  to  8  pounds 
in  producing  the  sound.  The  smaller  engine,  with  the 
double  reservoir,  is  started  with  9  pounds  pressure,  which 
falls  to  8  pounds.  This  difference  in  the  pressure  of  air  in 
the  two  engines  is  caused  by  the  larger  ratio  of  the  reservoir 
to  the  size  of  the  reed.  With  a  greater  pressure  than  12 
pounds  to  the  square  inch  in  the  larger  engine,  and  9  pounds 
in  the  smaller,  no  sound  is  produced;  the  reed  is  unable  to 
act  against  the  pressure,  and  consequently  the  orifice  remains 
closed.  The  trumpet  of  the  larger  of  tlie  engines  is  reported 
to  have  been  heard  eighteen  miles  at  sea,  which — in  consid- 
eration of  the  results  obtained  at  Whitehead,  we  thought 
very  probable.  The  time  required  (from  starting  fires)  to 
get  a  good  working-pressure,  is  about  half  an  hour.  The 
amount  of  coal  consumed  per  hour  is  17  pounds. 
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There  is  moreover  at  this  station  a  bell,  operated  by  a 
Stevens  clock,  not  at  present  used.  It  is  placed  on  a  high, 
wooden  frame  structure,  on  which  one  of  the  ancient  bell 
striking  machines  was  originally  erected.  The  most  proper 
position  for  the  fog-signal  is  on  the  ground  occupied  by  this 
bell-tower,  but  as  this  was  not  removed  at  the  time  of  the 
erection  of  the  trumpets,  they  were  placed  in  such  positions 
as  to  have  the  line  of  sound  interrupted  to  the  north-eastward 
by  the  bell  and  light  towers.  It  was  therefore  thought  prob- 
able that  this  was  the  cause  of  the  deficiency  of  sound  in 
this  direction.  To  test  this,  the  vessel  was  caused  to  traverse 
the  arcs  of  several  concentric  circles,  in  the  portion  of  the 
horizon  where  the  sound  was  most  required  as  a  signal.  The 
first  arc  traversed  was  about  one  and  one-half  miles  from 
the  signal.  The  vessel  on  this  crossed  the  axis  where 
the  sound  was  quite  loud,  and  proceeded  northward  until 
the  sight  of  the  trumpet  was  obscured  by  the  before-men- 
tioned towers,  when  the  sound  became  almost  inaudible. 
The  vessel  next  returned  across  the  axis,  on  a  circle  of  about 
three  miles  radius,  with  similar  results;  but  after  crossing 
the  axis  the  sound  on  the  southern  side  continued  to  be  but 
little  diminished  in  intensity  along  an  arc  of  two  and  a 
half  miles,  or  as  far  as  the  land  would  allow  the  vessel  to 
go.  The  vessel  was  next  put  upon  an  arc  of  which  the 
radius  was  one  and  a  half  miles,  and  on  the  south  side  of  the 
axis,  and  sailed  to  the  northward  until  the  axis  was  reached; 
it  was  then  turned  and  run  for  the  entrance  of  the  harbor, 
liuggiug  the  southern  shore,  keeping  as  fur  from  the  signal 
as  possible.  Throughout  this  passage  the  sound  was  clear 
and  loud,  showing  very  little — if  any  diminution  of  power 
as  the  several  positions  deviated  more  and  more  from  the 
direction  of  the  axis,  until  the  vessel  was  at  right  angles 
with  the  axis,  the  land  not  permitting  any  greater  distance. 
The  vessel  a|)proached  to  within  three-quarters  of  a  mile  of 
the  signal  and  then  continued  still  farther  around,  until 
nearly  in  the  rear  of  it,  the  sound  still  continuing  clear  and 
loud.  The  vessel  next  proceeded  up  the  harbor,  nearly  in 
the  line  of  the  axis  of  the  trumpet  prolonged  in  the  rear 
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still  continuing  to  hear  the  signal  distinctly  until  the  keeper, 
losing  sight  of  the  vessel,  stopped  sounding  the  instrument. 
These  observations  were  made  under  very  favorable  circum- 
stances, it  being  nearly  calm.  What  wind  did  exist  was 
about  equally  favorable  to  points  on  either  side  of  the  axis. 
The  inference  from  these  observations  is — first,  that  small 
objects  placed  near  the  source  of  sound  tend  to  diminish  its 
intensity  in  the  direction  of  its  interruption,  and  should 
therefore  if  possible  be  removed,  or  the  instrument  so  placed 
as  to  obviate  such  obstructions;  and  second,  that  even  with 
the  trumpet,  the  sound  so  diverges  from  the  axis  as  to  bo 
efficient  even  in  the  rear  of  the  instrument. 

Observations  on  Fog-Siffnals,  in  Augiisl  and  September,  1874. 

The  first  of  these  investigations  was  made  August  25,  on 
board  the  steamer  Putnam,  at  Little  Gull  Island,  with  Com- 
modore-Stephen D.  Trcnchard,  inspector  of  lights  of  the 
third  district,  accompanied  by  Governor  Charles  R.  Iiiger- 
soll,  of  Connecticut,  and  Captain  John  H.  Upshur,  U.  S.  N. 

At  this  place  are  two  sirens,  the  one  to  replace  the  other 
in  case  of  an  accident.  One  of  the  sirens  was  sounded  with 
the  pressure  of  50  pounds  per  square  inch.  The  wind  was 
across  the  axis  of  the  trumpet,  and  almost  precisely  at  right 
angles  to  it. 

Tlie  steamer  was  headed  against  the  wind,  on  a  line  at 
right  angles  to  the  axis  of  the  trumpet.  The  sound  in  this 
case  also  travelled  against  the  wind,  which  was  at  an  esti- 
mated velocity  of  from  4  to  5  miles  per  hour.  The  distance 
travelled  before  the  sound  became  inaudible,  was  estimated 
by  the  speed  of  the  steamer,  at  3J  miles. 

The  steamer  was  next  headed  in  an  opposite  direction 
and  returned  along  its  previous  path,  across  the  mouth  of 
the  trumpet  of  the  siren,  the  sound  gradually  increasing  in 
strength  without  any  marked  irregularity,  until  the  siren 
was  reached,  and  on  leaving  this,  (the  course  remaining  the 
dame,)  the  sound  gradually  diminished  in  intensity,  hut  with 
less  rapidity  than  before,  until  it  was  finally  lost  at  a  dis- 
tance of  7^  miles.  In  the  latter  instance,  the  movement  of 
28 
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the  sound  was  witli  the  wind.  The  result  of  these  obser- 
vations was  conformable  to  that  generally  obtained  from 
previous  ones,  namely  that  the  sound  is  seldom  or  never 
heard  at  the  same  distance  in  different  directions,  and  more- 
over that  it  is  generally  heard  farther  with  the  wind  than 
against  it. 

The  observations  of  this  day  also  illustrate  the  spread  of  the 
sound-wave  on  either  side  of  the  axis  of  the  trumpet,  a  fact 
which  has  frequently  been  noticed  in  other  investigations. 
It  may  be  well  to  mention  that  the  siren  trumpet  at  this 
locality  is  directed  horizontally,  with  its  prolonged  axis  pass- 
ing over  a  space  of  very  rough  ground,  (immediately  in  front 
of  the  mouth  of  the  trumpet,)  the  surface  of  which  is  prin- 
cipally composed  of  bowlders:  one  of  these  (of  very  largo 
size)  is  directly  in  front  of  the  trumpet,  and  the  idea  occurred 
to  me  that  this  rough  surface  might  produce  some  eflFect  on 
the  transmission  of  sound  to  a  distance.  I  observed  by 
strewing  sand  upon  a  paper  that  the  former  was  violently 
agitated  when  held  near  the  surface  of  the  large  bowlder 
just  mentioned,  during  the  blast  of  the  siren  trumpet. 

At  this  station,  during  the  visit  of  Sir  Frederick  Arrow, 
the  sound  was  lost- in  the  direction  of  the  axis  of  the  trum- 
pet at  a  distance  of  two  miles,  and  then  again  regained  with 
distinctness  at  the  light-vessel,  a  distance  of  four  and  one-half 
miles;  this  was  what  I  have  denominated  an  abnormal  phe- 
nomenon, wliich  was  due  as  I  think — to  a  slight  variation 
in  the  velocity  of  the  lower  and  upper  parts  of  the  current  of 
air,  but  unfortunately,  the  demand  for  the  use  of  the  vessel 
as  a  light-house  tender  prevented  the  attempt  to  ascertain 
whether  the  same  phenomenon  would  be  observed  a  second 
time,  and  to  further  investigate  its  cause. 

Observations  September  1, 1874. — The  second  series  of  inves- 
tigations this  season  was  made  with  General  J.  G.  Barnard, 
of  the  Light-House  Board,  and  General  I.  C.  Woodruflf,  en- 
gineer of  the  third  district.  We  proceeded  on  this  occasion 
in  the  steamer  Mistletoe  to  Block  Island, — one  of  the  outer 
stations  of  the  Light-House  Board,  fully  exposed  (without 
intervention  of  land)  to  the  waves  and  storms  of  the  ocean. 
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On  the  southerly  side  of  this  island  a  ligbt-liouse  is  about 
being  erected,  aud  a  siren  station  had  been  established  at 
this  locality,  and  was  in  full  operation. 

There  are  here  two  sirens  attached  to  one  boiler,  one  to  bo 
used  in  case  of  an  accident  to  the  other.  For  the  sake  of 
experiment  they  are  of  slightly  different  qualities,  one  with 
a  larger  trumpet  witli  a  revolving  disk  of  tlio  old  pattern, 
giving  a  lower  tone;  the  other  a  smaller  trumpet  having  a 
revolving  disk  with  openings  allowing  a  much  more  sudden 
and  full  blastof  steam,  and  revolving  with  greater  velocity  so 
as  to  give  a  higher  pitch.  The  latter  is  far  the  superior  instru- 
ment, as  was  evident  to  us  by  the  sound  which  it  produced, 
and  as  had  been  establislied  by  the  use  of  Lho  artificial  ear 
in  the  manufactory  of  Mr.  Brown.  The  effect  on  the 
unguarded  ear  was  scarcely  endurable,  and  the  very  earth 
around  appeared  to  tremble  during  the  blast.  The  kqeiKT 
(an  intelligent  man  who  has  been  promoted  from  the  posi- 
tion of  assistant  keeper  ut  Beaver  Tail  liglit  to  this  station) 
informed  us  that  a  fleet  of  fishing- vessels  coming  in,  dis- 
tinctly heard  it  at  a  distance  estimated  by  their  rate  of  sail- 
ing at  scarcely  less  than  thirty  miles;  this  was  on  two  sepa- 
rate occasions.  The  keeper  had  been  directed  to  note  and 
record  the  date  at  which  he  heard  the  sound  from  other 
signals;  he  reported  that  he  hail  frequently  heard  the  fog- 
signal  at  Point  Judith,  a  distjince  of  seventeen  miles,  and 
that  the  observer  at  the  latter  place  frequently  heard  his 
signal;  but  on  comparing  records,  the  two  sounds  had  not 
been  beard  simultaneously  by  the  two  keepers;  when  a  sound 
was  heard  from  one  station,  the  opposite  sound  was  not 
heard  from  the  other,  illustrating  again  the  general  rule 
that  sound  is  not  transmitted  simultaneously  witli.  equal 
intensity  in  opposite  directions. 

This  occasion  also  furnished  very  favorable  conditions  for 
observing  the  remarkable  phenomenon  of  the  ocean-echo. 
At  the  cessation  of  each  blast  of  the  trumpet,  (after  a  slight 
interval,)  a  distinct  and  prolonged  echo  was  returned  from  the 
un-obstructed  ocean.  It  is  important  to  observe — in  regard 
to  this  phenomenon,  that  the  siren  is  placed  near  the  edge 
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of  a  perpendicular  cliff,  at  an  elevation  of  from  75  to  100  feet 
above  the  ocean,  and  furthermore  that  the  direction  of  the 
wind  formed  an  angle  of  about  35°  with  the  axis  of  the  trum- 
pet. Now  the  loudness  of  this  echo  was  not  the  greatest  at 
the  siren-house,  but  increased  in  intensity  until  a  point  was 
reached  several  hundred  yards  from  the  trumpet,  approxi- 
mately more  in  accordance  with  a  reflection  from  the  waves. 
The  wind  was  blowing  from  the  shore  with  the  direction  of 
the  sound  as  it  went  ofl'  from  the  trumpet,  and  nearly  against 
it  on  the  return  of  the  echo.  I  have  attributed  this  phenom- 
enon (which  was  first  observed  in  1866  at  East  Quoddy  Head, 
on  the  coast  of  Maine,  and  since  at  various  stations,  at  which 
the  trumpet  or  siren  has  been  used,)  to  the  reflection  of  the 
sound  from  the  crests  and  slopes  of  the  waves,  and  the  obser- 
vation we  have  mentioned  would  appear  to  favor  this  hypoth- 
esis. In  connection  with  this  ex[)lanation,  I  may  mention  that 
my  attention  has  been  called  by  General  M.  C.  Meigs,  of  the 
United  States  Army,  to  an  echo  from  the  palings  of  a  fence, 
and  also  from  a  series  of  indentations  across  the  under  side 
of  the  arch  of  one  of  the  aqueduct  bridges  of  the  Washing- 
ton water- works.  The  fact  that  the  sound  was  much  louder 
at  a  point  considerably  distant  from  the  trumpet  was  noted 
by  one  of  the  party  entirely  unacquainted  with  the  hypoth- 
esis. 

The  keeper  of  this  station  confirmed  (without  a  leading 
question)  the  statement  of  Captain  Kceney,  that  a  feeble 
sound  of  a  distant  object — as  the  roar  of  the  surf,  can  fre- 
quently be  heard  against  the  direction  of  the  wind,  and 
that  in  this  case  it  always  betokens  a  change  in  the 
w^eather,  and  is  in  fact  used  generally  by  the  fishermen  as 
a  prognostic  of  a  change  in  the  direction  of  the  wind,  which 
will  in  the  course  of  a  few  hours  invariably  spring  up  from 
an  opposite  quarter.  In  sucli  case  it  is  highly  probable  (as 
has  been  stated,)  that  a  change  has  already  taken  place  in  the 
direction  of  the  upper  strata  of  tlie  air,  although  from  theo- 
retical considerations  we  might  infer  that  the  same  result 
would  be  i)roduced  if  the  wind  were  stationary  above  and 
moving  with  a  considerable  velocity  in  a  direction  opposite 
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to  tlic  soiinil  at  the  surfiice  of  the  earth,  the  velocity  gradu- 
ally diminishing  as  we  ascend,  for  in  this  case  also  the  iucli- 
iiation  of  the  sound  waves  would  be  downward. 

Obsci-vationa  SeptemJier  23, 1874. — The  third  series  of  inves- 
tigations was  made  in  company  with  Captain  John  L,  Davis 
and  Major  Peter  C  Kaiiis,  both  of  the  Light^House  Board, 
and  General  I.  C.  Woodruff,  engineer  of  the  third  district, 
and  Mr.  Browu,  patentee  of  the  siren.  For  the  purpose,  three 
liglit-housc  lenders  were  employed,  viz:  the  ifisUdoe,  Captain 
Keeney;  the  Pwffwm,  Captain  Field ;  and  the  CJiciua,  Captain 
Latham. 

The  place  of  operation  chosen  for  the  first  day's  series  was 
about  IJ  miles  from  the  northern  point  of  Sandy  Hook. 

Krom  the  experience  gained  by  the  accumulated  observa- 
tions which  had  been  made,  it  was  concluded  that  the  phe- 
nomena of  sound  in  reganl  to  perturbing  influences  could 
riot  be  properly  studied  without  simultaneously  observing 
the  transmission  of  sound  in  opposite  directions.  It  was 
therefore  concluded  to  employ  at  least  two  steamers  in  mak- 
ing the  investigations. 

In  regard  to  this  point  the  commission  was  fortunate  in 
being  able  to  command  the  use,  for  a  limited  period,  of  the 
three  tenders  mentioned  above,  whieh  happened  to  be  at  the 
time  assembled  at  the  light-houae  depot,  Staten  Island,  and 
could  he  spared  from  their  ordinary  operations  for  a  few  days 
without  detriment  to  the  service.  It  was  also  fortunate  in 
selecting  for  the  scene  of  the  investigations  an  unobstructed 
po,sition  in  the  lower  bay  of  New  York,  and  perhaps  still 
more  fortunate  in  the  season  of  the  year  when  on  account  of 
the  heat  of  the  sun — a  land  and  sea  breeze  which  changed 
their  directions  at  a  particular  hour  of  the  day,  enabled 
results  to  be  obtained  hearing  especially  on  the  phenomena 
to  be  investigated. 

Attention  was  hrst  given  to  the  character  of  the  several 
steam -whistles  which  were  intended  to  be  used  as  the  sources 
of  the  sound  during  the  series  of  investigations. 

Tliese  whistles,  which  were  sounded  during  the  whole  of 
the  observations  with  twenty  pounds  of  steam  on  each  boiler, 
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gave  at  first  discordant  sounds,  and  were  found  by  their  eflEect 
upon  an  artificial  ear  to  be  considerably  different  in  pene- 
trating power;  they  were  then  adjusted  by  increasing  or  di- 
minishing the  space  between  the  bell  and  the  lower  cylinder, 
(by  turning  a  screw  intended  for  that  purpose  on  the  axis  of 
tlie  bell,)  until  they  produced  the  same  effect  upon  the  sand  in 
the  membrane  of  the  artificial  ear ;  but  in  order  to  be  further 
insured  of  the  equality  of  the  penetrating  power  of  the  sev- 
eral whistles,  the  three  steamers  abreast — forming  as  it  were 
a  platoon,  were  directed  to  proceed  against  the  wind,  sound- 
ing all  the  time  in  regular  succession, — the  Cadm  first,  then 
after  an  interval  of  a  few  seconds,  the  Mistletoe,  and  then 
i\\Q  PiUnam, — until  the  stationary  observers  lost  the  sound 
of  each.  They  became  inaudible  all  very  nearly  at  the  same 
moment.  The  sound  of  the  Putnam  was  thought  to  be 
slightly  less  distinct;  it  was  therefore  chosen  as  a  stationary 
vessel,  from  which  the  observations  of  the  sound  of  the  other 
two  were  to  be  made. 

The  Putnam  being  anchored  at  the  point  before  men- 
tioned, arrangements  were  made  for  sending  off  the  other 
two  vessels  in  opposite  directions,  one  with  and  the  other 
against  the  wind,  with  instructions  to  return  when  the  sound 
became  inaudible  to  those  on  the  stationary  vessel,  this  to 
be  indicated  by  a  flag-signal.  It  should  be  mentioned  that 
the  velocity  of  the  wind  was  measured  from  time  to  time 
during  the  subsequent  experiments  with  one  of  Robinson's 
hemispherical  cup  anemometers,  made  by  Casella,  of  London. 
The  velocity  of  the  wind  as  observed  by  this  instrument 
just  before  the  starting  of  the  vessels,  was  G  miles  per  hour, 
the  instrument  being  freely  exposed  on  the  paddle-boxes  of 
the  steamer.  A  sensitive  aneroid  barometer  marked  30'395 
ins.  and  continued  to  rise  gradually  during  the  day  to  30*43 
ins.;  the  temperature  was  71°  F. 

Isl  trial. — Tlie  vessels  left  at  1 1:18  a.  m.,  the  wind  being  from 
the  west,  Captain  Davis  takin<^  charge  of  the  sounding  of  the 
whistle  on  the  Cactus^  whicli  proceeded  east  with  the  wind, 
the  sound  coming  to  the  ear  of  the  observer  against  the  wind ; 
while  the  sounding  on  the  Mistletoe  was  in  charge  of  Gen- 
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eral  Woodruff,  and  os  the  vessel  steamed  against  the  wind, 
the  snvmd  carae  lo  the  observers  on  the  stationary  vessel  with 
the  wind  ;  the  other  members  of  the  party  remained  on  the 
Putnam,  at  anchor  at  the  point  before  mentioned,  off  the 
Hook,  Major  Hains  having  charge  of  the  signals.  The  sound 
of  the  first  of  the  vessels  was  heard  faintly  at  14  minutes 
after  leaving,  but  not  heard  at  16  minutes;  wo  may  there- 
fore assume  that  it  became  inaudible  at  15  minutes.  And 
within  a  minute  of  the  same  time, — by  a  mistake  of  the  sig- 
nal, the  other  ceased  to  advance,  and  commenced  to  come 
back;  the  sound  from  it  however  was  very  distinct,  while  at 
the  same  moment  the  sound  from  the  other  was  inaudible. 
On  account  of  tiie  mistake  mentioned,  the  relative  distance 
at  which  the  sounds  from  the  two  vessels  might  have  become 
inaudible  cannot  be  accurately  given ;  but  the  fact  observed, 
that  the  sound  wliicli  came  with  the  wind  was  much  more 
audible  than  the  other,  is  in  conformity  with  the  generally 
observed  fact  that  sound  is  heard  farther  with  the  wind  than 
against  it.  In  the  meantime  the  velocity  of  the  wind  had 
sunk  to  IJ  miles  per  hour. 

2d  trial. — Next  the  vessels  leaving  at  11:55  a.  m.  changed 
positions;  the  Gactm,  under  Captain  Davis,  steamed  west,  di- 
rectly in  the  direction  from  whicli  the  wind  came,  while  the 
Mistletoe,  under  General  Woodruff,  steamed  east,  directly  be- 
fore the  wind.  The  result  of  this  trial  was  well  marked  in  all 
respects;  the  sound  of  the  Mistletoe  was  lost  in  9  minutes, 
which,  from  the  speed  of  the  steamer,  was  estimated  at  about 
IJ  miles,  while  the  sound  of  the  Cactus  was  heard  distinctly 
for  30  minutes,  or  at  an  estimated  distance  of  5  miles,  The 
wind  at  the  middle  of  this  trial  had  sunk  to  0'42  mile  per 
hour,  or  nearly  to  a  calm.  The  result  of  this  trial  was  some- 
what abnormal,  for  though  the  wind  had  sunk  nearly  to  a 
calm,  the  sound  was  still  heard  three  times  as  far  in  the 
direction  of  the  slight  wind  as  against  it. 

3d  trial. — After  a  lapse  of  an  hour  and  a  half  a  third  trial 
was  made;  the  wind  had  changed  within  two  points  of  an 
exactly  opposite  direction,  blowing  (from  the  indications  of 
the  anemometer)  at  the  rate  of  lOJ  miles  per  hour. 
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The  Cddua  again  steamed  in  the  eye  of  the  wind,  which 
was  now  however  from  nearly  an  opposite  point,  while  the 
other  vessel  steamed  in  an  opposite  direction.  The  sound  of 
the  Cactus  was  lost  (with  the  wind)  at  the  end  of  twenty- 
seven  minutes,  or  at  a  distance  of  four  and  a  half  miles. 

The  sound  of  the  Mistletoe  (moving  against  a  brisk  wind 
then  blowing)  was  lost  at  the  end  of  thirty  minutes,  or  at  a 
distance  of  five  miles. 

This  result  was  entirely  unexpected  and  much  surprised 
every  member  of  the  party,  since  it  was  confidently  expected 
that  an  increase  in  the  intensity  of  the  wind  of  more  than 
ten  miles  per  hour,  and  a  change  to  the  opposite  direction, 
would  materially  affect  the  audibility  of  the  sound,  and  give 
a  large  result  in  favor  of  the  sound  that  moved  in  the 
same  direction  with  the  wind;  but  this  was  not  the  case.  In 
the  course  of  all  the  observations  in  several  years  in  which 
investigations  have  been  carried  on  under  the  direction  of 
the  chairman  of  the  board,  this  is  the  only  instance  in  which 
he  had  heard  a  sound  at  a  greater  distance  against  the  wind 
than  with  it;  although  (as  before  stated)  a  number  of  cases 
have  been  reported  by  other  observers  in  which  (under  pecu- 
liar conditions  of  the  weather)  this  phenomenon  has  been 
observed.    . 

To  briefly  recapitulate  the  results,  we  have  in  this  case 
three  instances  in  succession  in  which  a  sound  was  heard 
farther  from  the  west  than  from  the  east,  although  in  the 
meantime  the  wind  had  changed  to  nearly  an  opposite  direc- 
tion. Had  these  results  been  deduced  from  the  first  obser- 
vations made  on  the  influence  of  wind  on  sound,  or  in  other 
words  without  previous  experience,  the  conclusion  would 
have  been  definitely  reached  that  something  else  than  wind 
aflccted  the  conveyance  of  sound,  and  this  conclusion  would 
have  been  correct  if  the  suggestion  had  been  confined  to  the 
wind  at  the  surface;  but  from  previous  observations  and 
theoretical  conclusions,  the  observed  phenomena  are  readily 
accounted  for  by  supposing  that  during  the  whole  time  of 
observation  the  wind  was  blowing  from  the  west  in  the 
higher  i)art  of  the  aerial  current,  and  that  the  calm  and 
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opposing  wiad  observed  were  confined  to  tlie  region  near 
the  surface.  An  unsuccessful  attempt  to  test  tliis  Iiy[>otlie3ts, 
was  made  by  means  of  a  balloon  of  tissue-paper,  constructed 
by  Major  Haine,  but  whicli  was  unfortunately  burned  in  the 
attempt  to  inflate  it  with  heated  air. 

The  remainder  of  this  day  was  devoted  to  observations  on 
the  sound  of  the  siren  at  the  light-house  at  Sandy  Hook, 
For  this  purpose  the  Oidus,  under  Captain  Davis,  wag 
directed  to  steam  in  the  eye  of  tlie  wind,  while  the  MisUdoe, 
under  General  Woodruff,  steamed  before  the  wind,  and  the 
PiUnam  steamed  at  right  angles  to  the  wind.  Unfortu- 
nately, on  account  of  the  diminution  of  light  at  the  closing 
in  of  the  day,  nothing  could  be  observed.  The  only  result 
obtained  was  that  one  of  the  duplicate  sirens  was  heard 
more  distinctly  than  the  other,  namely  the  one  with  the 
higher  note. 

Ex/>erimmts  September  24,  1874. — The  place  chosen  for 
the  observations  of  this  day  was  still  further  out  on  the 
ocean,  at  the  Sandy  Hook  light-vessel,  fi  miles  from  the 
nearest  point  of  land.  The  pressure  of  tlio  atmosphere  was 
a  little  greater  than  the  day  before,  being  3052;  the  tem- 
perature about  the  .same,  72"  Falir.,  wind  light,  from  a 
westerly  direction,  as  on  the  previous  day,  with  a  force  (as 
indicated  by  the  anemometer,)  of  12  miles  per  hour.  Hav- 
ing been  provided  with  a  number  of  India-rubber  toy  bal- 
loons, the  two  vessels  were  sent  off  in  opposite  directions, — 
leaving  at  10:40  A.  M^  the  Mistletoe  toward  the  west,  against 
the  wind,  the  Cadus  toward  the  east,  with  the  wind.  A 
change  was  also  made  in  observing  the  sound.  In  these  ob- 
servalious  the  sound  was  noted  at  each  vessel  from  the  other, 
the  speed  of  the  steamers  being  the  same ;  the  distance  be- 
tween them  when  the  Mistletoe  lost  the  sound  of  the  Outits 
was  two  miles,  while  the  Gactua  continued  to  hear  the  Miaile- 
toe's  sound  (coming  with  the  wind)  until  thoy  were  four  miles 
apart.  Simultaneously  with  this  observation  a  balloon  was 
let  off  from  the  Putnam  at  the  light-vessel,  which  in  its 
ascent  moved  contin-uously  obliquely  upward  in  a  line 
slightly  curving  toward  the  horizon,  iu  the  direction  of  the 
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wind  at  the  surface,  as  far  is  it  could  be  followed  with  the 
eye,  indicating  a  wind  in  the  same  direction  in  the  several 
strata  through  which  it  passed,  but  of  a  greater  velocity  in 
the  upper  strata. 

Second  trial, — ^Thc  vessels  now  changed  places,  the  Cactus 
steamin<y  west,  the  Mistletoe  east,  the  wind  having  entirely- 
ceased  at  the  surface  of  the  earth.  In  this  case  the  Ckidua 
lost  the  sound  of  the  Mistletoe  when  the  vessels  were  two 
miles  apart,  while  the  Mistletoe  continued  to  hear  the  sound  of 
the  Cadiis  until  they  were  three  miles  apart.  A  balloon  let 
off  ascended  vertically  until  it  attained  an  elevation  of  about 
one  thousand  feet,  when  turning  east  it  followed  the  direc- 
tion of  the  previous  one.  The  sound  in  this  case  from  the 
east  was  heard  three  miles,  and  that  from  the  west  was 
heard  two  miles,  while  in  the  preceding  observations  the 
distances  were  as  2  to  1 ;  the  only  changing  element  (as 
far  as  could  be  observed)  was  that  of  the  wind  at  the  surface, 
which  had  somewhat  diminished. 

Third  trial  12:45  p.  m. — The  wind  previous  to  this  trial 
had  changed  its  direction  10  points  or  about  112J°  round 
through  the  south,  and  (as  indicated  by  the  anemom^r)  had 
a  velocity  of  48  miles  per  hour.  In  this  case  the  Cactus, 
going  against  tlie  wind,  lost  the  Mistletoe^s  sound  coming  to 
her  against  the  wind,  when  the  vessels  were  1  mile  apart, 
while  the  Mistletoe  heard  the  CadiiSy  the  sound  coming  to 
her  witli  the  wind,  when  the  vessels  were  IJ  miles  apart. 
The  several  balloons  set  off  at  this  time  were  carried  by  the 
surface  wind  westwardly  until  nearly  lost  to  sight,  when 
they  were  observed  to  turn  east,  following  the  direction  of  tho 
wind  that  prevailed  below  in  the  earlier  observations.  The 
results  of  the  whole  series  of  observations  are  extremely  in- 
teresting. In  all  the  experiments  the  difference  in  the  audi- 
bility of  the  sound  in  different  directions  was  very  marked, 
and  indeed  it  rarely  happens  that  the  sound  is  equal  in  two 
directions,  although  from  the  hypothesis  adopted,  this  may 
be  possible,  since  according  to  it  both  the  upper  and  lower 
currents  have  an  influence  upon  the  audibility  of  sound  in 
certain  directions. 
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In  the  first  trial,  (of  September  23,)  the  motion  of  the  air 
being  in  the  same  direction  both  below  and  above,  but  prob- 
ably more  rapid  above  than  below  on  account  of  resistance, 
the  upper  part  of  the  sound-wave  would  move  more  rapidly 
than  the  lower,  and  the  wave  would  be  deflected  downward, 
and  therefore  the  sound  (as  usual)  heard  farther  with  the 
wind  than  against  it.  In  the  third  experiment  of  the  same 
day,  in  which  the  wind  changed  to  an  almost  opposite  direc- 
tion, if  the  wind  remained  the  same  above, — as  we  have  reason 
to  suppose  it  did  from  the  observations  on  the  balloons  on 
the  second  day,  the  sound  should  be  heard  still  farther  in 
the  same  direction — or  against  the  wind  at  the  surface,  since 
in  this  case  the  sound-wave  being  more  retarded  near  the 
surface  would  be  tipped  over  more  above  and  the  sound  thus 
be  thrown  down. 

The  observations  of  the  next  day  (Sept.  24)  are  also  in  con- 
formity with  the  same  hypothesis,  the  change  in  the  wind 
being  probably  due  to  the  heating  of  the  land — as  the  day 
advanced,  beyond  the  temperature  of  the  water,  and  thus 
producing  a  current  from  the  latter  to  the  former,  while 
the  wind  observed  in  the  morning  from  the  west  was  the 
land-wind  due  to  the  cooling  of  the  latter. 

In  the  morning  the  wind  was  blowing  from  the  west  both 
in  the  higher  strata  and  at  the  surface  of  the  earth,  and  in 
this  condition  the  sound  was  heard  farther  with  the  wind 
than  against  it. 

The  wind  at  the  surface  about  mid-day  gradually  ceased, 
and  shortly  afterward  sprang  up  from  an  easterly  direction; 
in  this  condition  the  sound,  (with  the  wind  at  the  surface)  was 
heard  at  a  greater  distance.  This  is  also  in  strict  conformity 
with  the  theory  of  a  change  in  the  form  of  the  sound-wave, 
as  in  the  latter  case,  the  lower  portion  would  be  retarded, 
while  the  upper  portion  of  the  wave  would  be  carried  for- 
ward with  the  same  velocity,  and  hence  the  sound  would  be 
thrown  down  on  the  ear  of  the  observer.  To  explain  the 
result  of  the  third  trial  of  the  second  day,  we  have  only  to 
sui)pose  that  the  influence  of  the  upper  current  was  less  than 
that  of  the  lower.     The  conditions  for  these  observations 
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were  unusually  favorable,  the  weather  continuing  the  same 
(luring  the  two  days,  and  the  change  of  the  wind  also  tak- 
ing place  at  nearly  the  same  hour. 

The  fact  thus  established  seems  entirely  incompatible  with 
the  supposition  that  the  diminution  in  the  sound  is  princi- 
pally caused  by  a  want  of  homogeneity  in  the  constitution  of 
the  atmosphere,  since  this  would  operate  to  absorb  sound 
equally  in  both  directions. 

In  May,  1873,  Professor  Tyndall  commenced  a  series  of 
investigations  on  the  subject  of  the  transmission  of  sound, 
under  the  auspices  of  the  Trinity  House,  of  England,  in 
which  whistles,  trumpets,  guns,  and  a  siren  were  used;  the 
last-named  instrument  having  been  lent  by  the  Light-House 
Hoard  of  the  United  States  to  the  Trinity  House  for  the  pur- 
poses of  the  experiments  in  question.     The  results  of  these 
investigations  were  in  most  respects  similar  to  those  which 
we  had  previously  obtained.     In  regard  to  the  efficiency  of 
the  instruments,  the  same  order  was  determined  which  has 
been  given  in  this  report,  namely  the  siren,  the  trumpet,  and 
the  whistle.     Pr6fessorTyndairs  opinion  as  to  the  efficiency 
of  the  siren  may  be  gathered  from  the  following  remarks. 
S[)caking  of  tlie  obstruction  of  sound  in  its  application  as  a 
fog-signal,  he  says,  ''Tliere  is  but  one  solution  of  this  diffi- 
cuhy,  which  is  (o  make  the  source  of  sound  so  powerful  as 
to  he  al)le  to  ciidure  loss  and  still  retain  sufficient  residue 
for  tnnismission.     Of  all  the  instruments  hitherto  examined 
])V  lis  the  siren  comes  nearest  to  the  fulfillment  of  this  con- 
(litioM,  and  its  establishment  on  our  coasts  will  in  my  opin- 
ion prove  an  incalculal)le  boon  to  the  mariner."     Professor 
Tvndall  arrived  at  the  conclusions  wdiich   the  information 
we  had  collected  tended  to  establish,  that  the  existence  of 
i\)<i  however  dense  does  not  inateriallv  interfere  with  the 
propagation    of  sound,   and   also  that  sound   is  generally 
heard  farther  with   the  wind   than  against  it,  although  the 
variation  of  the  intensitv  of  the  sound  is  not  in  all  cases  in 
proportion  to  the  velocity  of  the  wind.     The  result  of  his 
investigations  in  regard  to  the  pitch  of  sound  was  also  sim- 
ilar to  thos(^  we  have  given;  and  indeed  all  the  facts  which 
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he  has  stated  are  (with  a  siogle  exception  as  to  the  direction 
of  the  echo)  in  strict  accordance  with  what  wu  Imve  repeat- 
edly observed.  We  regret  to  say  however,  that  wo  cannot 
subscribe  to  the  conclusions  which  ho  draws  from  liis  ex- 
periments as  to  the  cause  of  the  retardation  of  sound,  that  it 
is  due  to  a  flocculent  condition  of  the  atmosphere,  caused  by 
the  intermingling  with  it  of  invisible  aqueous  vapor. 

Tliat  a  flocculent  condition  of  the  atmosphere,  due  to  the 
varying  density  produced  by  the  mingling  of  aqueous  vapor, 
is  a  true  cause  of  obstruction  in  the  transmission  of  sound  is 
a  fact  borne  out  by  deduction  from  the  principles  of  wave- 
motion,  as  well  as  by  the  experiments  of  the  distinguished 
physicist  of  the  Royal  Institution  of  Great  Britain ;  but  from 
all  the  observations  we  have  made  on  this  subject,  we 
are  far  from  thinking  that  this  is  the  efficient  cause  of  the 
phenomena  under  consideration.  A  fatal  objection  we  think 
to  the  truth  of  the  hypothesis  Professor  Tyndall  has  advanced, 
is  that  the  ob.struction  to  the  sound — whatever  may  be  its 
nature,  is  not  the  same  in  different  directions.  We  think 
we  31*6  warranted  in  asserting  tliat  in  the  cases  of  acoustic 
opacity  which  he  has  described,  if  he  had  simultaneously 
made  observations  in  an  opposite  direction,  he  would  have 
come  to  a  different  conclusion.  That  a  flocculent  condition 
of  the  atmosphere  should  slightly  obstruct  the  sound  is  not 
difficult  to  conceive;  but  that  it  should  obstruct  the  ray  in 
one  direction  and  not  in  an  opposite,  or  in  a  greater  degree 
in  one  direction  than  in  another,  tlie  siratum  of  air  be- 
ing the  same  in  both  cases,  is  at  variunce  willi  any  fact  in 
nature  with  which  we  are  acquainted.  We  would  hesitate 
to  speak  so  decidedly  against  the  conclusions  of  Professor 
Tyndall, — for  whose  clearness  of  conception  of  physical  prin- 
ciples, skill  in  manipulation,  and  power  of  logical  deduction, 
we  entertain  the  highest  appreciation,  were  the  facts  which 
have  been  obtained  in  our  investigations  of  a  less  explicit 
character. 

While  the  phenomena  in  question  are  incompatible  with 
the  assumption  of  a  flocculent  atmasphere  as  a  cause,  they 
are  in  strict  accordance  with  the  hypothesis  of  ttie  refraction 


446  WRITINGS  OP  JOSEPH   HENRY.  [1874 

of  the  waves  of  sound — due  to  a  diflference  in  velocity  in  the 
upper  and  lower  portions  of  the  currents  of  air.  We  do  not 
say  however  that  the  transmission  of  sound  in  the  atmos- 
phere is  fully  investigated,  or  that  the  abnormal  phenomena 
which  are  said  to  have  been  observed  in  connection  with 
fog-signal  stations  have  been  fully  explained.  So  far  from 
this,  we  freely  admit  that  we  are  as  yet  in  ignorance  as  to  how 
the  hypothesis  we  have  adopted  is  applicable  to  the  critical 
explanation  of  the  obstruction  to  sound  in  the  abnormal 
cases  mentioned  by  General  Duane.  We  feel  however  con- 
siderable confidence  in  its  power  to  afford  a  rational  expla- 
nation of  these  phenomena  when  the  conditions  under  which 
they  exist  shall  have  been  accurately  determined. 

We  are  further  confirmed  in  our  conclusion  by  the  publi- 
cation of  an  interesting  paper  in  the  Proceedings  of  the  Royal 
Society,  by  Professor  Osborne  Reynolds,  of  Owens  College, 
Manchester,  intended  to  show  that  sound  is  not  absorbed  bv 
the  condition  of  the  atmosphere,  but  refracted  in  a  manner 
analogous  to  the  hypothesis  which  has  been  adopted  in  the 
preceding  report. 

Much  further  investigation  is  required  to  enable  us  to 
fully  understand  the  effects  of  winds  on  the  obstruction  of 
sound,  and  to  determine  the  measure  of  the  effect  of  varia- 
tions of  density  in  the  air  due  to  inequality  of  heat  and 
moisture.  But  such  investigations  can  be  made  only  under 
peculiar  conditions  of  vveatlicr  and  in  favorable  localities, 
with  the  aid  of  a  number  of  steamers,  and  a  scries  of  observ- 
ers, by  whom  the  transmissibility  of  sound  may  be  simulta- 
neously observed  in  different  directions.  The  position  which 
we  were  so  fortunate  to  obtain  in  our  experiments  in  the  lower 
bay  of  New  York  at  the  season  of  the  prevalence  of  land  and 
sea  breezes  was  exceptionally  favorable  for  the  study  of  the 
action  of  wind  upon  sound.  It  is  the  intention  of  the  Light- 
House  Board  to  continue  observations  in  regard  to  this 
matter,  and  to  embrace  every  favorable  opportunity  for  their 
prosecution  under  new  and  varied  conditions. 
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PART  IV.— INVESTIGATIONS  IN  1875. 
(Report  of  the  United  States  Light-House  Board  for  1876,  pp.  104-126.) 

Preliminary  Remarks. — In  the  appendix  to  the  Light-House 
Report  of  1874  I  gave  an  account  of  a  series  of  investigations 
relative  to  fog-signals  which  had  been  made  at  different 
times  under  the  direction  of  the  chairman  of  the  committee 
on  experiments. 

These  investigations  were  not  confined  to  the  instruments 
for  producing  sound,  but  included  a  series  of  observations  on 
sound  itself  in  its  application  to  the  uses  of  the  mariner.  In 
the  course  of  these  investigations  the  following  conclusions 
were  early  arrived  at : 

1st.  That  the  rays  of  a  beam  of  loud  sound  do  not  (like 
those  of  light)  move  parallel  to  each  other  from  the  surface 
of  a  concave  reflector,  but  constantly  diverge  laterally  on  all 
sides;  and  although  at  first  they  are  more  intense  in  the  axis 
of  the  reflector  they  finally  spread  out  so  as  to  encompass 
the  whole  horizon,  thus  rendering  the  use  of  reflectors  to 
enforce  sound — of  little  value  in  fog-signals. 

2d.  That  the  effect  of  wind  in  increasing  or  diminishing 
sound  is  not  confined  to  currents  of  air  at  the  surface  of  the 
earth,  but  that  those  of  higher  strata  are  also  efficient  in 
varying  its  transmission. 

3d.  That  although  sound  is  generally  heard  farther  with 
the  wind  than  against  it,  yet  in  some  instances  the  reverse  is 
remarkably  the  case,  especially  in  one  locality,  in  which  the 
sound  is  frequently  heard  against  a  north-east  snow-storm 
more  distinctly  than  when  the  wind  is  in  an  opposite  direc- 
tion. This  anomaly  was  referred  to  the  action  of  an  upper 
current  in  an  opposite  direction  to  that  at  the  earth,  such  a 
current  being  known  to  exist  in  the  case  of  north-east  storms 
on  our  coast.  But  in  what  manner  the  action  of  the  wind  in- 
creased or  diminished  the  audibility  of  sound  was  a  problem 
not  solved.  It  could  not  be  due,  as  might  be  thought  at  first 
sight,  to  the  acceleration  of  the  sonorous  impulse  by  the 
addition  of  the  velocity  of  the  wind  to  that  of  sound,  on  the 
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one  hand,  nor  to  the  retardation  of  the  latter  by  the  motion 
of  the  wind,  on  the  other.  The  inadequacy  of  this  explana- 
tion must  be  evident,  when  we  reflect  that  sound  moves  at 
the  rate  of  750  miles  an  hour,  and  therefore  a  wind  of  7J 
miles  an  hour  would  only  increase  its  velocity  one  per  cent.; 
whereas  the  actual  increase  in  audibility  produced  by  a  wind 
of  this  intensity  is  in  some  instances  several  hundred  per 
cent. 

In  this  state  of  our  knowledge,  a  suggestion  of  Professor 
Stokes,  of  Cambridge,  England,  which  offered  a  plausible 
explanation  of  the  action  of  the  wind,  became  known  to  me, 
and  was  immediately  adopted  as  a  working  hypothesis  to 
direct  investigations. 

This  suggestion — the  importance  of  which  appears  to  have 
escaped  general  recognition,  is  founded  on  the  fact  that  the 
several  strata  into  which  a  current  of  air  may  be  divided  do 
not  move  with  the  same  velocity.  The  lower  stratum  is 
retarded  by  friction  against  the  earth  and  by  the  various 
obstacles  it  meets  with,  the  one  immediately  above  by  fric- 
tion against  the  lower,  and  so  on ;  hence  the  velocity  increases 
from  the  ground  upward  ;  a  conclusion  established  by  abun- 
dant observation.  Now  in  perfectly  still  air,  a  sounding 
instrument — such  as  a  bell,  produces  a  series  of  concentric 
waves  perfectly  spherical ;  but  in  air  in  motion  the  difference 
of  velocity  above  and  below  disturbs  the  spherical  form  of 
the  sound-wave,  giving  it  somewhat  the  character  of  an 
oblique  ellipsoid,  by  tending  to  flatten  it  above  to  the  wind- 
ward, and  to  increase  its  convexity  above  to  the  leeward;  and 
since  the  direction  of  the  sound  is  perpendicular  to  the 
sound-wave,  when  moving  against  the  wind  it  will  be  thrown 
upward  above  the  head  of  the  observer,  and  in  the  opposite 
direction  downward  toward  the  earth.  A  similar  effect  will 
be  produced,  but  with  some  variations  and  perhaps  greater 
intensity,  by  a  wind  above  opposite  to  that  at  the  surface  of 
the  earth. 

These  propositions  will  be  rendered  plain  by  the  following 
illustrations  (Figures  1,  2,  and  3),  for  which  I  am  indebted 
to  an  article  just  published  in  the  American  Journal  of  Sci- 
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ence,  by  Mr.  William  B.  Taylor,  on  "Recent  Researches  in 
Sound,"  as  the  present  report  is  passing  through  the  press. 


FiQ.  1. — Favoring  wind. 

In  these  cuts,  Figure  1  represents  the  effect  of  a  favorable 
wind  in  depressing  the  waves  of  sound ;  a  being  the  signal- 
station  and  0  the  point  of  observation.  The  wind  blowing 
from  W  to  E,  as  the  spheroidal  faces  of  the  sonorous  waves 
become  more  pressed  forward  by  the  greater  velocity  of  the 
wind  above,  (assuming  it  to  be  retarded  at  the  surface  by 
friction,)  and  the  direction  of  the  acoustic  beam  being  con- 
stantly normal  to  the  wave-surfaces,  the  lines  of  direction 
of  the  sound  will  gradually  be  bent  downward  and  reach 
the  ear  of  the  observer  with  an  accumulated  effect  at  the 
point  o;  being  re-enforced  by  the  lower  sound-rays  which 
are  reflected  from  the  surface  of  the  water. 


FiQ.  2. — Adverse  wind. 

Figure  2  represents  the  ordinary  effect  of  an  opix)sing 
wind  here  blowing  from  E  to  W  against  the  sound ;  the 
wave- faces  being  more  resisted  above  than  below  by  the 
swifter  wind,  (assuming  as  before  a  retardation  at  the  sur- 
face,) the  sound-beams  are  curved  upward,  and  the  lowest 
ray  that  in  still  air  would  reach  the  distant  observer  at  o, 
is  gradually  so  tilted  up,  that  it  passes  above  the  ear  of  the 
listener,  leaving  him  practically  in. an  acoustic  shadow; 
even  after  due  allowance  made  for  the  divergence  of  the 
sound  by  dissipation  downward. 
29 
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Figure  3  represents  the  disturbing  effect  of  two  winds,  the 
lower  in  opposition  to  the  sound,  and  the  upper  with  it. 


Pig.  3. — Compound  wind. 

In  this  case  the  principal  effect  will  be  a  depression  of  the 
sound-beam,  similar  to  that  shown  in  Figure  1,  but  more 
strongly  marked,  as  the  difiference  of  motion  will  be  greater 
as  we  ascend.  Attending  this  action,  says  Mr.  Taylor,  there 
will  probably  be  some  lagging  of  the  lower  stratum  by  reason 
of  the  surface-friction,  the  tendency  of  which  will  be  to  dis- 
tort the  lower  part  of  the  sound-waves,  giving  the  lowest 
sound-beam  a  reverse  or  serpentine  curvature.  Such  an 
effect  is  represented  by  the  lower  line  sto^  (Figure  3,)  the 
lower  ray  being  at  first  turned  up  (by  the  adverse  wind, 
somewhat  as  shown  in  Figure  2)  and  afterward  thrown  down 
by  the  dominant  influence  of  the  higher  current  of  air,  ren- 
dering the  sound  less  audible  at  an  intermediate  point — ^, 
than  at  the  more  distant  station  o.  This  hypothetical  case  of 
compound  refraction  offers  a  plausible  explanation  of  the 
paradox  of  a  nearer  sound  being  diminished  in  power  by 
the  wind  wliich  increases  the  effect  of  a  more  distant  one. 

In  these  figures  and  all  the  succeeding  ones,  the  direction 
of  the  wind  is  indicated  by  arrows. 

The  hypothesis  we  have  adopted  (in  connection  with  the 
fact  of  the  lateral  spread  of  sound)  gives  a  simple  explanation 
of  various  abnormal  phenomena  of  sound  such  as  have  been 
observed  in  the  previous  investigations,  and  of  which  the 
following  are  examples:  First,  the  audibility  of  a  sound  at  a 
distance,  and  its  inaudibility  nearer  the  source  of  sound; 
second,  the  inaudibility  of  a  sound  at  a  given  distance  in 
one  direction,  while  a  lesser  sound  is  heard  at  the  same  dis- 
tance in  an  opposite  direction;  third,  the  audibility  of  the 
sound  of  an  instrument  at  one  time  at  the  distance  of  several 
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miles,  wliile  at  another  time  the  soiiod  of  the  same  instru- 
ment cannot  be  heard  at  more  than  a  fifth  of  the  same  dis- 
tance; fourth,  the  circumstance  that  while  the  sonn'l  is 
heard  generally  farther  with  the  wind  than  against  it,  in 
some  instances  the  reverse  is  the  case;  fifth,  the  sudden  loss 
of  sound  in  passing  from  one  locality  to  another  in  the  same 
vicinity,  the  distance  from  the  source  of  the  sound  being  the 


The  first  four  of  these  phenomena  find  a  ready  explana- 
tion in  the  hypothesis  adopted,  by  supposing  an  increase  or 
diminution  in  tlie  relative  velocity  of  the  currents  of  wind 
in  the  upper  and  lower  strata  of  air.  The  fifth  is  explained 
— either  by  an  irregular  twisting  of  the  sound-beam,  (ivs 
above  suggested,)  or  by  the  inter-poaition  of  an  obstacle 
which  casts  a  sound-shadow — disappearing  at  a  given  dis- 
tance by  the  convergence  of  the  rays  on  each  side  of  the 
obstacle  into  what  would  be  an  optical  shadow. 

Accounts  of  these  investigations  were  presented  from  time 
to  time  to  the  Light-House  Board  and  to  the  Philosophical 
Society  of  Washington  in  1872.  Subsequently  a  series  of 
investigations  on  the  same  subject  was  instituted  in  England 
by  the  Elder  Brethren  of  the  Trinity  House  under  the  direc- 
tion of  their  scientific  adviser,  tlie  eminent  physicist,  Dr. 
Tyndall.  Wliile  in  tlie  latter  investigations  various  abnor- 
mal phenomena  similar  in  most  instances  to  those  we  have 
mentioned  were  observed,  they  were  referred  by  Dr.  Tyndall 
to  an  entirely  different  cause,  viz,  to  the  existence  of  acoustic 
clouds,  consisting  of  portions  of  the  atmosphere  in  a  floccu- 
lenl  or  mottled  condition,  due  to  the  unequal  distribution  of 
heat  and  moisture,  which  absorbing  and  reflecting  the  sound, 
produce  an  atniaspliere  of  acoustic  opacity.  While  we  do 
not  deny  the  possible  existence  of  such  a  condition  of  the 
atmosphere,  we  think  it  insufficient  to  account  for  all  the 
phenomena  in  ([uestion,  and  believe  that  a  more  general  and 
efficient  cause  is  that  of  the  wmd,  in  accordance  with  the 
hypothesis  of  Professor  Stokes. 

Wo  regret  to  differ  in  opinion  from  Dr.  Tyndall,  and  have 
published  our  dissent  from  his  views  in  no  spirit  of  captious 
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criticism  or  desire  to  under-value  the  results  he  has  obtained, 
some  of  which  are  highly  important.  Our  only  object  in 
our  remarks  and  in  our  investigations  is  the  establishment 
of  truth. 

The  determination  of  the  question  as  to  the  cause  of  the 
abnormal  phenomena  of  sound  we  have  njentioned,  and  the 
discovery  of  new  phenomena — ^are  matters  not  merely  of  ab- 
stract scientific  interest,  but  of  great  practical  importance, 
involving  the  security  of  life  and  property,  since  they  in- 
clude the  knowledge  necessary  to  the  proper  placing  of  fog- 
signals  and  the  instruction  of  mariners  in  the  manner  of 
using  them. 

The  hypothesis  we  have  adopted, — that  of  the  change  of. 
direction  of  sound  by  the  unequal  action  of  the  wind  upon 
the  sound-waves,  is  founded  on  well-established  mechanical 
principles,  and  offers  a  ready  explanation  of  facts  otherwise 
inexplicable.  It  is  also  a  fruitful  source  from  which  to 
deduce  new  consequences  to  be  verified  or  dis-proved  by 
direct  experiment.  It  would  however  ill  become  the  spirit 
of  true  science  to  assert  that  this  hypothesis  is  sufficient  to 
explain  all  the  facts  which  may  be  discovered  in  regard  to 
sound  in  its  application  to  fog-signals,  or  to  rest  satisfied 
with  the  idea  that  no  other  expression  of  a  general  principle 
is  necessary.  An  investigation  however  to  be  fruitful  in 
results  must  as  a  general  rule  be  guided  by  a  priori  concep- 
tions. Hap-hazard  experiments  and  observations  may  lead 
to  the  discovery  of  isolated  facts,  but  rarely  to  the  estixblish- 
mcnt  of  scientific  principles.  There  is  danger  however  in 
the  use  of  hypotheses,  particularly  by  those  inexperienced 
in  scientific  investigations,  that  the  value  of  certain  results 
may  be  over-estimated,  while  to  others  is  assigned  less  weight 
than  really  belongs  to  them.  This  tendency  must  be  guarded 
against.  The  condition  of  the  experiment  must  be  faith- 
fully narrated,  and  a  scrupulously  truthful  account  of  the 
resub-;  given.  While  we  have  used  the  above-mentioned 
hyi)othe.sis  in  the  following  investigations  as  something 
more  than  an  antecedent  probability,  we  have  not  excluded 
observations  which   may  militate  against  it,  and  we  hold 
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ourselves  ready  to  admit  the  application  of  other  principles, 
or  to  modify  our  conception  of  those  we  have  adopted  when 
new  facts  are  discovered  which  warrant  such  changes.  But 
we  require  positive  evidence,  and  cannot  adopt  any  conclu- 
sions which  we  think  are  not  based  upon  a  logical  correla- 
tion of  facts. 

The  investigations  described  in  the  following  account — 
though  simple  in  their  conception,  have  been  difficult  and 
laborious  in  their  execution.  To  be  of  the  greatest  practical 
value  they  were  required  to  be  mado  on  the  ocean,  under 
the  conditions  in  which  the  results  are  to  be  applied  to  the 
use  of  the  mariner,  and  therefore  they  could  only  be  con- 
ducted by  means  of  steam-vessels  of  sufficient  power  to  with- 
stand the  force  of  rough  seas,  and  at  times  when  these  vessels 
could  be  spared  from  other  duty.  They  also  required  a 
number  of  intelligent  assistants'skilled  in  observation  and 
faithful  in  recording  results. 

Observations  in  August^  1875,  at  Block  Island, 

The  party  engaged  in  these  investigations  consisted  of  the 
chairman  of  the  Light- House  Board ;  General  I.  C.  Wood- 
ruff, U.  S.  A.,  engineer  third  light-house  district;  Dr.  James 
C.  Welling,  president  of  the  Columbian  University,  Wash- 
ington, D.  C;  Mr.  T.  Brown,  of  New  York,  patentee  of  the 
siren;  Mr.  Edward  Woodruff,  assistant  superintendent  of 
construction;  and  Captain  Keeney,  commander  of  the  light- 
house steamer  Mistletoe. 

We  arrived  at  Block  Island  on  the  afternoon  of  the  4th 
of  August,  1875.  This  place  was  chosen  as  the  site  of  the 
experiments, — first,  on  account  of  its  insular  position,  being 
as  it  were  in  the  prolongation  of  the  axis  of  Long  Island^ 
distant  fifteen  miles  from  the  most  easterly  part  of  the  latter, 
and  entirely  exposed  to  the  winds  and  waves  of  the  Atlantic 
Ocean;  and  secondly,  because  there  are  on  Block  Island 
two  light-houses,  one  of  which  is  of  the  first  order,  and  con- 
nected with  it  are  two  fog-signals,  one  of  them  with  the  latest 
improvements. 
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Observations  in  regard  to  the  Aerial  Echo, — ^This  phenom- 
enon has  been  frequently  observed  in  the  researches  of  the 
Light-House  Board,  in  case  of  powerful  sounds  from  the 
siren  and  from  the  fog-trumpet.*  It  consists  of  a  distinct 
reflection  of  sound  as  if  from  a  point  near  the  horizon  in  the 
prolongation  of  the  axis  of  the  trumpet.  The  question  of 
the  origin  of  this  echo  has  an  important  bearing — according 
to  Dr.  Tyndall,  on  the  explanation  of  the  abnormal  phenom- 
ena of  sound  we  have  mentioned.  He  refers  it  to  the  non- 
homogeneous  condition  of  portions  of  the  air  which  reflect 
back  the  waves  of  sound  in  accordance  with  the  analogy  of 
the  reflection  of  light  at  the  common  surface  of  two  media 
of  different  densities.  We  have  adopted  the  provisional 
hypothesis  that  it  is  due  to  the  reflection  from  the  waves  and 
the  larger  undulations  of  the  surface  of  the  ocean  in  connec- 
tion with  the  divergency  of  beams  of  powerful  sounds.  To 
bring  these  hypotheses  to  the  test  of  a  crucial  experiment, 
arrangements  were  made  under  the  direction  of  Mr.  Brown 
to  change  the  direction  of  the  axis  of  one  of  the  sirens  from 
the  horizontal  to  the  vertical  position. 

August  5, 1875. — ^The  first  observations  were  made  August 
5,  with  the  siren  in  its  usual  horizontal  position,  while  the 
air  was  so  charged  with  fog  as  to  render  the  sound  of  the  in- 
strument necessary  for  the  guidance  of  the  mariner,  the 
image  of  the  sun  being  obscured  and  the  land  invisible 
from  the  sea.  Under  these  conditions  an  echo  was  heard 
when  the  pressure  of  the  steam  reached  50  pounds  per 
square  inch.  The  reflection  in  this  case  (as  usual)  was 
from  a  point  in  the  sea-horizon  in  the  prolongation  of  the 
axis  of  the  trumpet.  It  was  not  however  heard  more  dis- 
tinctly when  standing  near  the  origin  of  the  sound  than 


*  The  same  phenomenon  is  mentioned  by  Froissart  in  his  account  of  the 
embarkation  of  the  expedition  of  the  French  and  English  to  the  coast  of 
Africa  to  assist  the  Genoese  against  the  pirates  in  1390.  "It  was  a  beauti- 
ful sight,"  says  the  chronicler,  "to  view  this  fleet,  with  the  emblazoned 
banners  of  the  different  lords  fluttering  in  the  wind,  and  to  hear  the  minstrels 
and  other  musicians  sounding  their  j)ipes,  clarions,  and  trumpets,  whoso 
sounds  were  re-echoed  back  by  the  sea."  (See  Illustrations  of  Froissart  by 
H.  N.  Humphrey,  Plate  iv.) 
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at  several  hundred  feet  on  either  side  of  it.  Tfje  interval 
between  the  cessation  of  the  original  sound  and  the  com- 
mencement of  the  echo  was  not  as  marked  as  in  some 
previous  observations,  not  being  more  than  four  or  five  sec- 
onds. The  duration  of  the  echo  was  on  the  average  about 
eight  seconds, — beginning  with  the  time  of  its  first  perception 
and  not  with  the  cessation  of  the  sound  of  the  trumpet. 
General  Woodruff  and  Dr.  Welling  both  noted  the  peculiar 
character  of  the  echo,  which  was  that  of  a  series  of  reflections 
varying  in  intensity  from  a  maximum,  near  the  beginning, 
and  gradually  dying  away.  The  wind  was  nearly  at  right 
angles  to  the  axis  of  the  trumpet  and  also  to  that  of  the 
crests  of  the  swell  of  the  ocean,  which  wiis  rolling  in  from 
the  effects  of  a  distiint  commotion.  The  barometer  at  12  m. 
indicated  30*2  inches;  the  dry-bulb  thermometer  73°  F.,  the 
wet-bulb  70°  F.,  indicating  a  remarkable  degree  of  aqueous 
saturation.  During  the  whole  day  the  air  in  all  the  region 
around  Block  Island  was  undoubtedly  in  a  homogeneous 
condition. 

August  6, 1875. — On  this  day  the  weather  was  nearly  the 
same.  The  fog-signal  on  the  5th  instant  was  kept  in  opera- 
tion for  the  use  of  the  mariner  nineteen  hours,  and  on  this 
day  it  was  blown  twenty  hours  continuously.  The  barometer 
marked  30*2  inches;  the  thermometer  70°  F.;  the  fog  not 
as  equally  distributed  as  on  the  preceding  day;  the  north 
end  of  the  island  (distant  four  miles)  being  distinctly  visible. 
The  wind  was  S.  W.  to  S.,  making  an  angle  of  about  60° 
with  the  axis  of  the  fog-trumpet.  The  echo  continued  to  be 
heard  distinctly  with  a  sound  varying  in  intensity,  but  was 
not  so  loud  as  we  have  heard  it  on  certain  occasions  in  pre- 
vious vcars. 

During  this  and  the  preceding  day  workmen  were  em- 
ployed under  Mr.  Brown  in  inserting  a  flexible  India-rubber 
tube  two  inches  in  diameter  between  the  revolving  plate  of 
the  siren  and  the  smaller  end  of  the  trumpet,  so  that  it  might 
be  brought  into  a  vertical  position.  This  work — though 
apj)arent]y  simple,  was  difficult  in  execution,  since  it  in- 
volved tlie  necessity  of  strong  supports  for  the  cast-iron 
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trumpet,  which  itself  weighed  eight  hundred  pounds,  and 
also  a  union  of  the  parts  of  sufficient  strength  to  resist  the 
pressure  of  the  steam  at  fifty  pounds  to  the  square  inch. 

August  7,  1875. — Wind  from  the  S.  S.  W.:  fog  continued. 
The  workmen  had  not  as  yet  completed  the  attachment. 

August  9,  1875. — Barometer  30*30  inches  at  12  m.  Dry- 
bulb  thermometer  74°  F.;  wet  bulb  71°-5.  Wind  S.  S.  W. 
Fog  dense  along  the  south  coast,  but  light  over  all  the 
northern  portion  of  the  island.  The  echo  was  heard  all  day, 
not  very  loud,  but  distinct.  Siren  still  horizontal,  the  arrange- 
ment for  elevating  it  not  having  been — at  10  a.  m.,  com- 
pleted. Experiments  were  made  on  the  reciprocal  sounds  of 
the  whistles  from  two  steamers,  the  results* to  be  given  here- 
after. At  5  p.  M.  the  adjustment  of  the  flexible  tube. to  the 
smaller  end  of  the  trumpet  was  finished,  which  giving  an 
additional  length  to  the  instrument  of  about  5  feet,  threw  it 
out  of  unison  with  the  siren  proper.  To  restore  this  unison 
the  speed  of  revolution  of  the  perforated  plate  was  diminished, 
and  after  this  the  trumpet,  still  being  horizontal,  was  sounded. 
An  echo — ^similar  in  character  to  those  which  had  been  ob- 
served on  the  preceding  day,  and  the  earlier  part  of  the  same 
day,  was  produced. 

August  10,  1875.— Barometer  301  inches.  Dry  bulb  74° ; 
wet  bulb  69°  F.  Wind  W.  S.  W. ;  atmosphere  hazy.  Obser- 
vations first  made  with  the  trumpet  horizontal.  Echo  as  that 
of  preceding  days,  distinct  but  not  very  loud,  and  coming 
principally  from  the  portion  of  the  horizon  in  the  direction 
of  the  axis  of  the  trumpet.  The  position  of  the  trumpet  was 
then  changed,  its  axis  being  turned  to  the  zenith  in  order  to 
make  what  was  thought  might  be  a  crucial  experiment. 
When  the  trumpet  was  now  sounded  a  much  louder  echo 
was  produced  than  that  which  was  heard  with  the  axis  of 
the  trumpet  horizontal,  and  it  appeared  to  encircle  the  whole 
horizon;  but  though  special  attention  was  directed  to  the 
point  by  all  the  party  present,  no  reverberation  was  heard 
from  the  zenith.  The  echo  appeared  however  to  be  more 
regular  and  prolonged  from  the  ocean  portion  of  the  horizon 
than  from  that  of  the  land. 

In  this  experiment,  while  there  was  no  reflection  from  the 
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zenith  in  which  the  sonorous  impulse  was  strongest,  there 
must  have  been  reverberations  from  the  surface  of  the  land 
and  the  ocean.  This  will  be  evident  when  we  consider  the 
groat  divergency  of  sound  by  which  sonorous  waves  from  a 
vertical  trumpet  are  thrown  down  to  the  plane  of  the  hori- 
zon on  every  side,  some  of  which  meeting  oblique  surfaces 
must  be  reflected  back  to  the  ear  of  the  observer  near  the 
source  of  tlie  sound.  This  inference  will  be  more  evident 
when  it  is  recollected  that  the  reflected  rays  of  sound  diverge 
as  well  as  those  of  the  original  impulse.  Hence  reflection  from 
the  surface  of  tlie  sea  is  a  true  cause  of  the  echo,  but  whether 
it  be  a'suflicient  one  may  require  further  investigation.  For 
this  explanation  it  is  not  necessary  that  the  sea  should  be 
covei'ed  with  crested  waves;  asimitarcff'ect  would  take  place 
were  the  surface  perfectly  smooth  but  in  the  form  of  long 
swells,  which  in  places  exposed  to  an  open  sea  are  scarcely 
over  absent.  Moreover  the  increased  loudness  of  the  echo  is 
a  fact  in  accordance  with  the  same  view. 

The  observations  were  repeated  with  the  same  effect  on 
succeeding  days,  until  this  class  of  experiments  was  ended  by 
the  bursting  of  tlie  India-rubber  tube.  Had  a  distinct  echo 
been  heard  from  the  zenith  the  result  would  have  been  de- 
cidedly in  favor  of  the  hypothesis  of  a  reflection  from  the 
air;  but  as  this  was  not  the  case  the  question  stilt  remained 
undetermined,  especially  since  the  atmosphere  during  these 
experiments  was  evidently  in  a  homogeneous  condition.  We 
do  not  agree  however  in  the  position  taken  in  the  report  of 
the  Trinity  Board,  that  on  the  origin  of  this  echo  depends 
the  whole  solution  of  the  problem  as  to  the  efficient  cause  of 
the  abnormal  phenomena  of  sound.  The  ingenious  experi- 
mental illustrations  of  the  reflection  of  sound  from  a  flame 
or  heated  air  estflblish  clearly  the  possibility  of  such  reflec- 
tion; but  it  must  be  remembered  that  they  were  made  under 
exaggerated  conditions,  the  atmosphere  being  in  a  state  of 
extreme  rarefaction  in  a  limited  space,  and  the  sound  of  a 
feeble  character,  while  tlie  phenomena  in  nature  are  pro- 
duced with  a  comparatively  small  difference  of  temperature 
and  with  powerful  sounds. 
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Experiments  as  to  Hie  Effed  of  Elcvaiion  on  AudibilUy. — For 
this  investigation  the  first-order  light-house  at  Block  Island 
offered  peculiar  facilities.  It  is  situated  near  the  edge  of  a 
perpendicular  bluff  152  feet  above  the  sea.  The  tower  being 
52  feet  above  the  base — ogives  a  total  height  (to  the  focal  plane 
of  the  lens)  of  204  feet,  on  the  level  of  which  the  ear  of  the 
observer  could  be  placed. 

The  first  and  second  experiments  of  this  class  were  made 
on  the  10th  of  August,  with  two  light-house  steamers — ^the 
PiUnam  and  the  Mistletoe,  moving  simultaneously  in  oppo- 
site directions.  The  barometer  indicated  30*1  inches  of 
atmospheric  pressure;  the  dry -bulb  thermometer  indicating 
74°  F.,  and  the  wet-bulb  69°.  The  wind  at  the  time  of  the 
experiments  was  from  the  west,  and  of  a  velocity  of  seven 
miles  per  hour.  The  vessels  started  from  the  point  C,  Fig. 
4,  opposite  the  light-house,  A,  about  one  mile  distant,  a  posi- 
tion as  near  the  shore  as  it  was  considered  safe  to  venture. 
The  Puinam  steamed  with  the  wind,  the  Mistletoe  steamed 
against  the  wind,  each  blowing  its  whistle  every  half  minute. 
The  duration  of  the  sound  was  noted  at  the  top  of  the  tower 
and  at  the  level  of  the  sea,  Mr.  Brown  being  the  observer  at 
the  latter  station,  while  the  chairman  of  the  Board,  with  an 
assistant,  observed  at  the  former.  On  comparing  notes,  the 
watches  having  been  previously  set  to  the  same  time,  the 
following  results  were  found. 

First  experiment. — The  duration  of  the  sound  on  the  tower 
when  coming  against  the  wind  was  nine  minutes,  while  at 
the  base  of  the  cliff  it  was  heard  only  one  minute.  It  was 
afterward  found  from  the  records  on  board  of  the  Putnam, 
the  sound  of  which  came  against  the  wind,  that  this  vessel 
was  moving  during  the  experiment  at  half  speed,  and  hence 
the  duration  of  the  sound  on  the  tower  should  be  considered 
as  4J-  minutes,  and  the  difference  in  favor  of  audition  on  the 
tower  4  minutes  instead  of  8,  as  given  by  the  first  record. 

Second  experiment. — The  sound  of  the  Misiletoey  coming  to 
the  observers  with  the  wind,  was  heard  on  the  tower  during 
15  minutes,  while  it  was  heard  at  the  base  of  the  cliff  during 
34  minutes,  the  difference  being  10  minutes  in  favor  of  hear- 
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ing  at  the  level  of  the  sea.  This  result — which  differs  from 
that  of  all  the  other  experiments  of  the  same  class,  deserves 
special  attention. 
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After  making  the  foregoing  experiments  of  this  class,  and 
others  on  the  effect  of  wind  on  sound,  to  be  described  in  the 
next  section,  the  vessels  were  called  ofiF  for  other  duty,  and 
the  investigations  were  not  resumed  until  August  17,  when 
the  following  experiments  were  made: 

Third  experiment. — The  wind  was  from  the  E.  N.  E.,  at 
the  rate  of  about  five  miles  per  hour  at  the  surface,  and  a 
greater  velocity  at  the  height  of  the  tower.  Barometer,  30*25 
ins. ;  thermometer,  72°. 

In  this  and  the  subsequent  experiments  of  the  same  day, 
but  one  steamer — the  Mistletoe — was  employed.  It  started 
at  10:30  a.  m.  from  the  point  C,  Fig.  4,  at  the  foot  of  the 
cliff,  and  steamed  W.  S.  W.  along  C  B  for  about  12  minutes, 
or  a  distance  of  two  miles,  blowing  the  whistle  every  half- 
minute.  To  note  the  duration  of  the  sound.  Dr.  Welling 
was  stationed  at  the  foot  of  the  cliff,  at  the  level  of  the  sea, 
while  the  chairman  of  the  Light-House  Board,  with  an  assis- 
tant who  acted  as  clerk,  was  on  the  upper  gallery  of  the 
tower,  the  ears  of  the  latter  being  almost  precisely  200  feet 
above  those  of  the  observer  at  the  foot  of  the  cliflf. 

The  watches  having  been  previously  set  to  the  same  time, 
on  comparing  results  it  was  found  that  the  whistle  was  heard 
at  the  top  of  the  tower  for  twelve  minutes  and  at  the  bottom 
of  the  cliff  for  five  and  one-half  minutes,  making  the  differ- 
ence in  favor  of  audition  on  the  tower  six  and  one-half  min- 
utes. In  tliis  experiment  the  sound  came  to  the  observers 
nearly  against  the  wind. 

Fourth  experiment, — This  consisted  in  directing  the  Mistle- 
toe to  proceed  in  the  opposite  direction  from  the  same  point, 
along  the  line  C  D.  It  started  at  11 :5  a.  m.  the  breeze  being 
light  at  the  time,  and  proceeded  about  two  and  one-half 
miles  before  the  sound  was  lost  to  the  observers.  On  com- 
paring notes  it  was  found  that  the  sound  was  heard  at  the 
top  of  the  tower  during  fifteen  minutes,  and  at  the  level  of 
the  sea  for  eleven  minutes,  giving  a  difference  in  favor  of 
the  hearing  on  the  top  of  the  tower  of  four  minutes. 

Fifth  experiment. — In  this,  the  Mistletoe  i^ioamod  again  in  the 
direction  with  tlie  wind,  the  sound  from  its  whistle  coming 
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to  the  ears  of  the  observers  against  Uie  wind.  Starting 
about  11:45  A.  M.  and  steaming  About  two  miles,  the  sound 
was  heard  on  the  tower  duriiigtwelveminul.es  and  at  the 
foot  of  the  cliff  during  five  and  one-half  minutes,  making  a 
difference  of  six  and  a  half  minutes  in  favor  of  audition  on 
the  tower.  Previous  to  this  experiment  the  wind  had  veered 
one  point  to  the  west,  bringing  the  direction  of  the  sound  to 
the  observers  in  less  direct  opposition  to  the  wind  than  in 
the  last  experiment. 

Sixth  experiment. — In  this  case  tlie  steamer  was  directed 
to  proceed  in  the  opposite  direction,  or  against  the  wind,  so 
that  the  sound  of  the  whistle  would  reach  the  ear  of  the  ob- 
servers in  the  same  direction  as  that  of  the  wind.  It  started 
at  12:19  p.  m.  and  proceeded  two  and  one-sixth  miles;  the 
whistle  was  heard  during  thirteen  minutes  on  the  top  of  the 
tower,  and  at  the  bottom  of  the  cliff  during  precisely  the 
same  time,  the  difference  between  the  top  of  the  tower  and 
the  bottom  of  the  cliff  in  this  case  being  nothing. 

Seventh  experiment. — The  vessel  having  again  been  called 
off  on  other  duty  the  next  experiment  was  made  the  Ist  of 
September.  On  this  day  the  wind  was  north-east ;  the  veloci- 
ty at  the  top  of  the  tower  was  thirteen  and  a  half  miles  per 
hour,  and  at  the  bottom  of  the  tower  eleven  miles  per  hour. 
The  barometer  indicated  302  inches  pressure,  the  dry  bulb 
72",  and  the  wet  bulb  675°. 

The  theoretical  conditions  for  exhibiting  the  effect  of 
height  on  audition  in  this  experiment  were  much  more 
favorable  than  any  of  the  preceding.  First,  the  velocity  of 
the  wind  was  greater ;  second,  the  difference  between  the 
velocities  at  top  and  bottom  of  the  tower  was  well  marked, 
and  the  direction  of  the  wind  was  more  favorable  for  direct 
opposition  to  the  sound  as  it  came  to  tho  ear  of  the  observer. 
In  this  case,  General  Woodruff  was  the  observer  at  the 
bottom  of  the  cliff,  while  the  chairman  of  the  Light-House 
Board  and  his  assistant,  with  several  visitors,  were  at  the  top 
of  the  tower. 

The  steamer  started  at  10:58  A.  M.  and  proceeded  during 
eight  minutes,  or  a  mile  and  one-third,  when  the  sound  was 
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lost  at  the  top  of  the  tower.  In  this  case,  though  the  sound 
was  heard  for  eight  minutes  at  the  top  of  the  tower,  and 
the  first  five  blasts  marked  on  the  notes  as  quite  loud,  it  was 
not  heard  at  all  at  the  bottom  of  the  cliff,  at  least  a  hundred 
yards  nearer  the  source  of  the  sound. 

This  result,  which  interested  and  surprised  a  number  of 
intelligent  visitors,  who  were  in  the  tower  at  the  time,  strik- 
ingly illustrates  the  effect  of  elevation  on  the  audibility  of 
sound  moving  against  the  wind.  The  result  was  so  impor- 
tant that  it  was  thought  advisable  to  immediately  repeat  the 
experiment  under  the  same  conditions. 

Eighth  experiment, — The  Mistletoe  was  again  directed  to 
proceed,  in  the  direction  of  the  wind,  along  the  line  it  had 
previously  traversed.  It  started  at  11:25  a.  m.,  and  pro- 
ceeded during  six  minutes,  or  one  mile,  when  the  sound 
was  lost  at  the  top  of  the  tower.  In  this  case,  the  first  blast 
of  the  whistle  was  feebly  heard  at  the  base  of  the  cliff,  but 
no  other,  while  thirteen  blasts  were  heard  at  the  top  of  the 
tower,  of  which  the  first  six  were  marked  as  loud. 

That  this  remarkable  effect  was  not  produced  by  an 
acoustic  cloud  or  a  flocculent  atmosphere  is  evident  from  the 
experiment  which  immediately  succeeded- 

Ninth  experiment. — In  this  trial,  the  Mistletoe  was  directed 
to  proceed  against  the  wind,  so  that  the  sound  of  its  whistle 
should  come  to  the  ears  of  the  observers  with  the  wind. 
It  started  at  11:48  a.  m.,  and  proceeded  during  sixteen 
minutes,  or  two  and  two-thirds  miles,  when  the  sound  of  its 
whistle  was  lost  to  the  observers  on  the  top  of  the  tower. 
In  this  case  the  sound  of  the  whistle  became  audible  at  the 
bottom  of  the  cliff  as  soon  as  the  position  of  the  vessel  became 
such  as  to  bring  the  sound  to  the  observers  approximately 
with  the  wind,  and  continued  to  be  audible  during  fifteen 
minutes,  or  within  one  minute  as  long  as  the  sound  was 
heard  at  the  top  of  the  tower. 

It  may  be  mentioned  as  an  interesting  fact  that  an  assis- 
tant who  was  observing  the  sound  with  General  Woodruff 
at  the  foot  of  the  cliff,  when  the  sound  could  not  be  heard  at 
the  level  of  the  sea  (in  the  sixth  experiment),  perceived  it 
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distinctly  by  ascending  the  side  of  the  cliflF  to  a  height  of 
twenty-five  or  thirty  feet. 

All  the  conditions  and  results  of  these  experiments  are 
strikingly  in  conformity  with  the  theory  of  the  refraction  of 
sound  which  we  have  previously  explained. 

The  following  recapitulation  of  the  results  of  the  foregoing 
experiments  will  exhibit  their  correspondence  with  the  gen- 
eral theory : 

Sound  heard  coming  against  the  wind. 


Experi- 
ments. 


First 

Third  .... 

Fifth 

Seventh  _ 
Eighth  ... 


Average. 


Duration  at 
the  top  of 
the  tower. 


4J  minutes. 
12  minutes. 
12    minutes. 

8    minutes. 

6    minutes. 


42}  minutes. 
8*5  minutes. 


Duration  at  the  base  of  the 
cliff. 


J    minute — .. 

6}    minutes 

5J    minutes 

Not  heard. 

First  blast  heard,  but 
no  other, 
}    minute  after  starting. 

12  minutes. 

2-4  minutes ,. 


Difference  in  favor 
of  audition  on  the 
tower. 


4  minutes. 

0}  minutes. 

G.}  minutes. 

8  minutes. 

5}  minutes. 


30}    minutes. 


6*1  minutes. 


Sound  heard  coming  with  the  wind. 

Experi- 
ments. 

Duration    at 
the    top    of 
the  tower. 

Duration  at  the  base  of  the 
cliff. 

Difference  in  favor 
ofauditionatbaso 
of  cliff. 

Second  -.. 
Fourth  ... 

Sixth 

Ninth  .... 

15    minutes.. 
15    minutes.. 
13    minutes.. 
IG    minutes.. 

59    minutes.. 

14J  minutes.. 

34    minutes 

11    minutes.. 

13    minutes 

15    minutes . 

19    minutes. 

—  4    minutes. 
0    minutes. 

—  1    minute. 

73    minutes 

14    minutes. 

18}  minutes 

Average - 

3}  minutes. 

From  the  first  of  the  foregoing  tables  it  appears  that  the 
elevation  of  the  observer  has  a  marked  eflTect  on  the  audition 
of  sound  moving  against  the  wind  ;  while  from  the  second, 
(with  one  important  exception,)  it  has  very  little  if  any  effect 
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on  sound  moving  with  tho  wind.  Another  experiment 
relative  to  the  same  class  of  phenomena  was  made  on  the 
_  19tb  of  August  (see  Fig.  4),  the  wind  heing  S.  S.  W.  Two 
observers — General  Woodruff,  and  Dr.  Welling,  startingfrom 
the  bottom  of  the  cliff  immediately  below  the  light-house, 
went  along  the  beach,  the  one  in  the  direction  Af,  and  the 
other  in  direction  A  e.  General  Woudruff  found  that  the 
sound  of  the  siren  was  distinctly  beard  all  the  way  to  the 
breakwater,  and  was  so  loud  that  it  probably  could  have 
been  heard  for  several  miles  in  that  direction.  Dr.  Welling — 
on  the  contrary,  entirely  lost  the  sound  within  a  quarter  of 
a  mile  of  the  light-house.  This  result  is  readily  explained  as 
a  case  of  lateral  refraction  ;  the  wind  was  in  the  direction 
traversed  by  General  Woodruff,  and  contrary  to  that  pur- 
sued by  Dr.  Welling.  In  the  one  case  the  wind — retarded 
by  the  surface  of  the  cliff,  moved  with  less  velocity  than  it 
did  farther  out,  and  consequently  the  sound  was  thrown 
against  the  face  of  the  eliff,  and  on  the  ear  of  the  observer, 
and  in  the  other  thrown  from  it,  thus  leaving  as  it  were  a 
vacuum  of  sound.  The  effect  in  this  case  was  very  striking, 
since  the  siren  was  pointed  toward  tho  zenith,  and  the  sound 
in  still  air  could  have  been  heard  for  miles  in  every  direction. 

Investigations  as  to  the  Effect  of  Wind  on  Audibility. — These 
observations  were  made  by  the  aid  of  two  steamers.  Captain 
Walker,  naval  secretary  of  tho  board,  having  completed  a 
series  of  inspections  in  the  third  district,  sent  the  steamer 
Putnam,  under  Captain  Fields,  to  aid  the  Mistletoe  in  the  in- 
vestigations. They  were  commenced  on  the  9th  of  August, 
at  12  o'clock.  The  wind  was  S.  S.  W.  with  a  velocity  of  7J 
miles  per  hour,  Barometer,  303  inches;  thermometer,  dry 
bulb,  74°  F.;  wet  bulb,  71-5°  F. 

The  two  steamers  started  from  a  buoy  near  tho  north  end 
of  the  island,  the  one  steaming  against  the  wind,  and  the 
other  with  it,  each  blowing  its  whistle  every  minute.  The 
distance  travelled  by  each  steamer  was  estimated  by  tho 
running  time,  which  from  previous  observations  was  found 
to  be  ten  miles  per  hour.  Each  vessel  was  furnished  with 
a  whistle  of  the  same  size,  of  6  inches  diameter,  actuated  by 
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the  same  pressure  of  20  pounds  of  steam,  and  which  by  pre- 
vious comparison — had  been  found  to  give  sound  at  this 
pressure  of  the  same  penetrating  power.  The  observations 
on  the  Mistletoe  were  made  by  General  WoodruflF,  and  on  the 
Putnam  by  Dr.  Welling,  each  assisted  by  the  officers  of  the 
respective  vessels.  The  two  steamers  proceeded  to  the  buoy, 
— oflF  the  north  end  of  the  island,  in  which  position  the  wind 
was  unobstructed  by  the  land— a  low  beach.  Indeed,  the 
island  being  entirely  destitute  of  trees,  and  consisting  of  a 
rolling  surface,  the  wind  had  full  sweep  over  it  in  every 
direction. 

First  experiment — The  PiUnam  went  against  the  wind  and 
the  Mistletoe  in  the  opposite  direction.  The  Putnam  lost  the 
sound  of  the  whistle  of  the  Mistletoe  in  two  minutes  and 
stopped,  but  continued  to  blow  the  whistle.  The  Mistletoe 
continued  on  her  course  and  heard  the  Putnam's  whistle  for 
twenty  minutes  in  all.  During  the  first  two  minutes  both 
vessels  were  in  motion,  and  therefore  the  space  through 
which  the  sound  was  heard  moving  against  the  wind — would 
be  represented  by  4,  while  the  space  through  which  the 
sound  was  heard  moving  with  the  wind — would  be  repre- 
sented by  20 -h 2  =  (22),  the  ratio  being  1:5J. 

Second  cxpei^ment. — In  this,  the  Putnam  went  with  the 
wind  and  the  Mistletoe  in  the  opposite  direction.  The  Mis- 
tletoe-\osi  the  sound  of  the  Putnam's  whistle  in  two  minutes. 
The  Putnam  then  stopped  and  remained  at  rest,  while  the 
Mistletoe  continued  on  her  course  until  the  Putnam  lost 
sound  of  her  whistle,  twenty-six  minutes  later.  As  both 
steamers  were  separating  during  the  first  two  minutes  with 
equal  speed,  the  distance  travelled  by  the  sound  heard  mov- 
ing against  the  wind  is  represented  by  4,  while  the  distance 
of  the  sound  heard  with  the  wind  is  represented  by  26+2= 
28,  the  ratio  being  1:7.  It  should  be  mentioned  however 
that  the  notes  in  this  experiment  are  defective  and  some- 
what discrepant. 

T^iird  cxperim^it, — ^The  Pidnam  went  against  the  wind, 
the  Mistletoe  in  the  opposite  direction.    .The  PiUnam  lost 
the  sound  of  the  whistle  of  the  Mistletoe  in  two  minutes, 
30 
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while  the  MisUetoe  continued  to  hear  the  whistle  of  the 
Putnam  ten  minutes  longer.  Owing  to  a  mis-understanding, 
one  of  the  steamers  stopped  for  two  minutes  and  then  re- 
sumed its  course.  As  hoth  steamers  were  separating  during 
the  first  two  minutes  with  equal  speed,  the  distance  of  the 
sound  heard  moving  against  the  wind  is  represented  by  4, 
while  the  sound  was  heard  with  the  wind  through  a  space  de- 
noted by  2  X  10  +  4—2=22,  the  ratio  being  1 :  5J. 

Fourth  eocperimerU. — The  vessels  again  changed  directions, 
the  Putnam  going  with  the  wind  and  the  Mistletoe  in  the 
opposite  direction.  The  Mistletoe  lost  the  sound  in  two 
minutes,  and  the  Putnam  nine  minutes  later.  As  each 
steamer  was  moving  from  the  other  at  the  same  rate,  the 
distance  of  the  sound  heard  moving  against  the  wind  would 
be  represented  by  4,  while  the  distance  of  the  sound  moving 
with  the  wind  would  be  represented  by  9  X  2  -f  4=22,  the 
ratio  being  again  1 :  5 J. 

Fifth  eocperiment. — This  experiment  was  made  August  10, 
by  the  same  vessels  and  same  observers:  wind  W.  S.  W.,  of 
about  the  same  intensity  as  on  previous  days;  barometer 
301  ins.;  dry  bulb  74°  F.,  wet  bulb  69°.  The  Putnam 
steamed  against  the  wind,  and  the  Mistletoe  in  the  opposite 
direction.  The  Putnam  lost  the  sound  in  two  minutes,  and 
the  Mistletoe  nine  minutes  later.  The  two  vessels  moving 
apart  witli  equal  velocity,  the  space  traversed  by  the  sound 
moving  against  the  wind  was  represented  by  4,  while  that 
in  the  opposite  direction  was  represented  by  22  viz.,  9  X 
2  +  4=22. 

Sixth  experiment. — The  vessels  were  next  separated  in  a 
direction  at  right  angles  to  the  wind,  when  each  lost  the 
sound  of  the  other  on  an  average  of  six  minutes,  giving  a 
distance  travelled  by  the  sound  (while  audible)  of  12  spaces. 

Seventh  experiment. — The  vessels  were  next  directed  along 
an  intermediate  course  between  the  direction  of  the  wind 
and  a  line  at  right  angles  to  it  with  the  following  results: 
The  Mistletoe,  against  the  wind,  lost  the  sound  in  about  two 
minutes,  while  tiie  Putnam  heard  the  sound  seven  minutes 
longer.    As  in  the  previous  case,  the  two  vessels  moving 
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apart  with  equal  velocity  would  in  two  minutes  be  separated 
by  a  space  represented  by  4,  which  would  indicate  the  audi- 
bility of  the  sound  moving  against  the  wind,  and  for  the 
same  reason  the  other  vessel,  hearing  the  sound  seven  min- 
utes longer,  would  have  the  additional  space  represented  by 
14,  and  adding  to  this  four  spaces,  we  have  18  to  represent 
the  audibility  of  the  sound  in  the  direction  approximating 
that  of  the  wind. 

The  following  table  exhibits  at  one  view  the  results  of  the 
foregoing  experiments,  which  relate  to  sound  moving  against 
the  wind  and  with  the  wind,  reduced  to  miles: 


Experiment. 

Sound  with  tho  wind. 

Sound  against  the  wind. 

l._         .       .     _ 

Miles, 
8-66 
4-66 
8*66 
8-66 
8-66 

MiUs, 
0-66 

2... 
8... 
4... 
5-.- 



0-66 
0-66 
0*66 
0*66 

These  results  are  in  accordance  with  those  of  all  the  direct 
observations  on  the  effect  of  wind  on  sound,  which  had  pre- 
viously been  made  by  the  Light-House  Board,  with  the  excep- 
tion of  those  at  Sandy  Hook  in  September,  1874,  as  given  in 
the  last  report,  in  which  the  sound  was  heard  from  a  steamer 
farther  against  the  wind  than  in  the  direction  of  the  wind. 
This  anomaly  was  explained  by  the  existence  of  an  upper 
current  of  air  moving  in  an  opposite  direction  to  that  at  tho 
surface,  in  accordance  with  the  hypothesis  of  the  refraction 
of  sound. 

It  will  be  observed  that  four  of  the  experiments  give  ex- 
actly the  same  distances  to  represent  the  audibility  of  sound 
with  and  against  the  wind.  This  co-incidence  was  not  ob- 
served until  after  the  notes  were  collated  for  discussion,  and 
(if  not  accidental)  was  due  to  the  equjil  velocity  of  the  wind, 
and  the  general  conditions  of  the  atmosphere  on  the  two 
days. 

To  give  a  definite  idea  of  these  relations,  we  have  plotted 
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the  results  obtained  on  August  10,  in  Fig.  5,  converting  the 
distances  into  miles,  referring  them  to  a  common  centre,  and 
tracing  through  tlie  several  extremities  of  the  lines  repre- 
senting the  distances — a  continuous  line,  which  may  be  desig- 
nated as  the  curve  of  audibility.  C  being  the  centre  to  which 
the  sounds  are  referred,  C  A  represents  the  distance  at  which 
the  sound  was  heard  against  the  wind,  and  C  B,  in  the  direc- 
tion of  the  wind,  while  C  E  and  C  D  represent  the  distance 
at  right  angles  to  the  wind,  and  C  Fand  C  G  the  distances 
respectively  with  and  against  the  wind  on  an  intermediate 
course. 


«*> 


FiQ.  6. 

The  curve  whicli  is  presented  in  the  foregoing  figure  may 
be  considered  as  that  which  represents  the  normal  limit  of 
audibility  duriii<jj  the  two  days  in  which  the  experiments 
were  made.  The  line /> -E"  divides  the  plane  of  the  curve 
into  two  unequal  portions,  D  A  F  E  and  D  G  B  E,  the 
former  rei)resenting  the  audibility  of  sound  moving  against 
the  wind,  and  the  other  the  audihility  of  sound  moving  with 
the  wind. 

We  can  scarcely  think  that  any  other  condition  of  the  air 
than  that  of  its  motion  could  produce  a  result  of  this  kind. 
.It  exhibits  clearly  the  fact  that  sound  is  not  heard  as  a  gen- 
eral rule  at  rigiit  angles  to  the  wind  fartiier  than  with  the 
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wind,  as  has  been  asserted.     In  this  case  the  ratio  of  the 
latter  to  the  former  is  as  11  to  6,  or  nearly  double. 

The  investigation  of  the  relation  of  wind  to  the  penetra- 
tion of  sound  was  renewed  in  a  series  of  subsequent  experi- 
ments, the  results  of  which  are  to  be  given  in  a  succeeding 
part  of  this  report. 

It  should  be  observed,  in  comparing  Fig.  5  with  the  sub- 
sequent figures  representing  the  curve  of  audibility,  that  the 
arrow  representing  the  direction  of  the  wind  points  in  the 
longest  direction  to  the  figure,  whereas  in  other  figures  the 
pointing  is  in  the  opposite  direction.  The  diflTerence  arises 
from  the  fact  that  in  Fig.  5  the  sound  is  supposed  to  radiate 
from  the  centre,  C,  while  in  the  others  the  sound  converges  to 
the  centre  as  a  point  of  observation.  The  foregoing  diagram 
and  all  that  follow  in  this  report  were  plotted  by  Mr.  Edward 
Woodruff,  assistant  superintendent  of  construction  of  the 
third  light-house  district. 

Experirnents  at  Little  Gull  Island,  September ,  1875. 

The  next  series  of  experiments  made  during  this  season  was 
at  Little  Gull  Island,  at  the  east  end  of  Long  Island  Sound. 
This  location  was  chosen  on  account  of  its  convenience  of 
approach  from  the  harbor  of  New  London,  seven  miles  dis- 
tant, at  which  the  light-house  steamers  of  the  third  district 
usually  remain  when  not  engaged  in  active  service,  and  also 
because  there  is  a  light-house  on  the  island  furnished  with 
two  sirens  of  the  second  order,  and  an  extent  of  water  on 
every  side  which  would  allow  the  vessels  used  in  the  experi- 
ments to  proceed  from  the  island  as  a  centre  to  a  consider- 
able distance  in  every  direction.  The  island  itself  is  a  small 
protuberance  above  the  water,  merely  sufficient  in  area  to 
support  a  raised  circular  platform  of  about  100  feet  in 
diameter,  on  which  the  light-house  and  other  buildings  are 
erected.  The  following  sketch  (Fig.  6)  will  give  an  idea  of 
tlie  position  of  Little  Gull  Island  relative  to  the  mainland 
and  the  islands  in  the  vicinity. 

From  this  it  will  be  seen  that  the  position  was  not  the 
most  favorable  for  a  stable  condition  of  the  atmosphere.    As 
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the  heat  of  the  sun  increases  during  the  first  part  of  the  day, 
the  temperature  of  the  land  rises  above  that  of  the  sea;  and 
this  excess  of  tenaperature  produces  upward  currents  of  air, 


1875]  WRITINGS  OF  JOSEPH  HENRY.  471 

disturbing  the  general  flow  of  wind  both  at  the  surface  of 
the  sea  and  at  an  elevation  above.  But  although  the  local- 
ity was  unfavorable  for  obtaining  results  tending  to  exhibit 
the  effects  of  broad  currents  of  wind  flowing  in  one  direction 
it  had  the  advantage  of  offering  more  varied  phenomena 
than  could  otherwise  have  been  exhibited.  Before  com- 
mencing the  experiments,  instructions  were  given  to  attach 
a  rotating  iron  neck  to  the  trumpet  of  one  of  the  sirens,  in 
order  that  it  might  be  directed  to  the  zenith,  while  the 
other  siren  remained  with  its  axis  in  a  horizontal  direction. 
The  observers  in  these  investigations  consisted  of  the  chair- 
man of  the  Board;  Gen'eral  Woodruff",  engineer  of  the  third 
district;  Mr.  Porter  Barnard,  assistant  superintendent  of  con- 
struction ;  Captain  Keeney,  and  other  officers  of  the  Mistktoe; 
with  an  assistant  who  acted  as  one  of  the  observers  and  re- 
cording clerk.  The  Mistletoe  was  daily  employed,  though 
on  two  occasions  the  Gactm — ^another  of  the  light-house 
steamers,  rendered  assistance. 

Obseroaiions  on  the  Eclio, — ^Tiie  first  observations  to  be  men- 
tioned are  those  relating  to  the  echo  ;  the  results  however  in 
regard  to  this  are  not  very  satisfactory.  The  sirens  were  of  the 
second  order,  and  therefore  the  echoes  produced  were  not  so 
distinct  as  those  from  the  larger  instrument  at  Block  Island. 
The  echo  from  the  horizontal  trumpet  was  distinct,  and  in  the 
prolongation  of  its  axis ;  the  interval  however  between  the 
blast  of  the  siren  trumpet  and  the  commencement  of  the  echo 
was  very  brief;  so  short  indeed  that  the  ending  of  the  one  and 
the  beginning  of  the  other  were  generally  difficult  to  distin- 
guish. A  slight  break  in  the  apparatus  of  the  siren  produced 
a  continuous  hum,  which  interfered  somewhat  with  the  dis- 
tinct appreciation  of  the  sound  of  the  echo.  The  keeper 
thought  the  weather  was  not  favorable  for  the  production  of 
echoes.  He  thinks  they  arc  heard  most  distinctly  during  a 
perfect  calm,  which  did  not  occur  during  the  course  of  these 
investigations. 

The  axis  of  the  siren  with  the  movable  trumpet  being 
directed  to  the  zenith,  strict  attention  was  given  by  all  the 
observers  to  any  echo  which  might  be  produced  from  it ; 
but  in  this  case,  as  in  that  at  Block  Island,  the  slight  echo 
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which  was  heard  came  from  all  points  of  the  horizon.  On 
one  occasion  General  WoodruflF  called  attention  to  a  smttll 
cloud  passing  directly  over  the  zenith,  from  which  a  few 
drops  of  rain  fell  upon  the  platform  on  which  the  light-house 
is  erected.  Advantage  was  taken  of  this  occurrence  to 
direct  strong  blasts  of  the  siren  toward  the  cloud,  but  no 
perceptible  echo  was  returned.  We  have  failed  therefore 
in  this  series  of  investigations  to  obtain  any  postive  facts  in 
addition  to  those  already  known  as  to  the  character  of  the 
echo.  In  regard  to  the  hypothesis  oflFered  for  its  explana- 
tion, if  we  found  little  in  its  support,  we  have  met  with  noth- 
ing to  invalidate  it.  But  whatever  may  be  the  cause  of  the 
phenomenon,  we  do  not  consider  it  an  important  factor  in 
explanation  of  the  results  we  have  obtained,  since  it  was  too 
feeble  to  produce  any  effect  in  the  way  of  absorbing  any 
notable  part  of  the  original  sound.  Its  importance  from 
Dr.  Tyndairs  point  of  view  is  its  apparent  support  of  the 
hypothesis  of  a  flocculent  condition  of  the  atmosphere. 

Observations  on  Effect  of  Elevation  on  Audibility. — ^The 
next  class  of  experiments  at  Little  Gull  Island  had  rela- 
tion to  the  effect  of  elevation  on  sound.  The  conditions 
here  however  for  arriving  at  definite  results  on  this  point 
were  by  no  means  so  favorable  as  those  at  Block  Island. 
The  height  which  could  be  commanded  was  only  that  of  the 
tower  of  the  light-house,  the  gallery  of  which  is  74  feet  above 
the  platform  upon  which  the  buildings  are  erected,  and  92 
feet  above  the  level  of  the  sea, — much  less  than  that  at  Block 
Island.  Besides  tliis,  the  variableness  of  the  wind  at  the 
surface  of  the  ocean  and  at  heights  above  was  not  favorable 
for  the  illustration  of  the  point  in  question. 

The  theoretical  conditions  in  order  that  the  sound  may  be 
heard  with  greater  distinctness  at  an  elevation  than  below, 
are  (as  we  have  said  before,)  that  the  wind  be  moving  with 
a  greater  velocity  in  a  given  direction  at  an  elevation  than 
at  the  surface  of  the  earth,  and  that  the  difference  in  the 
velocities  may  be  against  the  sound-wave,  so  that  its  upper 
part  may  be  more  retarded  than  the  lower.  In  this  case  the 
direction  of  a  beam  of  sound  will  be  curved  upward,  leaving 
as  it  were  a  vacuum  of  sound  beneath.    The  distance  of  the 
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origin  of  sound  however  must  not  be  too  great  relatively  to 
the  elevation  of  the  observer;  otherwise  it  will  pass  over  his 
head,  as  well  as  over  that  of  the  observer  at  the  surface  of  the 
earth.  In  most  instances  the  sound  was  not  continuous,  but 
was  interrupted, — ^heard  for  a  time,  then  lost;  again  becom- 
ing audible,  it  was  heard  until  finally  lost.  Besides  this,  it 
was  difficult  to  determine  when  the  sound  ceased  to  be 
heard,  since  this  depended  on  the  sensibility  of  the  ear  and 
the  greater  or  less  attention  of  the  observer  at  the  time  of  the 
observation.  To  obviate  these  difficulties,  as  well  as  the 
unfavorable  condition  of  too  great  a  distance  of  the  origin  of 
sound  from  the  observer,  it  was  concluded  to  adopt  as  the 
duration  of  the  sound  the  elapsed  time  between  its  begin- 
ning and  the  period  when  it  was  first  lost. 

The  observer  on  the  tower  was  Mr.  P.  Barnard,  while  the 
one  below  was  General  Woodruff.  From  the  records  of  the 
observations  of  these  gentlemen  the  following  tables  are 
compiled,  the  first  of  which  indicates  the  relative  duration 
of  sound  on  the  top  of  the  tower  and  at  the  bottom, — the 
sound  moving  against  the  wind;  the  second  the  same  dura- 
tion, the  sound  moving  with  the  wind;  and  the  third,  the 
same  with  the  sound  at  right  angles  to  it. 

Table  1. — Sound  against  the  vnnd. 


Date. 


1876. 

September  2 

4 

4 

4. 

6 _ 

6 - 

7 

8 

8 - - 

Mean  


Heard  at 

top  of 

tower. 

min. 

sec. 

6 

80 

4 

80 

5 

80 

5 

00 

7 

00 

4 

00 

6 

00 

G 

00 

6 

30 

3 

80 

3 

00 

4 

57 

Heard  at 
foot  of 
tower. 


mm.  sec. 

4  00 

8  80 

8  00 

4  00 

2  15 

8  00 

2  15 

4  00 

8  45 

2  15 

1  15 

8  01 
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It  appears  from  Table  1  that  without  a  single  exception 
the  duration  of  the  sound  was  greater  at  the  top  of  the  tower 
than  at  the  bottom,  although  the  difference  in  faVor  of  the 
top  of  the  tower  in  the  several  experiments  is  very  variable- 
These  results  are  in  accordance  with  what  was  anticipated. 

Table  2. — Sound  with  the  wind. 


Date. 


September  2. . 
8. 
4. 
4- 
6- 
7-. 

Mean  . 


1876. 


Heard  at 
top  of 
tower. 


mm.  sec. 

80  00 

16  80 

21  00 

18  00 

12  80 

6  80 


Heard  at 
foot  of 
tower. 


mm.  8ee. 

80  00 

18  00 

20  80 

28  80 

12  80 

5  80 


18    20 


Table  8. — Sound  nearly  at  right  angles  to  the  wind. 


Date. 

Heard  at 
top  of 
tower. 

Heard  at 
foot  ot 
tower. 

Seotember  2 

1876. 

min. 

6 

6 
25 
16 
21 
16 
23 
19 

6 

6 
12 

4 

9 

sec. 

00 

45 

00 

30 

00 

00 

30 

30 

30 

00 

00 

15 

30 

min.  sec. 
4  00 

2 

2 

10  00 
23  00 

2     _. — 

4  00 

3 

19  16 

3 

3 

14  30 
16  45 

4 - 

17  30 

6 -   -   -  — 

6  30 

7 

7 

6  46 

12  80 

8 

8  15 

8  ..  _   _   _   __   

5  00 

Mean 

13 

12 

11  0(i 

In  the  observations  recorded  in  Table  2  the  durations  of 
the  sound  at  the  bottom  and  top  of  the  tower  are  nearly  the 
same,  from  which  \vc  might  infer  that  the  elevation  of  the  ob- 
server has  little  effect  on  the  hearing  of  sound  moving  with 
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the  wiud.  Were  it  not  for  the  result  of  the  first  experiment 
of  this  class  at  Block  Ishmd,  we  should  not  hesitate  to  adopt 
this  as  a  general  conclusion. 

From  the  general  mean  of  observations  given  in  Table  3, 
it  would  appear  that  the  sound  moving  at  right  angles  to 
the  wind  can  be  heard  better  at  an  elevation  than  at  the 
surface, — a  result  not  anticipated. 

Observations  on  Effect  of  Wind  on  Sound. — This  series  was 
commenced  on  the  2d  of  September.  Barometer,  30*3  inches ; 
thermometer,  dry  bulb,  70*5°  F.,  wet  bulb,  67*5°;  wind  at  the 
surface  of  sea  six  miles  per  hour,  and  variable :  at  3  p.  m.  the 
velocity  was  eight  miles  at  the  surface.    (See  Fig.  7.) 


^^^cours^. 


Pio.  7. 

The  experiments  were  made  by  means  of  the  steamer 
Mistletoe,  which  proceeded  from  the  light-house,  as  a  centre, 
in  different  directions,  blowing  the  whistle  every  half-minute, 
and  returning  at  a  signal,  when  the  sound  was  lost;  the 
time  being  noted  by  different  observers,  and  the  distance 
estimated  by  the  position  of  the  steamer  in  reference  to 
known  objects  on  the  Coast  Survey  chart,  as  well  as  by 
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angles  of  azimuth  and  time  of  sailing.  The  steamer  was 
directed  to  proceed,  as  indicated  in  Fig.  7,  1st,  against  the 
wind,  so  that  the  sound  would  come  to  the  observers  with 
the  wind;  2d,  at  right  angles  to  the  wind  ;  3d,  in  an  inter- 
mediate direction  between  the  last  course  and  the  direction 
of  the  wind;  4th,  approximately  with  the  wind,  so  that  the 
sound  would  come  to  the  ears  of  the  observers  against  the 
wind ;  5th,  in  an  intermediate  direction  ;  and,  Gth,  again  at 
right  angles  to  the  wind.  It  was  supposed  that  by  this  ar- 
rangement a  symmetrical  curve  of  sound  would  be  obtained ; 
and  we  think  tliis  would  have  been  the  case  had  the  wind 
remained  constant  in  direction.  It  did  remain  nearly  the 
same  during  the  time  of  describing  the  first,  second,  and  third 
courses,  and  only  slightly  varied  during  the  fourth  ;  but  pre- 
vious to  running  the  fifth  and  sixth  courses  the  wind  had 
changed  to  a  direction  nearly  at  right  angle's  to  its  first  course. 

As  is  shown  in  Fig.  7,  the  first,  second,  third,  and  fourth 
courses  form  a  normal  curve  of  audition  ;  the  fifth  and  sixth 
courses  however  give  discordant  results,  being  much  longer 
than  a  symmetrical  curve  would  indicate,  showing  a  change 
in  the  condition  of  the  medium  from  that  which  existed 
during  the  running  of  the  other  courses  ;  this  change  was 
evidently  that  of  the  wind,  which  veering  (as  above  stated) 
through  an  arc  of  a  little  more  than  90°,  brought  it  nearly 
at  right  angles  to  the  fifth  course,  and  approximately  in  the 
direction  of  the  sixth  course;  the  wind  also  increased  its 
velocity.  These  changes  arc  sufficient,  without  other  consid- 
erations, to  give  a  rational  account  of  the  phenomena  ob- 
served. Tlioy  both  tend  to  increase  the  distance  at  which 
the  sound  would  be  heard. 

In  these  experiments,  as  in  subsequent  ones,  it  is  to  be  re- 
gretted that  for  want  of  balloons  the  motion  of  the  air  above 
could  not  be  ascertained,  as  was  done  at  Sandy  Hook  in  Sep- 
tember, 1874.  Previous  to  sailing  from  the  depot  at  Staten 
Island  attempts  had  been  made  to  secure  a  supply  of  to}'' 
balloons,  but  none  could  be  found  at  that  time  in  the  city  of 
New  York.  Arrangements  were  therefore  made  for  procur- 
ing a  reservoir  of  condensed  hydrogen,  by  which  India-rub- 
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ber  balloons  could  bo  inflated  at  the  time  they  were  wanted. 
Unfortunately  this  apparatus  did  not  arrive  in  time  to  be  of 
much  avail  in  this  series  of  experiments.  Besides  this,  on 
account  of  the  smallness  of  the  balloons,  the  ascent  was  too 
slow  .compared  to  the  horizontal  motion  to  indicate  the 
direction  of  the  wind  at  a  considerable  elevation  above  the 
points  of  observation.  They  were  however  of  use  in  point- 
ing out  definitely  the  direction  of  the  wind  and  the  changes 
it  was  undergoing.  Moreover,  at  the  time  of  leaving  New 
York  we  were  able  to  procure  only  one  anemometer,  whereas 
we  ought  to  have  had  a  number,  one  for  the  top  of  the 
tower,  one  for  the  bottom,  and  one  for  each  vessel. 

Expervmenis  of  September  3. — Barometer,  3002  inches ; 
thermometer,  dry  bulb,  725°  F. ;  wet  bulb,  70°  ;  wind  from 
the  eafet,  but  too  slight  to  move  the  cups  of  the  anemometer ; 
it  soon  however  sprang  up  from  the  opposite  direction,  in 
which  it  continued  during  the  remainder  of  the  day,  attain- 
ing a  velocity  of  five  and  a  quarter  miles  per  hour. 

In  these  experiments  two  light-house  steamers  were  em- 
ployed, the  Mistletoe  and  Cactus,  which  enabled  us  to  obtain 
the  results  in  half  the  time,  and  thus  to  obviate  in  some 
degree  the  efiect  of  any  change  in  the  direction  of  the  wind. 
On  this  occasion  tlie  sound  was  noted  at  the  light-house  as 
it  converged  to  a  centre  from  the  wliistle  of  each  vpssel,  and 
also  simultaneously  by  each  vessel  as  it  diverged  from  the 
vertical  siren. 

We  were  enabled  in  this  way  to  produce  two  curves  by  a 
reverse  process.  These  are  plotted  in  Fig.  8,  and  exhibit  a 
^remarkable  degree  of  similarity.  The  corresponding  parts 
of  the  two  curves,  being  in  each  case  reversed,  exhibit  tlie 
fact  that  through  the  same  space  in  opposite  directions  the 
audibility  of  the  sound  was  similarly  increased  with  the 
wind  and  diminished  against  it.  The  effect  however  of  the 
wind  in  the  experiments  of  this  day  was  less  marked  than 
on  any  in  tlie  whole  series,  and  consequently  the  two  curves 
of  audition  more  nearly  approximate  circles. 

We  can  see  in  this  result  no  other  effect  than  that  which 
would  he  produced  from  a  wind  flawing  with  a  uniform  but 
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Fig.   8. 


slow  velocit}^  at  the  surface,  wliile  having  a  slightly  increased 
velocity  above.  Had  there  been  no  wind,  according  to  this 
view  the  two  curves  would  have  exhibited  two  concentric 
circles. 

Experiments  of  September  4. — Barometer,  29*85  inches,  fall- 
ing; thermometer,  dry  bulb,  77°  F.;  wet  bulb,  73-25°.  Wind 
south  by  west,  twelve  and  one-fourth  miles  per  hour  at  the 
to{)  of  the  tower,  and  nine  and  one-fourth  miles  at  the  bottom ; 
variable. 
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These  experiments  were  also  made  with  two  vessels.  The 
distances  and  directions  are  givea  in  Fig.  9.  With  the  ex- 
ception of  the  fourth  course  of  the  Qidus  the  other  courses 
would  form  nearly  a  symmetrical  curve,  but  in  this  case  the 
sound  of  the  whistle  of  the  Cactus  was  lost  at  the  point  a  at  a 
distance  of  one  mile,  and  was  afterward  regained  at  the  point 
bf  and  continued  audible  until  the  steamer  reached  the 
point  c. 


Fio.  9. 

This  presents  one  of  the  abnormal  phenomena  of  sound 
which  might  in  part  be  accounted  for  by  the  existence  of  a 
flocculent  cloud  between  a  and  6,  but  whv  the  sound  could 
be  heard  so  much  farther  in  this  direction  than  in  the  others 
is  not  easy  to  explain  on  that  hypothesis. 

The  line  b  c  was  described  after  all  the  lines  of  Fig.  9  had 
been  completed,  and  therefore  the  curve  given  in  the  figure 
correctly  represents  the  boundary  of  the  area  of  audition 
while  these  courses  were  being  run,  the  point  a  being  the 
termination  under  that  condition  of  the  fourth  course  of 
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the  Cactus.  To  explain  the  abuormal  line  b  c,  we  have  only 
to  suppose  that  a  change  in  the  velocity  of  the  wind  after- 
ward took  place  by  which  its  opposition  to  the  sound-wave 
was  diminished ;  this  will  account  for  the  greater  length  of 
the  line;  the  change  however  did  not  reach  the  light-house 
until  after  the  vessel  had  passed  the  point  6. 

As  aflFording  evidence  in  support  of  this  hypothesis,  it  may 
be  mentioned  that  on  examining  the  records  of  the  Signal- 
Service,  (of  which  there  is  a  station  at  New  London,  seven 
miles  north  of  the  position  at  which  these  observations  were 
made,)  it  was  found  that  the  wind  in  the  morning  of  that 
day  was  south,  in  the  afternoon  south-west,  and  in  the  even- 
ing north-west,  and  that  it  was  probable  as  in  other  cases 
that  the  wind  had  changed  above  while  the  part  of  the  course 
b  c  was  being  run. 

Expeinmetiis  of  September  6. — Barometer,  29*93  inches; 


^  Cactus 


^tx 


Xff 


> 


Fig.  10. 

thermometer,  dry  bulb,  745°  F.;  wet  bulb,  67°;  wind  from 
north-west  to  south-west,  seventeen  miles  per  hour.   The  wind, 
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thougli  of  higher  velocity  tlian  on  any  other  occasion,  was 
variable.  On  this  day  the  experiments  were  principally 
made  witli  the  Mistletoe,  The  Cactus  (being  obliged  to  leave 
on  other  duty)  ran  one  course  a  distance  of  two-thirds  of  a 
mile  before  the  sound  of  her  whistle  was  lost  at  the  light- 
house. She  afterwards  steamed  off  in  the  direction  c  b  (Fig. 
10),  noting  the  sound  of  the  siren,  which  was  lost  at  the 
point  6,  afterward  regained,  and  heard  distinctly  ten  and 
one-half  miles  distant. 

During  the  passage  of  the  first  course  of  the  Mistletoe^  the 
wind  atthe  surface  and  above  was  from  south-west,  the  latter 
being  indicated  by  a  cloud  passing  the  zenith.  During  the 
second  course  the  wind  was  variable,  changing  its  direction 
about  90°,  principally  from  the  north-west;  while  during  the 
third  course  the  wind  was  again  from  the  south-west.  The 
long  course  of  the  Cactus  marked  on  the  figure  indicates  the 
sound  of  the  siren  from  the  centre  outward,  as  it  was  heard 
seven  and  one-fourth  miles,  then  lost  for  an  interval,  and 
afterward  heard  again  at  a  distance  of  three  and  one-fourth 
miles  farther,  making  in  all  ten  and  one-half  miles. 

Experiments  of  September  7. — Barometer,  30*1  inches;  ther- 


Fiu.  11. 

raometer,  dry  bulb,  73°  F. ;  wet  bulb,  02°;  wind  eight  miles 
31 
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per  hour  at  top  of  tower,  and  five  miles  per  hour  below.  The 
wind  was  variable,  as  indicated  by  the  letting-off  of  balteons, 
which  however  did  not  rise  to  any  great  height.  The  direc- 
tion of  the  wind  is  shown  in  Fig.  11  by  arrows.  There  is 
nothing  remarkable  in  the  curve  of  audition  of  this  day.  It 
indicates  as  usual  a  greater  distance  toward  the  side  on  which 
the  sound  was  moving  with  the  wind. 

Experiments  of  September  8. — Barometer,  30*3  inches;  ther- 
mometer, dry  bulb,  70°  F.,  wet  bulb,  64*5° :  wind,  west-south- 
west, fifteen  miles  per  hour  at  top  of  tower,  nine  miles  per 

hour  below.  Fig.  12  in- 
dicates the  curve  of  audi- 
tion of  the  vertical  siren  as 
compared  with  that  of  the 
horizontal  siren.  The 
steamer  first  proceeded 
along  the  line  C  a  nearly 
in  the  direction  of  the  axis 
of  the  horizontal  trumpet. 
For  the  distance  of  the  first 
three  miles  the  horizontal 
trumpet  was  the  louder. 
At  the  point  a,  four  miles 
distant,  the  two  were  distinct  and  very  nearly  equal.  At  h 
they  wore  distinct,  also  very  nearly  equal,  the  vertical  per- 
haps a  little  more  distinct.  At  c  very  nearly  equally  distinct. 
At  d  the  vertical  siren  was  decidedly  more  distinct  just  be- 
fore entering  the  optical  shadow  of  the  light-house  tower 
and  the  keeper's  dwelling.  This  shadow  continued  to  the 
point  c,  which  was  nearly  the  extent  of  the  acoustic  as  well 
as  of  the  optical  shadow,  since  from  d  to  c  the  sound  was 
heard  from  neither  instrument,  and  the  origin  of  sound 
was  too  near  to  cause  much  difference  between  these  two 
shadows.  From  f  to  a,  through  the  point  g,  the  two  instru- 
ments continued  to  be  fully  heard — the  vertical  the  more 
distinct.  The  effect  of  the  wind  in  this  figure  is  also  very 
distinctly  marked,  the  longer  lines  indicating  the  distance 
the  sound  was  heard  with  the  wind,  and  the  shorter  against 
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it.  The  curve  of  this  figure  is  not  traced  through  points 
at  which  the  sound  was  absolutely  lost,  but  at  which  it  was 
heard  feebly  and  with  nearly  equal  distinctness. 

Thus  far  all  the  facts  we  have  observed,  if  not  in  strict 
conformity  with  our  conception  of  the  hypothesis  of  Pro- 
fessor Stokes,  are  at  least  not  incompatible  with  it.  We  are 
now  however  to  direct  attention  to  a  fact  of  much  interest, 
which  may  not  have  escaped  the  attention  of  the  reader; 
namely  the  remarkable  difference  in  the  area  of  audition 
as  exhibited  in  the  several  figures,  all  drawn  to  the  same  scale. 
If  we  compare  for  example  the  curve  of  Fig.  10  with  the 
inner  curve  of  Fig.  8,  it  might  at  first  sight  be  inferred  that 
the  smallness  of  the  curve  in  the  former  case  was  due  to 
a  mottled  condition  of  the.atmosphere,  which  by  absorbing 
the  sound — diminished  the  sphere  of  audition;  but  unfor- 
tunately for  this  explanation,  it  would  appear  from  the 
observations  made  by  the  Cactus  within  the  hour  of  obtain- 
ing the  data  for  describing  the  curve,  that  the  air  was  then 
in  a  remarkably  favorable  condition  for  the  transmission 
of  souiid,  since  on  the  south-east  course  of  the  steamer  (as 
shown  in  Fig.  10),  the  siren  was  heard  ten  and  a  half  miles, 
the  ordinary  limit  of  the  maximum  penetrating  power  of  this 
instrument — a  siren  of  the  second  order ;  while  on  the  3d  of 
September,  the  day  on  which  the  large  curve,  Fig.  8,  was  de- 
scribed, the  greatest  distance  at  which  the  sound  of  the  same 
instrument  could  be  heard  was  eight  and  a  half  miles. 

The  only  difference  in  the  condition  of  the  air  observed 
during  the  time  of  describing  the  curve  of  audition  given 
in  the  figure,  and  the  hearing  of  the  sound  b}'  the  Cactiis  for 
ten  and  a  half  miles,  was  a  change  in  the  direction  (and 
perhaps  in  the  intensity)  of  the  wind,  in  the  latter  case  the 
direction  being  the  same  as  that  of  the  course  of  the  Cactus. 

Before  therefore  admitting  any  other  solution  of  the  ques- 
tion as  to  the  cause  of  the  difference  in  the  area  of  audition, 
we  must  inquire  whether  it  is  not  possible  to  refer  it  to  the 
action  of  the  wind  itself. 

The  most  marked  difference  in  the  conditions  which  ap- 
parently affected  the  phenomenon  on  the  days  in  question 
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was  that  of  the  greater  velocity  of  the  wind,  both  at  the  sur- 
face of  the  sea  and  at  the  top  of  the  tower,  and  by  compar- 
ing the  several  figures  in  regard  to  the  wind  it  will  be  seen 
that  where  the  condition  of  the  air  was  nearest  that  of  a 
calm  the  larger  was  the  curve  of  audition,  and  the  nearer 
the  figures  approach  to  a  circle,  of  which  the  point  of  origin 
of  sound  (or  the  point  of  perception)  is  the  centre.  From 
these  facts  we  are  inclined  to  think  that  sound  is  not  heard 
as  far  during  a  time  of  high  wind  in  an}'  direction  as  it  is 
during  a  perfect  calm,  and  that  it  is  heard  farthest  with  a 
gentle  wind.  This  conclusion,  which  was  not  anticipated  at 
the  beginning  of  these  investigations,  is  we  think  in  strict 
conformity  with  the  hypothesis  adopted.  In  the  case  of  sound 
moving  against  a  strong  wind,  the  sonorous  waves  being 
thrown  up  above  the  ears  of  the  observer,  the  sphere  of  audi- 
tion in  that  direction  is  without  question  greatly  ditninished; 
and  that  it  should  also  be  diminished  when  sound  is  moving 
with  a  strong  wind  having  a  greater  velocity  above  than  below 
is  not  diflRcult  to  conceive.  In  this  case  the  sound-wave  will 
be  so  thrown  down  against  the  earth,  and  so  much  of  it 
absorbed,  as  to  weaken  the  intensity  of  that  part  which  reaches 
the  ear,  while  in  the  case  of  a  feeble  wind  moving  faster 
above  than  below,  the  portion  of  the  wave  thrown  down 
from  above  will  only  be  sufficient  to  compensate  for  the 
smaller  loss  by  friction,  and  thus  the  sound  may  be  heard 
at  a  greater  distance  than  in  still  air.  But  on  this  point,  as 
well  on  as  others,  further  experiments  are  required. 

While  we  consider  the  wind  as  the  principal  agent  in  pro- 
ducing the  abnormal  phenomena  of  sound,  we  do  not  by  any 
means  regard  it  as  the  sole  agent.  Prof.  Osborne  Reynolds,  of 
Owens  College,  Manchester,  England,  without  any  knowledge 
of  investigations  in  America  on  this  subject,  instituted  a 
series  of  experiments  on  the  effect  of  wind  upon  sound,  and 
finally  adopted  precisely  the  same  hypothesis  which  we  have 
used  for  generalizing  the  observed  phenomena.  He  has 
however,  in  a  very  ingenious  and  important  paper  presented 
to  the  Royal  Society  in  1874,  extended  tlie  same  principle 
to  the  effect  of  heat  in  changing  the  form  of  the  sound-wave, 
and  has  shown — both  by  reasoning  and  experiment,  that  the 


1875]  WRITINGS  OP  JOSEPH  HENRY.  485 

normal  direction  of  the  sound-wave  in  still  air,  instead  of 
proceeding  horizontally,  should  be  turned  upward  on  account 
of  the  greater  velocity  of  sound  near  the  earth,  due  to  the 
greater  heat  of  the  strata  in  that  position  than  of  those 
above.  This  principle,  which  indicates  the  existence  of  a 
true  refraction  of  sound  independent  of  the  motion  of  the 
medium,  is  undoubtedly  applicable  as  a  modifying  influence 
to  the  phenomena  we  have  recorded.  It  produces  however 
only  a  slight  eflFect  in  the  case  we  have  last  mentioned, 
since  the  observation  on  board  the  Cactus  shows  the  condi- 
tion of  the  air  was  that  of  little  acoustic  absorption.  It 
would  nevertheless  favor  the  hypothesis  that  sound  in  per- 
fectly still  air  of  homogeneous  density  could  be  heard  farther 
than  sound  in  a  moving  medium,  or  in  one  of  unequal  tem- 
perature.^ This  is  also  in  accordance  with  the  fact  repeatedly 
observed  in  arctic  regions,  in  which  the  sound  of  the  human 
voice  is  heard  at  great  distances  during  times  of  extreme 
cold.  In  this  case  the  air  is  of  a  uniform  temperature  above 
and  below,  but  of  diminished  elasticity,  and  should  on  tliis 
account  transmit  sound  with  less  intensity ;  and  yet  the 
audibility  is  increased,  which  is  explained  by  the  assumption 
that  its  stillness  and  uniformity  of  temperature  more  than 
compensate  for  the  diminished  elasticity.  The  same  may  be 
said  with  regard  to  the  audibility  of  sound  during  a  fog, 
which  usually  exists  during  extreme  stillness  of  the  air. 

Whatever  be  the  cause  of  the  variation  in  the  limit  of 
audition  as  exhibited  in  the  diagrams,  it  is  less  efficient  than 
the  ordinary  action  of  tlie  wind  in  producing  the  same  phe- 
nomena. This  is  evident  from  the  fact  that  while  the  ratio 
of  the  extreme  variation  in  the  limits  of  audition  in  the  first 
case  is  not  more  than  1 : 3,  in  the  second  it  is  that  of  1  :  5. 

Moreover,  when  the  effect  of  the  wind  on  the  audition  of 
sound  in  relation  to  elevation  is  considered,  we  think  we  are 
fully  warranted  in  asserting,  as  we  did  in  our  last  report,  that 
the  wind  is  a  more  efficient  cause  of  the  variable  penetration 
of  sound  than  the  invisible  acoustic  clouds  postulated  by  Pro- 
fessor Tyndall  for  the  explanation  of  the  phenomena. 

The  object  of  tliese  investigations,  as  stated  at  the  begin- 
ning of  this  report,  was  to  obtain  facts  which  might  serve  to 
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establish  the  true  theory  of  the  abnormal  phenomena  of 
sound;  an  object  (independent  of  its  scientific  interest)  of 
much  practical  importance  in  its  application  to  fog-signals. 
Although  the  observations  were  not  as  perfect  as  we  could 
wish  in  many  respects,  (from  want  of  certain  appliances,)  they 
are  yet  sufficient  we  think  to  establish  principles  of  much 
practical  value.  For  example,  if  the  mariner  in  approach- 
ing a  fog-signal — while  the  wind  is  blowing  against  the  sound* 
fails  to  perceive  it  on  deck,  he  will  probably  hear  it  by 
ascending  to  the  mast-head ;  or  in  case  a  sound  from  a  given 
station  is  constantly  obscured  in  a  certain  direction,  while  it 
is  audible  in  adjacent  directions,  we  may  attribute  it  to 
a  sound-shadow  produced  by  some  interposed  object.  If 
again  the  obscuration  of  sound  in  a  given  direction  is  only 
observed  during  a  wind  moving  against  the  sound^the  cause 
will  probably  be  found  in  a  lateral  refraction,  due  to  the 
retardation  of  the  current  of  wind  against  a  perpendicular 
wall  or  cliff,  as  in  the  case  observed  at  Block  Island  August 
19.  The  subject  is  indeed  one  of  great  complexity,  and 
requires  further  investigation;  but  the  results  thus  far  ob- 
tained may  bo  considered  as  furnishing  the  preliminary 
data  on  which  to  found  more  precise  observations.  These 
should  be  made  with  the  aid  of  a  number  of  steamers  simul- 
taneously employed,  each  furnished  with  anemometers  and 
balloons  for  determining  with  more  accuracy  the  direction 
and  velocity  of  the  wind. 

We  hope  to  renew  the  investigations  during  next  summer, 
and  in  view  of  this,  have  directed  that  in  the  meantime  the 
light-keepers  at  Block  Island  and  at  Point  Judith  shall  con- 
tinue to  sound  their  sirens  a  certain  length  of  time  every 
Monday,  noting  the  direction  and  velocity  of  the  wind,  the 
temperature  and  pressure  of  the  air,  and  the  audibility  of 
the  sound  as  it  comes  reciprocally  from  each  instrument. 

It  is  shown  from  the  results  thus  far  obtained  from  these 
reciprocal  observations  that  sound  is  occasionall}'^  heard 
more  distinctly  against  the  w^ind  than  in  a  contrary  direc- 
tion. We  think  however  that  these  instances  are  generally 
followed  by  a  change  in  the  direction  of  the  wind  at  the  sur- 
face of  the  earth 
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PART  v.— INVESTIGATIONS  IN  1877. 
(Report  of  the  United  States  Light-House  Board  for  1877,  pp.  61-72.) 

On  account  of  the  occurrence  of  the  Centennial  Exhibi- 
tion at  Philadelphia,  which  absorbed  most  of  the  time  of  the 
officers  of  tl^c  Light-House  Board  not  devoted  to  ordinary 
light-house  service,  but  few  observations  were  made  relative 
to  sound  in  187G,  and  an  account  of  what  were  made  is  in- 
corporated in  the  following  report. 

Agreeably  to  previous  engagement  I  visited  Portland,  Me., 
to  make  some  furtlier  investigation  in  regard  to  the  abnor- 
mal phenomenon  of  sound  noticed  in  a  former  report. 
We  left  Portland  on  the  afternoon  of  September  3,  1877,  in 
the  steamer  /m,  which  had  been.fitted  up  during  the  year 
under  the  direction  of  tlie  inspector,  Commander  H.  F. 
Picking,  and  was  in  excellent  condition,  and  well  adapted  to 
the  duty  of  a  light-house  tender.  The  party  consisted  of 
General  J.  C.  Duane,  engineer  of  the  first  distri(:;t;  Com- 
mander H.  F.  Picking,  inspector  of  the  first  district;  Mr. 
Edward  L.  Woodruff,  assistant  engineer  of  the  third  district; 
Mr.  Charles  Edwards,  assistant  engineer  of  the  first  district, 
and  myself. 

Old  Anthony  Station. — We  first  examined  one  of  the  auto- 
matic whistling-buoys  invented  by  Mr.  Courtenay,  of  New 
York.  This  was  in  place  and  emitting  sounds  at  a  station 
called  Old  Anthony, — ofi"  Cape  Elizabeth,  about  nine  miles 
from  Portland.  On  approaching  it  at  right  angles  to  the 
direction  of  the  wind,  we  heard  it  at  tlie  distance  of  a  mile. 
But  the  sound  did  not  appear  loud  even  within  a  few  rodn. 
It  was  however  of  considerable  quantity,  being'from  a  loco- 
motive whistle  of  ten  inches  in  diameter.  The  instrument 
is  operated  by  the  oscillation  of  the  waves,  wliicli  at  this  time 
were  not  of  sufficient  height  to  move  it  vertically  through  a 
space  of  more  than  one  foot.  It  emitted  a  sound  at  eacli  oscil- 
lation. This  invention  con.sists  of  a  largo  pear-sha[)ed  buoy 
about  twelve  feet  in  diameter  at  the  waU.T-surface,  floating 
about  twelve  feet  above  the  same  plane.    In  the  iiiU^rior  of  this 
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buoy  is  a  large  tube  or  hollow  cylinder  three  feet  in  diameter, 
extending  from  the  top  through  the  bottom  to  a  depth  of  about 
thirty  feet  below  the  latter.  This  tube  is  open  at  the  bot- 
tom, but  projects  air-tight  through  the  upper  part  of  the 
buoy,  and  is  closed  with  a  plate  having  three  orifices  in  it, 
two  for  letting  in  the  air  into  the  tube,  and  one  between  the 
others  for  letting  it  out  to  operate  the  whistle.  These  orifices 
are  connected  with  tliree  tubes  which  extend  d&wnward  to 
near  the  level  of  the  water,  where  they  pass  through  a 
diaphragm  which  divides  the  cylinder  into  two  parts. 

When  the  buoy  rises,  the  water  in  the  cylinder  by  its 
inertia  retains  its  position,  and  a  partial  vacuum  is  formed 
between  the  head  of  the  column  and  the  diaphragm,  into 
which  the  air  is  drawn  through  two  of  the  tubes,  and  when 
the  buoy  descends,  the  escape  through  the  injection  tube 
being  prevented  by  valves,  the  air  is  forced  out  of  the  inner 
tube  and  actuates  the  whistle. 

The  mooring-chain,  which  is  sixty  fathoms  in  length,  is 
attached  to  the  cylinder  at  a  point  just  below  the  buoy,  and 
is  secured  to  a  large  stone  weighing  about  six  tons.  The 
apparatus  rides  perpendicularly. 

The  sound  in  this  instrument  is  not  produced  merely  by 
the  difference  in  hydrostatic  pressure  of  tlie  water  in  the 
two  positions  of  the  buoy,  but  by  the  accumulated  effect  of 
impulse  generated  by  the  motion  of  the  apparatus. 

Plans  have  been  devised — but  have  not  yet  been  perfected, 
to  condense  the  air  in  the  buoy  by  the  effect  of  repeated 
oscillations,  until  a  valve  loaded  to  a  definite  pressure  would 
open  automatically  and  allow  the  air  to  escape.  In  this  way 
the  sound  from  the  accumulated  pressure  would  be  pro- 
duced at  intervals  to  a  greater  or  less  extent,  and  would 
serve  to  diversify  the  character  of  the  sound  so  as  to  enable 
tlie  mariner  to  distinguish  different  locations.  The  inven- 
tion— even  in  its  present  form,  is  considered  a  valuable  addi- 
tion to  the  aids  to  navigation,  has  received  tlie  unqualified 
approbation  of  all  navigators  on  this  coast  who  are  acquainted 
with  its  operation,  and  will  probably  be  introduced  in  all 
countries  where  its  merits  are  known.     Experience  has  shown 
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that  it  can  be  permanently  moored  in  deep  water,  and  lliat 
vessels  can  safely  approach  it  within  the  nearest  distance  and 
take  perfect  departure  from  it. 

The  Light-House  Board  has  adopted  this  buoy  as  one  of 
its  permanent  aids  to  navigation,  and  will  in  time  introduce 
it  at  all  points  wliere  its  presence  will  be  of  importance  to 
the  navigator.  In  order  to  obtain  reliable  data  as  to  the 
operations  of  the  automatic  buoy,  Commander  Picking  has 
established  a  series  of  observations  at  all  the  stations  in  the 
neighborhood  of  the 'buoys,  giving  the  time  of  hearing  it, 
the  direction  of  the  wind,  and  the  state  of  the  sea;  from 
which  it  appears  that  in  the  month  of  January,  1877,  one  of 
these  buoys  was  heard  every  day  at  a  station  one  and  one- 
eiglith  miles  distant;  every  day  but  two,  at  a  station  two  and 
one-quarter  miles  distant ;  fourteen  times  at  a  station  seven 
and  one-half  miles  distant,  and  four  times  at  a  station  eight 
and  one-half  miles  distant.  It  is  heard  by  the  pilots  of  the 
New  York  and  Boston  steamers  at  distances  of  from  one-fifth 
to  five  miles,  and  has  frequently  been  heard  by  the  inspector 
ofthe  first  light-house  district  at  a  distance  of  nine  miles,  and 
even  (under  the  most  favorable  circumstances)  fifteen  miles. 

We  sailed  around  the  buoy  and  observed  the  difference  in 
the  intensity  of  sound  relatively  to  the  direction  of  the  wind, 
which  was  at  the  time  a  fresh  breeze  of  from  twelve  to  fifteen 
miles  per  hour  from  the  westward; — the  greatest  intensity 
being  apparently  at  points  forty-five  degrees  on  either  side 
of  the  axis  of  the  wind.  The  effect  however  was  not  very 
definitely  marked,  though  the  sound  on  the  whole  appeared 
to  be  greater  on  the  semi-circumference  of  the  circle  to  the 
leeward;  but  the  velocity  of  the  wind  was  so  great  that  the 
noise  produced  by  it  on  the  rigging  of  the  vessel  prevented 
the  effects  from  being  definitely  observed. 

Experiments  have  been  made  with  this  buoy  carrying 
whistles  of  different  sizes,  the  result  being  that  a  whistle  of 
less  than  ten  inches  diameter  does  not  give  a  sound  which 
can  be  heard  as  far  as  one  of  the  latter  size,  although  when 
near  by,  it  appears  to  the  ear  equally  loud. 

There  is  a  difference  between  the  quantity  of  sound  and 
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the  loudness.  Two  sounds  may  be  equally  loud  when  heard 
near  by,  yet  differ  very  much  in  regard  to  their  being  heard 
at  a  distance,  the  loudness  depending  upon  the  intensity  of 
sound  or  on  the  amplitude  of  vibration  of  the  sounding 
body,  while  the  quantity  of  sound  depends  on  the  extent  of 
the  vibrating  surface. 

The  size  of  the  whistle  must  be  limited  by  the  quantity  of 
air  ejected  at  each  oscillation  of  the  buoy.  The  fact  that 
the  ten-inch  whistle  gives  a  sound  which  can  be  heard  far- 
ther than  one  of  eight  inches,  appears-  to  have  a  bearing  on 
the  question  of  the  united  eflFect  (the  actuating  force  being 
the  same)  of  two  sounds  of  the  same  quantity  and  pitch, 
since  the  sound  from  several  parts  of  the  circumference  of 
the  larger  whistle  may  be  considered  as  a  union  of  several 
sounds  of  less  quantity. 

Wldteliead  Station. — After  thesb  observations  on  the  auto- 
matic buoy  we  proceeded  along  the  coast  to  Whitehead,  at 
the  entrance  of  Penobscot  Bay,  a  distance  of  sixty  miles, 
which  we  reached  at  about  twelve  o'clock  at  night,  and  cast 
anchor  in  Seal  Harbor,  near  the  Whitehead  light-house. 

Our  first  operation  next  morning  was  the  examination  of 
an  automatic  fog-bell,  invented  by  Mr.  Close,  and  which  has 
been  erected  by  a  special  appropriation  of  Congress.  It  is 
very  simple  in  conception,  and  would  do  good  service  in 
southern  latitudes,  where  it  would  not  be  affected  by  the  ice. 
It  consists  of  an  upright  shaft  thirty-two  feat  long,  fastened 
to  the  rock  beneath  the  water  and  kept  in  a  vertical  position 
by  ii  series  of  iron  rods  serving  as  braces.  Around  this  shaft 
is  a  hollow  metallic  float,  having  sufficient  buoyancy  to  ele- 
vate a  vertical  rod  by  the  motion  of  the  waves,  having  at  the 
ui)per  end  a  rack  gearing  into  a  ratchet-wheel.  By  means 
of  projecting  pins  on  the  surface  of  the  wheel,  the  hammer 
of  the  bell  is  elevated  and  the  bell  sounded  at  each  descent 
of  the  float.  This  arrangement  is  the  most  simple  and 
efficient  of  the  kind  of  which  we  have  any  knowledge. 

The  objection  to  it  is  its  liability  to  be  deranged  by  the 
action  of  ice  and  the  rusting  of  the  parts  from  exposure  to 
the  weather. 
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Our  next  operation  at  this  place  (the  principal  objcpt  of 
our  excursion)  was  the  examination  of  the  remarkable  ab- 
normal phenomenon,  which  has  been  frequently  observed 
by  the  captains  of  the  steamers  plying  between  Boston  and 
New  Brunswick,  and  has  also  been  noticed  on  two  different 
occasions  b}'  officers  of  the  light-house  establishment.  The 
phenomenon,  as  reported  by  these  authorities,  consists  in 
hearing  the  sound  distinctly  (on  approaching  the  station)  at 
the  distance  of  from  six  to  four  miles,  then  losing  it  through  a 
space  of  about  three  miles,  and  not  hearing  it  again  until  with- 
in about  a  quarter  of  a  mile  of  the  instrument,  when  it  be- 
comes suddenly  audible  in  almost  full  power.  This  phenom- 
enon is  always  noticed  when  the  vessel  is  approaching  the 
signal  from  the  south-west,  and  the  wind  is  in  the  same  or  in 
a  southerly  direction,  and  therefore  opposed  to  the  direction 
of  the  sound  from  the  station,  as  is  usually  the  case  during  a 
fog.  Commander  Picking,  having  frequently  received  com- 
plaints from  masters  of  vessels  as  to  losing  the  sound  at  tins 
place,  concluded  to  verify  the  facts  b}'^  his  own  observation. 
,  For  this  purpose,  he  embraced  the  opportunity  of  an  inspec- 
tion-tour in  July,  1877,  to  approach  the  station  from  the 
southwest  during  a  fog.  In  his  own  words,  he  heard  the 
sound  distinctly  through  a  space  of  from  six  to  four  miles, 
then  lost  it,  and  could  hear  nothing  until  within  a  quarter 
of  a  mile  of  the  station,  when  the  bla^t  of  the  whistle  burst 
forth  in  full  sound.  The  wind  at  this  time  was  from  the 
southward,  or  against  the  sound.  This  cessation  in  the 
hearing  of  the  sound  could  not  have  been  due  to  the  failure 
of  the  instrument  to  emit  sound,  since  its  operation  is  auto- 
matic when  once  started,  and  in  this  case  the  fog  so  lifted  on 
nearitig  the  station  as  to  admit  the  observation  of  the  puffs 
of  steam  emitted  at  each  blast  of  the  whistle. 

On  a  previous  occasion  General  Duane  and  Mr.  Edwards 
on  approaching  the  same  signal  from  the  south-west  heard 
the  sound  at  about  six  miles  distance,  then  lost  it,  arid  did 
not  again  hear  it  until  within  about  a  quarter  of  a  mile. 
The  wind  in  this  instance  was  also  the  same  as  that  in  the 
observation  of  Commander  Picking,  namely  from  the  south- 
west. 
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So  well  established  was  the  phenomenon,  that  General 
Duane  attempted  to  remedy  the  evil  by  elevating  the  dupli- 
cate whistle  (with  which  every  station  is  provided)  to  a 
height  twenty-two  feet  above  the  level  of  the  other  whistle, 
by  placing  it  on  the  upper  end  of  a  tube.  But  this  arrange- 
ment produced  no  beneficial  effect. 

September  4,  1877. — In  the  morning  of  September  4,  on 
which  we  commenced  our  experiments,  the  weather  was 
clear,  the  wind  west-southwest,  the  velocity  from  ten  to 
twelve  miles,  remaining  nearly  constant  during  the  day. 
Our  first  object  was  to  verify  by  direct  observation  the 
several  features  of  the  phenomenon,  and  for  this  purpose 
we  steamed  to  the  southward,  or  directly  to  the  wind- 
ward, from  the  station  through  the  region  in  which  the 
abnormal  phenomena  had  been  noticed.  The  pressure  of 
the  atmosphere,  as  indicated  by  an  aneroid  barometer, 
was  28*9  inches.  The  temperature  of  the  air  was  67° 
Fahrenheit;  that  of  the  water  at  various  points  along 
our  course  was  58°,  except  at  two  points  where  the  ther- 
mometer indicated  57°.  This  difference  was  too  small  to 
have  any  perceptible  effect  on  the  density  of  the  rapidly 
moving  air  which  was  passing  over  the  surface  of  the  water. 
As  we  increased  our  distance  from  the  signal  the  sound 
slightly  diminished  in  loudness  until  the  distance  was 
between  a  quarter  and  half  a  mile,  when  it  suddenly  ceased 
to  be  heard,  and  continued  inaudible  through  a  distance  of 
about  a  mile,  when  it  was  faintly  heard  and  continued  to 
increase  in  loudness  until  we  reached  the  distance  of  four 
miles;  at  this  point  it  was  heard  with  such  clearness  that 
the  position  of  the  station  could  be  located  with  facility;  but 
on  proceeding  farther  in  the  same  direction  it  appeared  to 
diminish  gradually  except  at  one  point,  when  a  blast,  as 
indicated  by  the  steam  issuing  from  the  whistle,  was  inaudi- 
ble; but  on  turning  the  vessel  around  the  next  blast  was 
distinctly  heard. 

As  a  second  experiment,  we  retraced  the  same  line  back 
to  the  station  and  observed  the  same  phenomena  in  a  reverse 
order.     The  sound  was  heard  the  loudest  at  a  point  four 
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mile?  frr-fn  thr  stii'.iir. :  ifi^rm^iz^i  :'.  *i\ziili\i<h^l  aiul  ihou 
tfecazne  ir.iiuii'o'r  :Lr»>:igh  i  5r«a:e  •>:'  iwo  milos:,  and  thon 
suddenly  bcr?:  fonh  izi  n-tirlv  vjill  iiueu>itv  at  the  distaiuv 
of  a  quarter  c-f  a  mile,  and  e^niiaueiJ  loud  uutil  the  station 
was  reached. 

As  a  third  eif^rimeat,  the  same  line  was  traverscil  again, 
the  only  differer*oe  in  the  condition  of  the  experiment  being 
that  the  whistle  on  the  steamer  was  sounded  everv  minute 
between  the  blasts  of  the  signal  at  the  station;  and  while 
the  obser\'ers  on  the  vessel  noted  the  sounds  from  tlie  latter, 
those  at  the  station  observed  the  sounds  from  the  former. 
The  same  phenomena  as  described  in  the  previous  experi- 
ments were  witnessed  by  those  on  board  the  vessel,  but  on 
receiving  the  report  of  the  observers  at  the  station  it  was 
found  that  no  cessation  of  the  sound  from  the  steamer  was 
observed  through  the  whole  distance  traversed  by  the  vessel. 
It  should  be  noted  that  the  whistle  at  the  station  is  ten  inches 
in  diameter,  actuated  by  a  pressure  of  sixty  pounds  of  steam, 
and  that  on  board  the  vessel  six  inches  in  diameter  with 
twenty-five  pounds  of  steam.  It  appears  from  this  remark- 
able result  that  a  feeble  sound  passes  freely  through  what 
has  been  called  the  region  of  silence  when  sent  in  the  direc- 
tion of  the  motion  of  the  wind,  when  a  louder  sound  docs 
not  pass  in  the  opposite  direction. 

As  a  lourth  experiment,  the  vessel  proceeded  northward 
on  the  side  of  the  station  opposite  to  that  before  traversed, 
but  in  the  prolongation  of  its  previous  course.  The  sound 
from  the  signal  to  the  observers  on  the  vessel  was  in  this 
case  with  the  wind,  while  that  from  the  vessel  to  the  obs(;r- 
vers  at  the  station,  was  against  the  wind.  In  this  (jxpcri- 
ment  no  cessation  was  observed  on  the  vessel  in  the  hearing 
of  the  sound  from  the  station;  it  was  heard  with  varying 
intensity  to  the  distance  of  four  and  a  half  miles,  and  could 
probably  have  been  heard  much  farther  had  our  progn*ss 
not  been  interrupted  by  land.  On  returning  to  tli(3  Htntion 
the  observers  there  reported  that  after  the  vcissel  had  l<;ft  I  In? 
station,  and  was  scarcely  more  than  a  hundred  yards  dis- 
tant, not  a  single  blast  of  its  whi.stle  was  heard.     In  this  cnsij 
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the  phenomena  which  had  been  observed  on  the  southerly 
side  of  the  station  were  exhibited  in  a  reverse  order  on  the 
northerly  side. 

In  what  raa}'^  be  considered  the  fifth  experiment,  the  vessel 
being  at  a  distance  of  four  miles  from  the  station — on  the 
line  traversed  in  the  first  two  experiments,  the  sound  was 
slightly  heard.  The  vessel  then  altered  its  course  so  as  to 
steam  around  the  signal,  keeping  at  the  same  distance  until 
the  direction  of  the  station,  from  the  vessel,  was  nearly  at  right 
angles  to  the  direction  of  the  wind ;  at  this  point  no  sound 
was  heard  from  the  station,  although  it  had  been  slightly  heard 
at  points  along  the  curved  line  traversed  in  reaching  the  point 
mentioned.  The  vessel  then  proceeded  toward  the  station  in 
a  straight  line,  but  no  sound  was  heard  until  it  approached 
the  latter  within  a  quarter  of  a  mile.  The  observers  at  the 
station  however  heard  the  sound  from  the  vessel  through  the 
whole  distance. 

This  experiment  was  made  to  ascertain  the  truth  of  the 
general  impression  that  at  this  place  the  sound  is  heard  better 
coming  at  right  angles — or  across  the  wind,  than  in  the  direc- 
tion in  which  it  was  blowing.  The  experiment  however 
was  found  in  conformity  with  the  general  rule  previously 
established,  that  the  sound  was  usually  heard  farthest  with 
the  wind,  least  against  the  wind,  and  at  an  intermediate 
distance  across  the  wind. 

The  primary  object  of  these  investigations  has  been  to  deter- 
mine the  mechanical  causes  to  which  the  phenomena  may 
be  referred,  from  whicli  new  conclusions  may  be  deduced — 
to  be  further  tested  by  experiment,  and  such  definite  views 
obtained,  as  may  he  of  value  in  the  employment  of  fog-signals 
for  the  uses  of  the  mariner. 

For  this  purpose  a  number  of  different  hypotheses  may 
be  provisionally  adopted,  and  each  compared  with  the  actual 
facts  observed. 

The  first  hypothesis  which  had  been  suggested  for  the 
explanation  of  the  phenomena  in  question  was  that  they  are 
due  to  some  configuration  of  the  land ;  but  on  inspecting  the 
Coast-Survey  chart  of  this  region  it  will  be  seen  that   the 
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nearest  land  consists  of  a  series  of  broken  surfaces  not  rising 
above  the  ocean  enough  to  reflect  sound  or  in  any  way  to 
produce  sound-shadows  in  the  region  through  which  the 
phenomena  are  observed.  This  hypothesis  therefore  is  inad- 
missible. 

Another  hypothesis  is  that  of  invisible  acoustic  clouds  (as 
they  have  been  called),  or  portions  of  atmosphere  existing 
over  the  water  in  the  region  of  silence,  which  might  aba&rl* 
or  variouslv  reflect  the  souud.  That  such  a  condition  of  a 
portion  of  the  atmosphere  really  exists  in  some  cases  is  a 
fact  which  may  be  inferred  from  well-established  prineipte 
of  acoustics,  as  well  as  from  experimental  data.  They  would 
occur  especially  in  the  case  of  dissolving  clouds,  which 
would  be  accompained  by  local  diminutions  of  temperature, 
and  also  from  portions  of  air  which  have  been  abnormally 
heated  by  contact  with  warm  earth.  But  if  the  pheno- 
mena in  question  were  produced  by  a  cloud  of  this  kind, 
its  presence  ought  to  be  indicated  by  carrying  through  it 
the  usual  set  of  meteorological  instruments.  This  was  done 
in  the  foregoing  experiments,  but  no  change  was  observed 
in  the  indications  either  of  the  thermometer  or  barometer. 
Unfortunately  we  had  not  a  hygrometer  in  our  poss(»ssion, 
but  this  observation  was  less  necessary,  since  from  abundant 
testimony  it  is  established  that  the  same  phenomena  are 
exhibited  during  a  dense  fog,  in  which  all  parts  of  the 
atmosphere  for  miles  in  extent  must  be  in  a  homogeneous 
condition.  Furthermore,  a  local  cloud  could  not  continue 
to  exist  in  a  given  space  for  more  than  an  instant  while  a 
wind  was  blowing  with  a  velocity  of  from  ten  to  twelve 
miles  an  hour.  Again,  this  hypothesis  fails  entirely  to 
explain  the  fact  that  this  phenomenon  is  always  obsc^rvod 
at  nearly  the  same  place,  especially  during  a  fog,  when  the 
wind  is  in  a  southerly  direction.  Finally,  it  is  iinimsHihh;  to 
conceive  of  a  cloud  so  arranged  as  a  scnjcn  i)ro(lucing  a 
sound-shadow  of  greater  intensity  on  one  side  than  on  the 
other. 

Another  hypothesis  is  that  of  the  refraction  of  Honnd  due 
to  the  action  of  the  wind.     It  is  an   infenjuco  from  W(j1I- 
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established  theory,  as  well  as  from  direct  observation,  that 
the  sound  is  refracted  by  the  wind,  that  it  tends  to  be  thrown 
upward  when  moving  against  the  wind,  and  downward  with 
the  wind.  This  result  is  attributed  very  properly  to  the  dif- 
ferent velocities  of  the  strata,  that  next  the  surface  being 
most  retarded,  those  above  being  less  retarded. 

The  upper  part  of  the  front  of  the  wave  is  thus  thrown 
backward,  and  the  direction  of  the  wave  turned  upward. 
In  the  case  of  the  experiment  south  of  the  station,  the  wind 
passing  over  a  long  line  of  rough  sea  was  moving  less  rapidly 
in  its  lower  stratum  than  in  the  higher,  and  consequently 
the  sound-wave  was  thrown  backward  above,  and  as  it 
issued  from  the  instrument,  tended  to  rise  above  the  head 
of  the  observer,  and  at  a  certain  distance  from  the  origin  of 
the  sound— depending  upon  the  difference  of  velocity  above 
and  below,  was  lost  entirely  to  the  observer,  and  a  sound- 
shadow  was  thus  produced  by  refraction,  which  is  either  sur- 
mounted by  an  undulating  course  of  the  sound  beam,  or  is 
closed  in  again  by  the  lateral  spread  of  the  sound  at  a  given 
distance. 

In  the  experiment  on  the  other  side  of  the  signal,  (the 
vessel  proceeding  to  the  north,)  the  wind  coming  to  the  ob- 
server on  the  vessel — had  to  pass  over  a  rougher  surface  than 
that  of  water,  and  consequently  the  c^.ifference  of  velocities 
above  and  below,  would  cause  the  refraction  to  be  greater; 
lience  the  sound  from  the  vessel  was  almost  entirelv  lost  to 
the  observer  at  the  station,  while  the  sound  from  the  station 
was  heard  uninterruptedly  on  the  vessel,  since  it  was  mov- 
ing with  the  wind. 

On  examining  the  records  of  experiments  of  previous 
years,  I  iind  a  number  of  cases  recorded  where  sounds  were 
heard  at  a  greater  distance,  while  inaudible  at  a  less  dis- 
tance, especially  one  in  connection  wit!i  the  fog-signal  at 
Gull  Island,  in  1S74.  In  this  case  the  sound,  in  passing 
from  the  signal,  was  heard  distinctly  at  the  distance  of  about 
two  miles  against  the  wind,  then  lost  for  a  space  of  about 
four  and  a  half  miles,  and  heard  again  distinctly  for  a  dis- 
tance of  perhaps  one  mile.     At  the  same  station,  during  the 
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exTierimeni*  of  1?75.  iLe  9c»imd  of  the  whistles  of  the  steamers 
va?  h*ard  for  &  oenain  di^tauoe.  then  ceased  to  be  heard  for 
a  consderaUe  izivtrval.  iJier  which  it  was  heard  again. 
Fanhermore  iLe  pilcos  of  the  steamboats  from  New  York  to 
Bo^oD  report  that  ibe  sc»imd  of  ihe  automatic  buoy  is  found 
to  be  intenniuent,  being  beard  at  a  distance,  then  becoming 
inandible.  and  beard  again  as  the  steamer  approaches  the 

soorcje  of  soimd. 

From  all  the  facts  gathered  on  this  subject,  I  think  it 
jjighly  probable  that  in  all  cases  in  which  sound  moving 
against  the  wind  is  thrown  up  above  the  head  of  the  ob- 
server, it  tends  to  descend  by  the  lateral  spread  of  the  sound- 
wave and  to  reach  the  earth  again  at  a  distance ;  the  con- 
ditions however  for  the  actual  production  of  this  effect  are 
somewhat  special,  and  will  depend  upon  the  amount  of  the 
initial  refraction  and  the  quantity  of  the  sound-waves.  Be- 
sides the  lateral  spread  of  the  sound-wave  there  are  two  other 
causes  sufficient  (in  certain  cases)  to  bring  a  portion  of  the 
sound-waves  which  have  been  elevated  in  the  air — back  again 
to  the  earth  :  the  first  is  when  an  upper  current  of  wind  is 
moving  in  an  opposite  or  approximately  opposite  direction 
to  that  at  the  surface  of  the  earth,  in  which  case  an  opposite 
or  downward  refraction  would  take  place ;  and  tlio  second  {h 
the  case  in  which  the  surface-wind  is  terminated  above  by 
a  stratum  of  comparatively  still  air;  in  tliis  case  also,  a  rovor«o 
refraction  (but  of  less  amount)  would  take  place,  which  would 
tend  to  bring  the  sound-wave  downward. 

We  can  readily  imagine  that  a  solitary  island,  cooled  by  tho 
radiation  of  heat  at  night,  would  every  morning  sond  u  cur- 
rent of  cold  air  in  all  directions  from  its  centre.  In  this  caHe 
the  sound  from  a  whistle  placed  in  tho  centre  of  the  iHlund 
would  be  inaudbile  in  a  space  entirely  surrounding  it,  and 
thus  give  rise  to  a  condition  mentioned  by  (Scintjral  \hu\\u^ 
in  which  a  fog-signal  appeared  to  l)e  Hurrounded  by  a  \h)\1 
of  silence. 

September  5, 1877.— The  next  (jxperiincnit  was  nuidn  on  tho 
morning  of  the  5th,  on  leaving  the  wtation.  hi  thin  nrmn  wo 
proceeded  along  the  direction  of  the  Hanie  lino  in  which  tho 
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first,  second,  and  third  experiments  were  made  on  the  day 
before.  The  wind  had  changed  about  four  points  to  the  south- 
ward. As  in  the  preceding  experinients,  the  sound  was  lost 
again  at  the  distance  of  about  one-fourth  of  a  mile,  but  was 
not  distinctly  regained,  though  some  of  the  observers  thought 
they  heard  it  at  a  distance  of  two  and  one-half  miles. 

The  only  perceptible  difiFerence  in  the  wind  (on  the  5th) 
was  that  it  was  a  little  less  rapid,  and  four  points  more  to 
the  southward. 

From  a  subsequent  report  of  the  keepers,  the  whistle  of 
the  vessel  was  heard  continuously  as  far  as  the  puflfe  of  steam 
could  be  observed — a  distance  of  six  or  seven  miles.  In  this 
case  the .  sound  was  moving  with  the  wind.  These  results 
therefore  are  in  accordance  with  those  previously  obtained. 

Monhegan  island, — ^The  next  experiments  were  made  at 
Monhegan,  an  island  sixteen  miles  south-west  of  Whitehead. 
On  this  island  there  is  a  Daboll  trumpet  actuated  by  a  hot- 
air  engine. 

We  departed  from  this  station  in  a  westerly  direction  at  an 
angle  of  45°  to  the  right  of  the  direction  of  the  wind,  and  after 
proceeding  about  one  mile,  as  estimated  by  time,  we  lost  the 
sound  of  the  signal.  We  then  turned  at  right  angles  to  our 
former  course  and  proceeded  toward  the  leeward,  keeping 
about  the  same  distance  from  the  signal,  when  the  sound 
was  regained  at  a  point  which  probably  depended  upon  the 
direction  of  the  wind  and  the  axis  of  the  trumpet  combined. 
From  this  point  it  was  heard  to  a  point  at  the  leeward,  and 
thence  we  retraced  our  course  at  about  the  same  distance 
and  proceeded  across  the  axis  of  the  trumpet  toward  the 
windward,  where  the  sound  was  again  lost.  The  only  defi- 
nite result  from  this  experiment  was  another  case  of  the 
sound  being  heard  farther  to  leeward  than  to  the  windward. 

After  this  experiment  we  returned  to  Portland. 

An  interesting  fact  may  be  mentioned  in  connection  with 
this  station,  having  a  bearing  upon  the  protection  of  light- 
houses from  lightning.  The  fog-signal  is  placed  on  a  small 
island  separated  from  the  large  island  by  a  water-space  of 
about  one-eighth  of  a  mile.     General  Duane,  desiring  to 
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connect  the  light-house  and  fog-signal  by  an  electrical  com- 
munication, suspended  a  wire  between  the  two  points  and 
attempted  to  form  a  ground  connection  by  depositing  a  plate 
of  metal  in  the  ground  on  each  island,  but  to  his  surprise, — 
though  the  arrangements  were  made  by  a  skilled  telegra- 
pher, no  signal  would  pass.  The  two  islands  being  com- 
posed of  rock  and  the  soil  limited  in  thickness,  the  conduc- 
tion was  imperfect,  and  it  was  only  by  plunging  the  plate 
of  metal  into  the  water  on  each  side  of  the  space  between  the 
two  islands  that  a  signal  could  be  transmitted. 

No  further  experiments  on  sound  were  made  during  this 
excursion,  because  the  vessel  could  no  longer  be  spared  from 
more  pressing  light-house  duty  in  the  way  of  inspection,  and 
transportation  of  the  stated  supply  of  materials  to  the  sta- 
tions. 

On  my  return  to  New  York,  accompanied  by  Mr.  Wood- 
ruff, I  took  the  route  by  the  Western  railway  to  the  Hudson 
River  at  Troy.  This  line  was  chosen  in  order  to  make  some 
investigations  relative  to  any  peculiarities  of  sound  which 
might  be  observed  in  the  Hoosac  tunnel,  through  which  the 
railroad  passes.  For  this  purpose  we  spent  a  day  at  East 
Windsor,  a  village  situated  near  the  west  end  of  the  tunnel, 
and  were  very  cordially  received  by  the  engineers  in  charge. 

The  tunnel  is  four  and  three-quarters  miles  in  length, 
twenty-four  feet  wide,  and  twenty  feet  high  to  the  crown  of 
the  arch.  It  ascends  slightly  from  either  end  to  a  point 
near  the  centre,  where  there  is  a  ventilating  shaft  1,028  feet 
high  extending  to  the  outer  air  above.  In  winter,  when 
the  external  temperature  is  less  than  that  within  the  tunnel, 
there  is  a  constant  current  from  each  end  toward  the  centre, 
and  in  the  summer,  when  the  temperatures  are  reversed, 
there  is  a  current  out  of  the  tunnel  at  either  end,  except 
when  the  external  wind  is  sufficiently  strong  (especially  from 
the  west)  to  reverse  the  direction  of  the  current  from  one 
half,  and  direct  the  stream  entirely  out  of  the  other  entrance. 
At  the  time  of  our  visit,  there  was  a  gentle  current  flowing 
out  of  both  ends. 

The  only  peculiarity  of  sound  which  had  been  observed 
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(as  stated, by  the  engineers,)  was  that  it  was  greatly  stifled 
immediately  after  the  passage  of  the  locomotive,  by  the  smoke 
with  which  the  air  was  filled  at  the  time.  So  great  was  this 
in  some  cases,  that  accidents  were  imminent  to  the  workmen, 
(who  are  constantly  occupied  in  the  tunnel  in  lining  the 
crown  of  the  arch  with  brick,)  by  the  sudden  appearance  of 
a  locomotive,  the  approach  of  which  had  not  been  heard. 

That  the  audibility  of  sound  should  be  diminished  by 
smoke  was  so  contrary  to  previous  conceptions  on  the  subject, 
(since  sound  is  not  practically  interrupted  by  fog,  snow,  rain, 
or  hail,)  I  was  induced  to  attribute  the  effects  which  had 
been  observed  to  another  cause,  and  to  regard  the  phr^nome- 
non  as  due  to  an  exaggerated  flocculent  condition  of  the  air 
in  the  tunnel,  adopting  in  this  instance  the  hj'pothesis  ad- 
vanced by  Dr.  Tyndall,  and  so  well  illustrated  by  his  ingen- 
ious experiments.  The  effect  which  would  be  produced  iu 
the  condition  of  the  air  in  the  tunnel  by  the  passage  of  a  • 
locomotive  is  indicated  by  the  appearance  of  the  emitted 
steam  extending  behind  the  smoke-stack  of  a  locomotive  in 
rapid  progress  before  the  observer  at  a  distance.  This  con- 
sists of  a  long  stream  composed  of  a  series  of  globular  masses 
produced  by  the  successive  puffs  of  steam  which  are  emitted 
at  equal  intervals.  Allowing  the  diameter  of  the  driving- 
wheels  to  be  five  feet,  then  since  four  puffs  are  made  at  each 
revolution  of  the  wheels,  a  puff  of  hot  steam  would  be  given 
out  at  every  four  feet  travelled  by  the  engine,  and  these 
puffs  mingling  with  the  air  at  the  ordinary  temperature 
would  produce  an  exaggerated  flocculent  condition.  On  our 
expressing  a  desire  to  witness  the  effect  upon  sound  of  the 
passage  of  a  locomotive  through  the  tunnel,  Mr.  A.  W. 
Locke,  one  of  the  engineers  who  had  charge  of  the  western 
section,  politely  offered  us  the  means  of  experimenting  on 
this  point,  and  also  of  passing  leisurely  through  the  tunnel 
on  a  hand-car. 

To  observe  the  effect  of  a  locomotive  on  the  sound,  we  took 
advantage  of  the  entrance  of  a  freight  train  impelled  by  two 
engines ;  the  extra  one  being  necessary  to  drive  the  load  up  the 
inclined  plane'to  the  middle  of  the  tunnel,  where  it  was  de- 


1877]  WRITINGS  OF   JOSEPH   HENRY.  501 

tached  and  returned  along  the  same  line,  while  the  train  was 
drawn  the  remaining  distance  along  the  eastern  decline  by  a 
single  engine.  In  order  to  make  the  experiment  with  regard 
to  sound,  the  time  was  accurately  noted  during  which  the  noise 
of  the  entering  engines  could  be  distinctly  heard,  which 
would  give  approximately  the  distance  the  sound  travelled 
through  the  flocculent  atmosphere  produced  by  the  locomo- 
tive before  becoming  inaudible,  and  again  the  time  was 
noted  from  the  first  hearing  of  the  returning  engine  until  it 
reached  the  end  of  the  tunnel.  In  the  meantime  the  cur- 
rent of  air  blowing  through  the  tunnel  had  removed  a  con- 
siderable portion  at  least — of  the  flocculent  atmosphere,  so 
that  the  sound  in  this  case  came  through  an  atmosphere  of 
comparatively  uniform  temperature,  or  one  much  less  floccu- 
lent than  the  other ;  the  result  was  that  the  duration  of  sound 
in  the  first  case  was  about  a  minute,  while  in  the  second  it 
was  upward  of  two  minutes.  The  darkness  in  the  tunnel — 
on  account  of  the  smoke,  was  so  profound — immediately  after 
the  passage  of  a  locomotive,  that  with  two  large  torches,  charged 
with  mineral  oil,  the  sides  of  the  tunnel  at  a  distance  of  six 
feet  could  scarcely  be  observed ;  while  in  the  other  half  of 
the  tunnel,  where  no  smoke  existed,  the  eastern  opening  could 
be  observed  like  a  star  at  the  distance  of  upward  of  two  miles. 
It  was  therefore  not  surprising  that  the  stifling  of  the  sound 
which  was  observed  should  be  referred  to  the  smoke  as  a  pal- 
pable cause,  and  that  the  more  efficient  one  of  the  varying 
density  or  flocculent  condition  should  be  disregarded. 
.  The  method  of  determining  by  experiment  the  question 
as  to  which  of  these  causes  was  the  efficient  one  did  not 
occur  to  me  until  we  had  left  the  tunnel,  and  then  the  sim- 
ple expedient  suggested  itself  to  me  for  the  purpose  of  repeat- 
ing the  experiment,  that  instead  of  locomotives  charged  with 
wood,  two  locomotives  charged  with  charcoal  or  coke — which 
emits  no  smoke,  but  only  transparent  gases,  principally  car- 
bonic acid, — should  be  used  in  an  experiment  similar  to  the 
one  just  described.  This  experiment  Mr.  Locke  has  kindly 
promised  to  perform  as  soon  as  it  can  conveniently  be  ar- 
ranged. 
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The  opportunity  was  embraced  while  at  the  mouth  of  the 
tunnel  to  make  some  observations  which  might  have  a  bear- 
ing upon  the  phenomena  of  the  aerial  echo.  For  this  purpose 
advantage  was  taken  of  a  large  tool-chest  which  happened 
to  be  placed  about  twenty  or  thirty  feet  within  the  western 
mouth  of  the  tunnel.  By  slamming  down  violently  the 
cover  of  this  chest,  a  loud  sound  of  an  explosive  character 
was  produced,  from  which  a  prolonged  echo  was  returned 
from  the  interior  of  the  tunnel.  This  echo  was  slightly  in- 
termittent, suddenly  increasing  in  loudness  at  intervals  for 
a  moment,  and  again  resuming  its  uniform  intensity.  This 
effect  was  attributed  to  projecting  pieces  of  rock  in  that  part 
of  the  tunnel  which  had  not  been  lined  with  brick.  An 
echo  was  however  evidently  returned  from  that  portion  of 
which  the  sides  were  not  projecting,  which  I  would  consider 
an  effect  of  the  same  cause  which  produces  the  aerial  echo. 

Aerial  Echoes. 

During  the  year  1877  (as  also  in  1876)  series  of  experi- 
ments were  made  on  the  aerial  echo,  in  which  I  was  assisted 
in  the  first  series  by  General  Woodruff,  engineer  of  the  third 
light-house  district,  and  in  the  second  series  by  Edward 
Woodruff,  assistant  engineer  of  the  same  district.  These  expe- 
riments were  made  principally  at  Block  Island,  though  some 
were  also  made  at  Little  Gull  Island.  Especial  attention  has 
been  given  to  this  phenomenon,  (which  consists  in  a  distinct 
echo  from  the  verge  of  the  horizon  in  the  direction  of  the  pro- 
longation of  the  axis  of  the  trumpet  of  the  siren,)  because  the 
study  of  it  has  been  considered  to  offer  tlie  easiest  access  to 
the  solution  of  the  question  as  to  the  cause  of  all  the  abnor- 
mal phenomena  of  sound,  and  also  because  it  is  in  itself  an 
object  of  much  scientific  interest. 

In  my  previous  notice  of  this  phenomenon,  in  the  report 
of  the  Light-House  Board  for  1874,  I  suggested  that  it  might 
be  due  to  the  rellcction  from  the  crests  of  the  waves  of  the 
ocean;  but  as  the  phenomenon  lias  been  observed  during  all 
conditions  of  the  surface  of  the  water  this  explanation  is  not 
tenable. 
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Another  hypothesis  has  been  suggested,  that  it  is  due  to  a 
flocculent  condition  of  the  atmosphere;  or  to  an  invisible 
acoustic  cloud  of  a  density  dififering  from  that  of  the  general 
atmosphere  at  the  time.    To  test  this  hypothesis  experiment- 
ally, the  large  trumpet  of  the  siren  was  gradually  elevated 
from  its  usual  horizontal  position  to  a  vertieal  ont\    In  con- 
ception this  experiment  appears  very  simple,  but  on  account 
of  the  great  weight  of  the  trumpet  it  required  the  labor  u{ 
several  men  for  two  days  to  complete  the  arrangements  nec- 
essary to  the  desired  end.    The  trumpet  in  its  vertical  posi- 
tion was  sounded  at  intervals  for  two  davs,  but  in  no  instane«» 
was  an  echo  heard  from  the  zenith,  but  one  was  in  everv  case 
produced  from  the  entire  horizon.    The  echo  appeareil  to  be 
somewhat  louder  from  the  land  portion  of  the  circle  of  tlu' 
horizon  than  from  that  of  the  water.     On  slowlv  resluriii;; 
the  trumpet  to  its  former  direction,  the  echo  gradually  in- 
creased on  the  side  of  the  water  until  the  horizontal  position 
was  reached,  when  the  echo  as  usual  a})peare«l  to  j»rorred  IVuni 
anazimuthof  about  twenty  degrees  of  the  horiznn.  thr  nn<MI(^ 
of  which  was  in  the  prolongation  of  the  axis  of  the  trumpet. 
'A  similar  experiment  was  made  with  one  of  the  trunipi'ts  of 
the  two  sirens  at  Little  Gull  Island.     In  thisi*ase  the  trumpet 
was  sounded  in  a  vertical  position  every  day  for  a  werk  with 
the  same  result. 

From  these  experiments  it  is  evident  tliat  the  phenonimon 
is  in  some  way  connected  with  the  plane  of  the  hori/on,  and 
that  during  the  continuance  of  the  ex|)eritnrnt  of  soundin;.: 
the  trumpets  while  directed  towards  the  /enith.  noaioustie 
cloiid  capable  of  producing  reflection  of  sound  existed  in  the 
atmosphere  above  them. 

Another  method  of  investigating   this   j)henonienon  oi' 
curred  to  me,  which  consisted  in  observing  the  elfrets  pro 
duced  on  the  ear  of  tlu^  observer  by  a|)proai'hing  the  origin 
of  the  echo.     For  this  i)Urpose,  during  tin*  sounding  of  the 
usual  intervalof  twenty  seconds  of  the  Iarg(Mrunipet  at  lUoek 
Island,  observations  were  made  from  a  steaniiM*  whieh  pro 
ceeded  from  the  station   into  the  region  of  the  echo  and  in 
the  line  of  the  prolongation  of  the  axis  of  the  trumpiM.  with 
the  following  results: 
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1.  As  the  steamer  advanced,  and  the  distance  from  the 
trumpet  was  increased,  the  loudness  of  the  echo  diminished, 
contrary  to  the  effect  of  an  echo  from  a  plane  surface,  since 
in  the  latter  case  the  echo  would  have  increased  in  loudness 
as  the  reflecting  surface  was  approached,  because  the  whole 
distance  travelled  by  the  sound  to  and  from  the  reflector 
would  have  been  lessened.  The  effect  however  is  in  accord- 
ance with  the  supposition  that  the  echo  is  a  multiple  sound, 
the  several  parts  of  which  proceed  from  diflorent  points  at 
different  distances  of  the  space  in  front  of  the  trumpet,  and 
that  as  the  steamer  advances  towards  the  verge  of  the  hori- 
zon it  leaves  behind  it  a  number  of  the  points  from  which 
the  louder  ones  proceed,  and  thus  the  effect  upon  the  car  is 
diminished  as  the  distance  from  the  trumpet  is  increased. 

2.  The  duration  of  the  echo  was  manifestly  increased,  in 
one  instance,  from  five  seconds,  as  heard  at  the  mouth  of  the 
trumpet,  to  twenty  seconds.  This  would  also  indicate  that 
the  echo  is  a  multiple  re-action  of  varying  intensities  from 
different  points,  and  that  at  the  place  of  the  steamer,  the 
fainter  ones  from  a  greater  distance  would  be  heard,  which 
would  be  inaudible  near  the  trumpet. 

3.  The  arc  of  the  horizon,  from  which  the  echo  appeared 
to  come,  was  also  increased  in  some  cases  to  more  than  three 
times  that  subtended  by  the  echo  at  the  place  of  the  trumpet. 
This  fact  again  indicates  that  the  echo  consists  of  multiple 
sounds  from  various  points  at  or  near  the  surface  of  the  sea, 
the  angle  which  the  aggregate  of  these  points  subtend 
necessarily  becoming  greater  as  the  steamer  advances. 

But  perhaps  the  most  important  facts  in  regard  to  the  echo 
arc  those  derived  from  the  series  of  observations  on  the  sub- 
ject made  by  Mr.  Henry  W.  Clark,  the  intelligent  keeper  of 
the  principal  light-liouse  station  on  Block  Island,  and  by 
Mr.  Joseph  Whalcy,  keeper  of  the  Point  Judith  light-house. 
Mr.  Clark  was  furnished  with  a  time-marker  to  observe  the 
duration  of  the  echo,  and  both  were  directed  to  sound  the 
trumpets  every  Monday  morning  for  half  an  hour,  noting 
the  temperature,  the  height  of  the  barometer,  the  state  of 
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the  weather  as  to  clearness  or  fog,  the  direction  and  intensity 
of  the  wind,  and  the  surface  of  the  ocean. 

From  the  observations  made  at  these  two  points,  for  more 
than  two  years  at  one  station  and  over  a  year  at  the  olher, 
the  echo  may  be  considered  as  produced  constantly  under 
all  conditions  of  weather,  even  during  dense  fogs,  since  at 
Block  Island  it  was  heard  106  times  out  of  113,  and  at  Point 
Judith  50  times  out  of  67,  and  on  the  occasions  when  it 
was  not  heard  the  wind  was  blowing  a  gale,  making  a  noise 
sufficiently  loud  to  drown  the  sound  of  the  echo.  These 
results  would  appear  to  quite  effectually  disprove  the  hypoth- 
esis that  the  phenomenon  is  produced  by  an  acoustic  cloud 
accidentally  situated  in  the  prolongation  of  the  axis  of  the 
trumpet.  An  occurrence  of  such  regularity  must  be  due  to 
something  more  permanent  in  its  effects  than  a  difference  in 
temperature  or  density  of  a  portion  of  air — from  that  of  the 
general  atmosphere;  since  such  a  condition  could  not  exist 
in  a  dense  fog  embracing  all  the  region  in  which  the  pheno- 
menon occurs.  Indeed,  it  is  difficult  to  conceive  how  the 
results  can  be.  produced,  even  in  a  single  instance,  from  a 
flocculent  portion  of  atmosphere  in  the  prolongation  of  the 
axis  of  the  trumpet;  since  a  series  of  patches  of  clouds  of 
different  temperature  and  density  (if  sufficient)  would  tend 
to  absorb  or  stifle  by  repeated  reflections — a  sound  projected 
into  their  interior,  rather  than  to  transmit  it  to  the  ear  of 
the  observer. 

The  question  therefore  remains  to  bo  answered  :  What  is 
the  cause  of  the  aerial  echo  ?  As  I  have  stated,  it  must  in 
some  way  be  connected  witli  the  plane  of  the  horizon.  The 
only  explanation  which  suggests  itself  to  me  at  present,  is 
that  the  spread  of  the  sound — which  fills  the  whole  atmos- 
phere from  the  zenitli  to  the  horizon  with  sound-waves,  may 
continue  its  curvilinear  direction  until  it  strikes  the  surface 
of  the  water  at  such  an  angle  and  direction  as  to  be  reflected 
back  to  the  ear  of  the  observer.  In  this  case,  the  echo  would 
be  heard  from  a  perfectly  flat  surface  of  water;  and  as  differ- 
ent sound-rays  would  reach  the  water  at  different  distances 
and  from  different  azimuths,  they  would  produce  the  pro- 
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longed  character  of  the  echo,  and  its  angular  extent  along 
the  horizon. 

While  we  do  not  advance  this  hypothesis  as  a  final  solu- 
tion of  the  question,  we  shall  provisionally  adopt  it  as  a 
means  of  suggesting  further  experiments  in  regard  to  this 
perplexing  question  at  another  season. 

General  Conclusions, 

From  all  the  experiments  which  have  been  made  by  the 
Light-House  Board  in  regard  to  the  transmission  of  sound 
in  free  air,  and  those  derived  from  other  observations  which 
can  be  fully  relied  upon,  the  following  conclusions  may  be 
considered  established,  subject  however  to  such  further  modi- 
fication and  extension  as  subsequent  investigation  may  seem 
to  indicate : 

1.  The  audibility  of  sound  at  a  distance  (the  state  of  the 
atmosphere  being  constant)  depends  upon  the  character  of  the 
sound.  The  distance  through  which  a  sound  may  be  heard 
is  governed  by  the  pitch,  the  loudness,  and  the  quantity  of 
sound.  The  pitch  or  frequency  of  the  impulses  in  a  given 
time  must  not  be  too  high,  otherwise  the  amplitude  of 
vibration  will  be  too  small  to  allow  a  suflScient  quantity  of 
air  to  be  put  into  motion ;  neither  must  the  pitch  be  too  low, 
for  in  this  case  the  motion  of  the  atoms  of  air  in  the  sound- 
w^ave  will  not  be  sufficiently  rapid  to  convey  the  impulse  to  a 
great  distance.  Again  the  greater  the  loudness  of  the  sound, 
(which  depends  upon  the  amplitude  of  the  vibrations  of  the 
sounding-body,)  the  greater  will  be  the  distance  at  which  it 
will  be  heard.  And  finally,  the  greater  the  quantity  of 
sound,  (which  depends  upon  the  magnitude  of  the  vibrat- 
ing surface,)  the  greater  will  be  the  distance  to  which  it  is 
audibly  transmitted.  These  results  are  derived  from  obser- 
vations on  the  siren,  the  reed-trumpet,  and  the  automatic 
l)Uoy.  The  effect  of  quantity  of  sound  is  shown  by  the  fact 
that  in  sounding  diflerent  instruments  at  the  siime  time,  it 
was  found  that  two  sounds  apparently  of  the  same  loudness 
were  heard  at  ver}'-  different  distances. 

2.  The  audibility  of  sound  depends  upon  the  state  of  the 
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atmosphere.  A  condition  most  favorable  to  the  transmis- 
sion of  sound  is  that  of  perfect  stillness  and  uniform  density 
and  temperature  throughout.  This  is  shown  by  the  obser- 
vations of  Parry  and  other  Arctic  explorers ;  although  in 
this  case  an  eflScient  and  co-operating  cause  is  doubtless  the 
downward  refraction  of  sound,  due  to  the  greater  coldness  of 
the  lower  strata  of  air,  as  first  pointed  out  by  Professor 
Reynolds.  Air  however  is  seldom  in  a  state  of  uniform  den- 
sity, but  is  pervaded  by  local  currents,  due  to  contact  with 
portions  of  the  earth  unequally  heated,  and  from  the  refrac- 
tions and  reflections  to  which  the  sound-wave  is  subjected 
in  its  passage  through  such  a  medium  it  is  broken  up  and 
lost  to  the  ear  at  a  less  distance. 

3.  But  the  most  efficient  cause  of  difference  in  audibility  is 
the  direct  effect  produced  by  the  wind.  As  a  general  rule, 
a  sound  is  heard  farther  when  moving  with  the  wind  than 
when  moving  against  it.  This  effect,  which  is  in  conform- 
ity with  ordinary  observation,  is  not  due  to  an  increase  of 
velocity  of  the  sound-wave  in  one  direction  and  a  diminu- 
tion in  the  other  by  the  motion  of  the  wind  except  in  an 
imperceptible  degree ;  for  since  sound  moves  at  the  rate  of 
about  seven  hundred  and  fifty  miles  an  hour,  a  wind  of  seven 
miles  and  a  half  an  hour  could  increase  or  diminish  the 
velocity  of  the  sound-wave  only  one  per  cent.,  while  the 
diflference  of  effect  observed  is  in  some  cases  several  hun- 
dred per  cent.  The  true  cause  of  the  remarkable  variation 
in  the  audibility  of  sound-beams  at  a  distance — ^is  to  be 
found  in  the  change  of  their  direction.  Sound  moving  with 
the  wind  is  ordinarily  refracted  or  thrown  down  toward 
the  earth ;  while  moving  against  the  wind  it  is  ordinarily 
refracted  upward  and  passes  over  the  head  of  the  observer, 
so  as  to  be  heard  at  a  distance  at  an  elevation  of  several 
hundred  feet,  when  inaudible  at  the  surface  of  the  earth. 

4.  Although  as  a  general  riile  the  sound  is  heard  farther 
when  moving  with  the  wind  than  when  moving  against  it, 
yet  in  some  instances  sound  is  heard  farthest  against  the 
wind;  but  this  phenomenon  is  shown  to  be  due  to  a  domi- 
nant upper  wind,  blowing  at  the  time  in  an  opposite  direc- 
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tion  to  that  at  the  surface  of  the  earth.  Such  winds  are 
not  imaginary  productions  invented  to  explain  the  pheno- 
mena, but  actual  existences — established  by  observation,  as 
in  the  case  of  the  experiments  made  at  Sandy  Hook,  in  1874, 
by  means  of  balloons,  and  from  the  actual  motion  of  the 
the  air  in  the  case  of  north-east  storms,  as  observed  at  sta- 
tions on  the  coast  of  Maine. 

.  5.  Although  sound  issuing  from  the  mouth  of  a  trumpet 
is  at  first  concentrated  in  a  given  direction,  yet  it  tends  to 
spread  so  rapidly  that  at  the  distance  of  three  or  four  miles 
it  fills  the  whole  space  of  air  within  the  circuit  of  the  hori- 
zon, and  is  heard  behind  the  trumpet  nearly  as  well  as  at 
an  equal  distance  in  front  of  its  mouth.  This  fact  precludes 
the  use  of  concave  reflectors  as  a  means  of  increasing  the 
intensity  of  sound  in  a  given  direction ;  for  although  they 
do  give  an  increase  of  sound  in  the  direction  of  the  axis,  it 
is  for  only  a  comparatively  short  distance. 

6.  It  has  been  established  (contrary  to  what  was  formerly 
thought  to  be  the  case,)  that  neither  fog,  snow,  hail,  nor 
rain,  materially  interferes  with  the  transmission  of  loud 
sounds.  The  siren  has  been  heard  at  a  greater  distance  dur- 
ing the  prevalence  of  a  dense  and  widely-extended  fog  than 
during  any  other  condition  of  the  atmosphere.  This  may 
be  attributed  to  the  uniform  density  and  stillness  of  the  air 
at  the  time. 

7.  In  some  cases  sound-shadows  are  produced  by  project- 
ing portions  of  land  or  by  buildings  situated  near  the  origin 
of  the  sound;  but  these  shadows  are  limited  in  extent,  and 
arc  closed  in  at  some  distance  by  the  spread  of  the  sound- 
waves, thus  exhibiting  the  phenomenon  of  sound  being 
heard  at  a  distance  when  lost  on  a  nearer  approach  to  the 
station. 

8.  It  frequently  ha{)pens  on  a  vessel  leaving  a  station  that 
the  sound  is  suddenly  lost  at  a  point  in  its  course,  and  after 
remaining  inaudible  some  time  is  heard  again  at  a  greater 
distance,  and  is  then  gradually  lost  as  the  distance  is  in- 
creased. This  phenomenon  is  observed  only  when  the 
sound  is  moving  against  the  wind,  and  is  therefore  attrib- 
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uted  to  the  upward  refraction  of  the  sound-wave,  which 
passes  over  the  head  of  the  observer  and  continues  an  up- 
ward course  until  it  nearly  reaches  the  upper  surface  of  the 
current  of  wind,  when  the  refraction  will  be  reversed  and 
the  sound  sent  downward  to  the  earth :  or  the  effect  mav  be 
considered  as  due  to  a  sound-shadow  produced  by  refraction, 
which  is  gradually  closed  in  at  a  distance  by  the  lateral 
spread  of  the  sound-wave  near  the  earth,  in  a  direction  which 
is  not  affected  by  the  upward  refraction.     Another  explana- 
tion may  be  found  in  the  probable  circumstance  of  the  lower 
sheet  of  sound-beams  being  actually  refracted  into  a  serpen- 
tine or  undulating  course,  as  suggested  in  the  Appendix 
to  the  Report  of  the  Light-PIouse  Board  for  1875.*    Such  a 
serpentine  course  would  result  from  successive  layers  of  un- 
equal velocity  in  an  opposing  wind ;  as  being  retarded  at  and 
near  the  surface  of  the  earth,  attaining  its  maximum  velocity 
at  a  height  of  a  few  hundred  feet,  and  then  being  again  re- 
tarded at  greater  elevations,  by  the  friction  of  upper  counter 
currents  or  of  more  stationary  air.     In  some  cases  the  phe- 
nomenon is  due  to  one  or  the  other  of  these  causes,  and  in 
other  cases  to  all  combined.    That  it  is  not  due  to  the  ob- 
structing or  screening  effects  of  an  abnormal  condition  of 
the  atmosphere  is  shown  by  the  fact  that  a  sound  transmitted 
in  an  opposite  direction,  through  what  is  called  the  region  of 
silence,  passes  without  obstruction.     It  is  probable  from  all 
the  observations,  that  in  all  cases  of  the  upward  refraction 
of  a  sound  moving  against  the  wind  it  tends  again  to  descend 
to  the  earth  by  the  natural  spread  of  the  sound;  though  it 
may  generally  be  so  enfeebled  by  diffusion  as  well  as  by 
distance,  as  to  be  inaudible. 

9.  The  existence  of  a  remarkable  phenomenon  has  been 
established,  exhibited  in  all  states  of  the  atmosphere, — 
during  rain,  snow,  and  dense  fog,  to  which  has  been  given 
the  name  of  aerial  echo.  It  consists  of  a  distinct  eclio^ 
apparently  from  a  space  near  the  horizon  of  fifteen  or  twenty 
degrees  in  azimuth,  directly  in  the  prolongation  of  the  axis 

*[Seo  PART  IV  ;  ante^  p.  '45(1.] 
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of  the  tmmpet.  The  loudness  of  this  echo  depends  upon  the 
loudness  and  quantity  of  the  original  sound,  and  therefore 
it  is  produced  with  the  greatest  distinctness  by  the  siren.  It 
cannot  be  due  to  the  accidental  position  of  a  flocculent  por- 
tion of  atmosphere,  nor  to  the  direct  reflection  from  the 
crests  of  the  waves,  as  was  at  first  supposed,  since  it  is  always 
heard  except  when  the  wind  is  blowing  a  hurricane. 

As  a  provisional  explanation,  the  hypothesis  has  been 
adopted  that  in  the  natural  spread  of  the  waves  of  sound 
some  of  the  rays  must  take  such  a  curvilinear  course  as  to 
strike  the  surface  of  the  water  in  a  vertical  direction,  and 
thus  be  reflected  back — by  a  similar  deviation,  to  the  station 
or  location  of  the  origin  of  the  sound. 
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